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@ The basic series of Qualitybilt 4-Way Wood Windows 
provides you with an almost unlimited freedom of design 
in creating that “home of distinction.” And . . . although 
they’re of highest quality, the price is amazingly reason- 
able. Use them as Awning, Hopper, Outswinging Case- 
ments, or Fixed Units . . . or, combine them with Picture 
Units for even greater versatility. Add too, if you wish, 
the new removable inserts that convert any 4-Way window 
to diamond, rectangular, or horizontal lights yet 
retain the quick, easy one-light cleaning advantages. For 


more information see our insert in Sweets, or write direct! 
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~XN a A “CHEERFUL EARFUL” AT THE DOOR 


‘oT A “SOUND IDEA” for YOUR HOMES. . 






Make your homes 
more inviting with 

a friendly “hello” 
at your doorways. 


Contemporary or Traditional 
styles .. to suit any interior. 
Here’s elegant charm for your 
hallways .. living rooms or 
kitchens. Attractive to the 
. soothing to the ear. 


NON-ELECTRIC DOOR CHIME 
with PRIVATE INSIDE VIEWER 


S for the home! No need to open the 
when strangers call. The optical lens 
a “wide angie” view of entire door area, 
ds two chime notes. No wiring is needed. 
y to install in doors %4” to 2” thick. 
See Next Page ———> 
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ROOM-TO-ROOM INTERCOM . . ALSO AM-FM RADIO IN EVERY ROOM x 


No extra walking .. no loud shouting. . 
just speak softly into any speaker to be 
heard in every room .. or patio. 


Two-way outside remote lets you talk to 
strangers without opening the door. 


Each room is capable of originating calls 
to any other room of the house. 


Keeps an ear on children’s activities either 
in the nursery or in the playroom. 


EASY TO INSTALL 
Nothing sells your homes like 


NuTone Intercom 
leaves both hands built-in music in every room. 


free for installation ee * 
Boxes adjustable ; ; 


to the wall line Central NuTone system 


“pipes” music throughout 
the house . .. and patio too. 


FREE | Mee A Cc f 2 
’ f ~ . hoice o basic models . . 
CATALOGS #3 Standard AM, $129.50 list. 
r Deluxe AM-FM, 179.50 list. 


Write NUTONE, Inc. 
Dept. AB-5 


Cincinnati 27, Ohio See Other Side 





PROVEN BEST! 
DURIRON PIPE 


FOR CORROSIVE WASTE DISPOSAL 


Ue 
PSU AU CS) 
used for “‘life of the building’ construction 


when handling acid waste. There are available 


Install Duriron and forget it. Embed it in concrete, bury it 
in the ground, hide it behind walls and false ceilings, and forget it. 
Duriron is installed by standard plumbing methods. Available 
with a complete line of Duriron fittings. 
The complete waste disposal system in Duriron will provide 

safety and ease of mind for the building owner and the specifications 

writer, as well as confidence and ease of handling for the plumbing contractor. 
Insist upon the proven material — Duriron. 


Ato) 


LOOK FOR THE NAME ON EVERY PIECE 


THE DURIRON COMPANY, INC. DAYTON, OHIO 
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TIGHT, SOLID BASE 


Corruform speeds concreting 
provides tight, solid base for 
concrete, permits slab to be cast 
and finished in one operation. 
No wood forms! Just place 
Corruform...unroll mesh... place 
concrete. No costly cleanup on 
floors below. Easy! Fast! 


Economical! Capitalize on 


Granco’s leadership in modern 
floor and roof systems. 
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FROM THE FAMILY 


TUFCOR® 
COFAR® 
E/R COFAR 
ROOF DECK 
UTILITY DECK 
VIN-COR 
STRUCTUR -ACOUSTIC 
STAY-IN-PLACE BRIDGE FORMS 
GUARD RAIL 
PAVEMENT JOINTS 


SAFE WORKING 
PLATFORM 


When welded to joists, 
Corruform provides a safe, 
strong working platform. 

Sheets take normal 
construction abuse. No 
punctures. No concrete 

leakage. Corruform is 
incombustible. No fire hazard! 


i 


” 
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LIGHT, RIGID SHEETS 


Lightweight Corruform sheets 
(10 to 20 lbs.) are easy to carry, 
handle and place. You cover up 

to 2412 square feet per sheet. Two 
or three men can place up to 
10,000 square feet of Corruform a 
day! Tough-temper sheets act 
as centering, prevent lateral pull 
or strain on joists. 


Our catalogs are filed in Sweets 
GRANCO STEEL PRODUCTS CO. 
6506 N. Broadway, St. Louis 15, Missouri 
A Subsidiary of GRANITE CITY STEEL COMPANY 
Just sign coupon... clip to your company letterhead ... mail 
today. Attention Department R-604. 
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4-D 
WROUGHT 
IRON 

PIPE 


SOIL, WASTE, VENTS, DOWNSPOUTS 


COMBATS CORROSION 

1-D Wrought Iron Pipe is an aggressive deterrent to corro 
sion failures in drainage systems. Its permanence increases 
the value of any building and is especially important where 
inaccessibility makes piping failure a major expenditure. 


SAVES SPACE 

Many architects favor Durham Systems with 4-D Wrought 
Iron. This saves space and eliminates weak, bulky, lead- 
wiped joints. Permits long runs without damage from set- 
tlement, vibration or temperature variations. 


INSTALLS EASILY 
4-D’s availability in long random lengths results in fewer 
joints, fewer supports, less labor costs. And there’s less 
weight involved with 4-D Wrought Iron Pipe. 

Need proof of performance? Write for 4-D Wrought Iron 
literature and test results. A. M. Byers Company, Clark 
Building, Pittsburgh 22, Pennsylvania. 


_© BYERS 4-D WROUGHT IRON 
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Modern Beauty... 


in Qld New Orleans 


Prefab Concrete Combines 
Beauty, Safety and Economy 


Above, newly completed church school. Top, model of entire project, shows first phase 
in left foreground, main sanctuary at right and other educational! buildings at rear. 


@ Structural attractiveness and construction simplicity go hand- 

in-hand in this interesting precast concrete church school in New 

Orleans. Serving temporarily as both school and church, the build- 

ing is part of a three-phase project that will include similar prefab 

concrete school buildings plus a unique cast-in-place concrete 

sanctuary. 

Only 58 reinforced concrete sections (cast in five varieties) were 

used to assemble the barrel-vaulted, 65’8” x 33’8” building on its 

concrete slab. Including landscaping, the attractive, firesafe school 

cost only $28,920 prior to the installation of church furniture. BETHANY METHODIST CHURCH 
Vaulted roof sections, 44’ long, are carried by concrete beams Pontchartrain Park, New Orleans, lo 
resting on concrete columns. Perforated concrete panels with ca- Architect 

thedral glass inserts form the side walls. 5. SHARPE STARTERS & ASSOCIATES 


General Contractor 


Incor’® 24-hour cement was used exclusively by the precaster, STERLING J. JOURDAN & SONS 


enabling him to produce high quality concrete sections with max- 
imum speed and economy—making the most efficient use of his fa- 
cilities. Lone Star Portland 


Precast Units Fabricated and Erected by: 
BELDEN CONCRETE PRODUCTS, INC. 


Cc . ad i I Ready-mix Concrete Supplied by 
ement was used in the LOUISIANA INDUSTRIES, INC. 


ation and slab. 
found: t A P (All of New Orleans, La.) 


AMERICA’S 


FIRST 'S LONE STAR CEMENT 


HIGH-EARLY 


STRENGTH CORPORATION 


PORTLAND 


CEMENT 100 Park Avenue, New York 17, N. Y. 


ONE OF THE WORLD'S LEADING CEMENT PRODUCERS. OFFICES IN 17 MAJOR CITIES 
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Fyr-Fyter 


protects the names you know 


An integrated network of 47 Globe automatic sprinkler systems, linking 
14,500 individual Globe sprinklers, protects the modern Chicago plant 
of Automatic Electric Company. Automatic Electric is the nation’s largest 
producer of equipment for America’s independent telephone companies. 
Recently the company relocated all of its office, research and manufac- 
turing activities in a handsome new 1,520,000 sq. ft. plant at Northlake, 
Illinois. The dependable, carefully-engineered Globe equipment at Auto- 
matic Electric constitutes one of the largest fire protection systems ever 
installed in U. S. industry. 

Globe is one of 9 famous brands of fire protection equipment offered 
by The Fyr-Fyter Company. All of Fyr-Fyter’s 1200 products are avail- 
able from Fyr-Fyter, Pyrene-C-O-Two and Buffalo industrial distributors. 
Look for their local listings in your Yellow Pages under “Fire Protection 
Equipment.” Or write to The Fyr-Fyter Company, Dayton 1, Ohio. 


AUTOMATIC ELECTRIC company 


al we Tait 


Hose and extinguisher cabinets Wooster brass fire equipment Fire department supplies 
See Sweet’s Architectural Catalog File 30f 
Fy 
Branches: Atianta, Baitimore, Boston, Chicago, Dallas, Dayton, Detroit, Los Angeles, New York, 


Newark, Philadelphia, Pittsburgh, Portland, Rochester, San Francisco, Toronto (Ontario) 
Representatives and Distributors in all principal cities 
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End of an Era 


A recent news item reports the ap- 
pointment of Jack Burke as public 
relations director of the Frank Lloyd 
Wright Foundation of Architects. 
Mr. Burke was formerly assistant to 
William T. Evjue, editor-publisher of 
the Madison (Wis.) Capitol Times. 


Leonardo’s Three-Level City 


Somebody looking through an old is- 
sue of the RECORD the other day came 
upon «a article describing Leonardo’s 
“fascinating scheme for replanning 
the city of Milan” which is not only a 
fresh reminder of how tough it is to 
come up with an idea Leonardo had 
not somehow foreshadowed but also 
a rather grim indication of how long 
some ideas must wait for their time to 
come. “After the plague of 1485 and 
1486,” the article (May 1918) re- 
counts, “he addressed to the Duke, 
his patron, a letter describing a new 
type of thoroughly hygienic metro- 
polis, so that his fellow citizens might 
no longer be required to live ‘packed 
together like goats and pollute the 
air for one another.’ The plan in- 
volved the construction of ten smaller 
cities, each average accommodation 
for 30,000 inhabitants. A system of 
artificial rivers or canals, with lock 
connections and regulations, was to 
provide circulation facilities and a 
means of carrying off sewage. A max- 
imum of light, air and cleanliness was 
accounted for in the plan; streets 
within the ten cities were as wide as 
the buildings bordering them were 
tall; great squares and market places 
were also included. Streets were, fur- 
thermore, arranged in two levels, the 
upper for pedestrians, the lower for 
traffic; the latter were also accessible 
from the canals, thus providing ready 
means for cleaning them and also for 
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transportation of goods. A still low- 
er level was occupied by a complex 
system of smaller canals to be used 
by gondolas. This level and the traf- 
fic level both had access to all houses 
for purposes of easy delivery of 
goods. To be sure, this huge project 
was at that time far beyond human 
means and exchequer to finance, 
though we do not doubt that da Vinci 
could readily have brought it physi- 
cally into being. Today such enor- 
mous undertakings are everywhere in 
progress; many even of much larger 
scale are a matter of common prac- 
tice. There is much in this Utopian 
plan of Leonardo’s that will merit in- 
vestigation, and for modern methods 
and materials it would not be of ex- 
aggerated magnitude.” Five centuries 
after Leonardo, and 42 years after 
the article quoted, this month’s news 
includes (page 20) still another bold 
proposal for a new city which would 
segregate pedestrian and vehicular 
traffic, still another reminder of all 
the proposals and some brave experi- 
ments in between. Any real signs the 
time of this idea has come? 


Anybody for Un-design? 


Sir Hugh Casson, the man who sur- 
mounted the incredible obstacles in- 
volved in producing designed street 
decorations for the Coronation (ev- 
erybody knows he’s also an architect 
of buildings of distinction) said one 
of those thoroughly candid things he 
often has to say at a meeting of Lon- 
don’s “A.A.” not long ago: “. .. I 
share the craving, which amounts at 
times almost to insanity, to drink cof- 
fee out of a thick white cup or eat 
apples out of a brown paper bag and 
to find something where some 
damned designer has not been at 
work. It is intolerable that you cannot 
get a brown paper bag without some 
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pattern on it designed by an indus- 
trial artist.” 


Vandalism and Architecture 


The cost of juvenile delinquency in 
New York is affecting the design of 
its school buildings. New schools, by 
order of the Board of Education, will 
have fewer and smaller windows fol- 
lowing “excessive” breakage by van- 
dals. In one school cited, 598 win- 
dows had been smashed (at a replace- 
ment cost of $2680) in the first nine 
months after it opened. In future 
schools, size of large windows will be 
reduced from seven feet to five and a 
half feet; fewer windows will be al- 
lowed on street sides of buildings; 
and street-side windows will general- 
ly be placed out of reach of passers- 
by. Wire-mesh screens, steel panels 
and fences will provide further pro- 
tection. Michael L. Radoslovich, 
A.I.A., director of architecture for 
the Board, has observed that with 
these protective devices “‘the building 
will look like a jail” but adds that 
school officials have no choice but to 
act as they have in the circumstances. 


$1,000,000,000,000? ?? 


A trillion dollars is a thousand mil- 
lion in this country, a million million 
in the United Kingdom: at any rate, 
more money than the ordinary imagi- 
nation can even begin to grasp. But 
this unimaginable sum is the amount 
of materials and services to be re- 
quired by new construction, plus 
maintenance and repair, over the next 
ten years, according to Dr. George 
Cline Smith, vice president and chief 
economist of the F. W. Dodge Cor- 
poration, who estimates $600 mil- 
lion will go into new construction. 
How much will architects design? 
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A Record Special Report 


How Should Architecture Be Taught? 


Profession Asked to Participate as Plans Develop 


For Fourth Annual A.C.S.A.-A.1A. 


Summer Seminar for Teachers 


BY HAROLD BUSH-BROWN 
CHAIRMAN, R-17 COMMITTEE 1960 


As the days grow longer and the end 
of school approaches, the thoughts 
of some will be turning towards that 
change of scene which follows the 
black-gowned Commencement-day 
procession; 
than the 


school of architecture who has been 


none more eagerly 


fortunate teacher in a 
awarded a scholarship to go to Saga 
more Lake in the Adirondacks to at 
tend the fifth seminar on the teach 
ing of architecture. Here will assem 
ble fifty or 
chool 
of the country to explore, to discus 


more teachers from as 


many coming from all parts 
and to exchange ideas on the prepa 
ration being accorded the future ar 
chitect while a student in college. 

There is much talk these day 
about the need of improving educa- 
tion—and 


rightly so. The Soviet 


challenge has shaken us out of our 
complacency. In holding up the mir- 
ror and looking at ourselves, some 
of our own become 
glaringly apparent. And in the field 
of teaching, there is no more difficult 


or complex area than architecture. 


shortcomings 


What Are We Doing? 

The need for self-examination has 
been recognized for some time by 
many of our professional 
World War II, Douglas 
Orr, then president of the American 
Institute of Architects, felt this need 
and Ralph Walker, who followed, set 
up a commission in 1949, which is- 
sued the well-known report in 1954, 
often spoken of as the Burdell Re- 
port, under the title “The Architect 
at Mid-Century.” So it will be seen 
that the architectural profession has 


leaders. 
Following 


not been asleep, nor have the schools 
been idle. Many have been making a 
re-study of the problems which con- 
front them. Perhaps also the Na- 
tional Architectural Accrediting 
Board should be meni. ned as hav- 
ing had a salutary effect. 

But all of these are top-level ac- 
tivities; those concerned are for the 
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most part administrators; and in 
national and regional meetings it is 
the administrators who, in general, 
have been in command. One sugges- 
tion for improvement contained in 
the survey report was Recommenda- 
tion 17, advocating the setting up of 
study institutes, not for heads of 
schools, but for teachers. 


Teachers as Thinkers 

The program, under the auspices of 
the Association of Collegiate Schools 
of Architecture, was inaugurated in 
Cambridge on an experimental and 
trial-run basis in October 1956. Lat- 
er it came to be administered by a 
Joint A.C.S.A.-A.1.A. Committee, R- 
17. There have followed a series of 
annual summer seminars. 

The architectural teacher, once 
having freed himself from the round 
of academic duties, found isolation 
to his liking; first at Aspen, Colo., 
in 1957, and each summer seminar 
has followed this precedent in get- 
ting away from a collegiate setting: 
next at Nantucket and last year at 
Grindstone Lake—a _ real _ hideout 
whose only principal disadvantage 
proved to be the difficulty many had 
in finding their way to this quiet 
spot in the north woods of Wiscon- 
sin. Here one could give full atten- 
tion to the subject in hand without 
the usual distractions, and concen- 
trate on vital matters of the mind 
and the interest of 
one’s profession. 

Next June it is planned to meet 
at another unfrequented lakeside, 
free from the noise and the smell of 
traffic,—Sagamore Lake in the Adi- 
rondacks in northern New York 
State, and while this is the antithesis 


all-absorbing 


of the usual college campus, it does 
provide all -the facilities, as it is a 
“conference center” operated by Syr- 
acuse University. 


Focus on Objectives 


These seminars are for teachers, 


largely younger teachers, and a lim- 
ited number of prospective teachers. 
Our discussions, while not neglect- 
ing methods, techniques, and course 
have reached out beyond 
these more pedestrian matters and 
have considered the broad aims of 


content, 


the schools in preparing men for the 
profession. 

It has seemed appropriate to begin 
by asking what is happening in the 
profession itself, what changes are 
taking place, what is actually going 
on in office practice and procedure. 
Recognizing that it was important 
to consult the practitioner, we have 
been fortunate in the response we 
have had from leaders in the pro- 
fession in agreeing to come to us. 


From Aspen to Grindstone 
In planning a program, there are 
two possible approaches: 

1. An all-comprehensive program 
in which all facets of architecture 
and the curriculum are given proper 
consideration according to their rel- 
importance, with no _ special 
emphasis anywhere. (Thus it would 


ative 


be possible to give the same program 
every year assuming that those en- 
rolled would always be a completely 
new group.) 

2. A program with a theme repre- 
senting limited coverage centering 
attention upon a particular phase or 
facet of architecture and architec- 
tural teaching. 

We have fluctuated between these 
two approaches. 

At Aspen the theme was “The De- 
terminants of Design,” not the con- 
sideration of design teaching itself 
as such; but rather, a consideration 
of all those areas of study within 
the curriculum which impinge upon 
design and relate to it and contribute 
to it. 

At Nantucket the overall approach 
was used—the whole range of archi- 
tecture was separated into five divi- 
sions, each given equal weight in 

continued on page 362 





GOWER SCHOOL ADDITION, Hinsdale, Illinois. Architect: Wight & Schlaebitz, Downers Grove, Illinois. 
Plumbing and heating contractor: Jerry & Phil’s Plumbing & Heating, Inc., Brookfield, Illinois. 


SUPERIOR 
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AT LOWER COST TO TAXPAYERS 
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COPPER SANITARY DRAINAGE LINES roughed-in among 
structural members at Gower School. This space-saving 


installation would have been impractic able with heavy, 
bulky pipe requiring threaded or caulked joints. 


Phil Bergeron and Jerry Wehrmeister, plumbing con- 
tractors near Chicago, have found that the installation 
economies with copper tube and solder-joint fittings 
enable them to offer all-copper plumbing—water sup- 
ply and sanitary drainage—at a cost lower than com- 
petitive bids based on installing ferrous piping. Recent 
jobs awarded to them as low bidder include the Gower 
School, the LaGrange Township Junior High School, a 
church, health center, two restaurants and a store. 
Anaconda was used for all these jobs. Phil Bergeron 
says, “We specify Anaconda Copper Tube and Fittings 
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COPPER SANITARY DRAINAGE LINES for second floor lavatories at the Gower 
School. Light weight of copper tube and ease of making solder joints save 
many dollars on multiple installations like this. Compact assemblies eliminate 
wide plumbing walls, give greater usable floor area. 


because their consistent fine quality and close toler- 
ances makes our work easier and keeps the job costs 
within our estimates.” 

Contractors, builders, and architects the country 
over are finding that they can provide long-lasting, low- 
maintenance all-copper plumbing at a cost competitive 
with ferrous piping. For information on Anaconda Cop- 
per Tube and Fittings, write for a copy of Publication 
C-33. Address: The American Brass Company, Water- 
bury 20, Conn. In Canada: Anaconda American Brass 
Ltd., New Toronto, Ont. 5008 


COPPER TUBE AND FITTINGS 


Available through plumbing wholesalers 
PRODUCTS OF THE AMERICAN BRASS COMPANY 


WADE in USA 
WO Tmt StaNoAeDS 


‘ 
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Collaborative 
W. Reiter, 


engineers; 


Medal of Honor 
architect; 
A. Wright, 
Mundt, 


Westmoor 
Isadore 


High School, 
associate Thompson, 


Harold 
and Ernest 


electrical engineer; 


muralist; sculptor 


ih 
iat 


hi 


Gold 
Building, 


Medal of Honor in Architecture: 
New York City; Ludwig Mies van der 
Rohe and Philip Johnson, architects 


Seagram 
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Daly City, 
structural engineer; 
Lawrence 


Calif. ; Paul 
mechanical 


Anne Knorr, 


Mario J. Ciampi, architect; 
Buonaccorsi & Murray, 
architect; 


Halprin, landscape 


LEAGUE OPENS EXHIBITION 


Since its founding in 1881, the Architectural League of 
New York has sponsored 61 National Gold Medal Exhibi- 
tions. Many of these have been important, but this lat- 
est must be regarded as a major step forward—in size, 
in breadth, and in care of selection. 

The process of selecting these finalists required a year 
of preliminary exhibitions of work in the arts, as they 
related to architecture, and in several categories of 
building types. The resulting collection, in the view of 
League president Morris Ketchum Jr., ‘provides pictorial 
proof that the last five years of material prosperity have 
given our country’s practitioners of the building arts 
the opportunity to create a new and brilliant renaissance 
in the art and science of building.” It also constitutes an 
architectural exhibition of the first importance. 

The League has over the past few years been making 
special efforts to revitalize its role as a liaison between 
the fine and building arts. In this connection, it has es- 
tablished a new medal: the Collaborative Medal of Honor, 
given “to that project which best exemplified the 
result of outstanding collaboration between at least four 
practitioners of the building arts, including architecture 
and three other categories.” 

The exhibition, which opened at New York’s Museum 
of Contemporary Crafts on February 25, will be on view 
through May The American Federation of Arts plans 
to send the collection on a tour of galleries and museums 
in both the United States and Canada. 

Members of the juries selecting awards winners in 


continued on page 14 





Buildings in the News 


Gold Medal of Honor in Sculpture: mobile 
for UNESCO, Paris; Alexander Calder, 
sculptor; Marcel Breuer, Pier Luigi Nervi 
and Bernard Zehrfuss, architects and engi- 
neers 


Gold Medal of Honor in Landscape Architecture: a joint award for 
the Connecticut General Life Insurance Building, Hartford, Conn.; 
Skidmore, Owings & Merrill, architects and landscape architects; 
Isamu Noguchi, sculptor and landscape designer 


OF GOLD MEDAL LISTS 


Gold Medal of Honor in Design and Crafts- 

manship: Christ Episcopal Church, Portola Gold Medal of Honor in Engineering: Vista Mar Elementary School, 
Valley, Calif.; Hervey Parke Clarke and Daly City, Calif.; Isadore Thompson, structural engineer; Mario J. 
John F. Beuttler, architects Ciampi, architect 
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Buildings in the News 
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Silver Medal of Honor in Architecture United States Embassy, Oslo, Norway (AR, December 1959) 


GOLD MEDAL EXHIBITION _ continued 


each of the categories, in addition to Mr. Ketchum, who 
served as ex-officio member of all committees, included: 
for Architecture—Jose A. Fernandez (chairman), Giorgio 
Cavalieri, Louis I. Kahn, L. Bancel LaFarge and Ladislav 
L. Rado; for Engineering—Ira Hooper (chairman), 
Thomas Kavanagh, Guy Panero, Paul Weidlinger and Lev 
Zetlin; for Mural Decoration—Francis Scott Bradford 
(chairman), Dean Cornwell, Adolf Gottlieb, and Max 
Spivak; for Sculpture—Frank Eliscu (chairman), Mar- 
shall Frederichs, Costantino Nivola and Vincent Glinsky ; 
for Landscape Architecture—Richard C. Guthridge 
(chairman), Francis Cormier, Michael Rapuano and 
Hideo Sasaki; for Design and Craftsmanship—Dan 
Cooper (chairman), Harry Bertoia, David R. Campbell, 
Dorothy Liebes, Gwen Lux and Mr. Bradford; and for the 
Collaborative Medal of Honor—Mr. Ketchum (chairman), 
and the chairmen of each of the committees. 
In addition to the awards shown, these additional cita- 
tions were made: in Engineering—a Silver Medal to B. 
M. Dornblatt & Associates, structural engineers, for the 
Silver Medal of Honor in Architecture: Residence for Phyllis Wheatley Elementary School, New Orleans, 
John W. Strauss, Pound Ridge, N. Y.; Edward Larrabee (Charles R. Colbert, architect) ; in Sculpture—a Silver 
Barnes, architect Medal to Richard Lippold for his sculpture at the Inland 
Steel Building in Chicago (Skidmore, Owings & Merrill, 
architects) ; in Design and Craftsmanship—Silver Medals 
to Robert Alden for the pulpit baffle at St. Mary’s Church, 
Sioux Falls, S. Dak. (Harold Spitznagel and Associates, 
architect), and to George Nakashima for building and 
furniture design at his showroom in New Hope, Pa. Hon- 
orable Mentions were given in all categories. 
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Honorable Mention in Architecture: Kneses 
Tifereth Israel Synagogue, Port Chester, N. Y.; 
Philip Johnson, architect (AR, December 1956) 


Sain! Naeger SRAM? A 
Honorable Mention in Architecture: Mile High Center, 
Denver; I. M. Pei and Associates, architects 


A a 


Honorable Mention in Architecture: McGregor Memorial 
Community Conference Center, Wayne University, De- 
troit; Minoru Yamasaki & Associates, architects 


Honorable Mention in Architecture: House, Sherman Oaks, 
Calif.; Richard Dorman and Associates, architects 


Honorable Mention in Architecture: Industrial Reactor 
Laboratory, Plainfield, N. J.; Skidmore, Owings & Merrill, 
architects 
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MONO-KOTE Adds these 


FAST APPLICATION— Only one coat required. 
Saves time in applying, cuts scaffolding time 
and cost. Permits other trades to follow up faster. 


AFFORDS NEEDED FIRE PROTECTION—Fire- 

proofing is applied right on the steel, providing 
maximum space for mechanical installations. Fire- 
tested at Underwriters’ Laboratories. 


SAVES ON STORY HEIGHT— Application 

direct to steel fireproofing saves up to 7 inches 
per story in height, thus saving on other construc- 
tion materials. 


NO NEED TO “WRAP” BEAMS— Mono-Kote 


applies directly to beams. No need to cage 
beams with lath. 
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Benefits to Fireproofing 


HARD-SETTING— Mono-Kote provides a hard, 
firm, monolithic surface. 


NON-SHRINKING, FISSURE-FREE—Assures 
attractive, finished surface with a high resist- 
ance to fissuring and cracking. 


WITHSTANDS SEVERE WEATHER— Mono-Kote 
has shown unusual ability to withstand severe 
temperature and humidity changes after initial set. 


STRONG BOND TO STEEL—Mono-Kote ad- 
heres strongly to any clean, film-free surface. 





-FIREPROOFING 


Supporting Beams! 


OO UO UR UE 


New Time-Saving, Cost-Saving Treatment Applied Direct to Steel 
No Need to “Wrap” Beams...Strong Bond...U.L. Fire-Tested 


Oe ore 


Faster fireproofing is now made possible with Mono-Kote, the interesting new 
concept that saves valuable time, space, money; that takes the place of 
several materials. 

Only one coat is required. Now large areas can be fireproofed in one day, 
making the area available to other trades days sooner. It eliminates costly, 
time-consuming multi-coat delays by applying direct to the underside of steel 
floors and direct to beams. No lathing or caging of beams is necessary. 

Mono-Kote is a mill-mixed fireproofing material designed for direct machine 
application. It is a hard-setting substance, free of fissures, and possessing 
bond strengths of 400 to 600 psf. 

It has been successfully fire-tested at Underwriters’ Laboratories. (Test 
report and details of construction on request.) 

Get all the facts about how Mono-Kote can help you specify fast, top- 
quality fireproofing applications. Mail coupon now for full details, including 
technical data, specifications, and fire-test information. 


ZONOLITE COMPANY, Dept. AR-40 
135 S. La Salle Street, Chicago 3, Illinois 


Including Fire-Test Data Please send, without obligation, Bulletin PA-53 of technical information 
about MONO-KOTE, including full data on fire tests. 


ZONOLITE | — 


COMPANY a 


135 S. La Saitle Street, Chicago 3G, Illinois 


Mail Coupon For New Technical Bulletin 





Address 


City & Zone 
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_ » BIGELOW 


CHOSEN FOR THE FAMOUS 


Mickey Mantle 


MOTEL 


THERE’S A CARPET FOR EVERY PURPOSE 
AND DECOR IN BIGELOW’S WIDE SELECTION 


Bigelow Carpet is selected by top designers for the most important architectural jobs. Reasonable price, 
long economical service, and top performance under traffic—as well as beauty—are prime considerations 
in every Bigelow Carpet designed for use in public areas. Special designs, colors and textures available. 
If you plan an installation, consult Bigelow’s Carpet specialists about colors, patterns, weaves, at prices 
your client can afford. No charge for this service. Contact Bigelow through the nearest sales office or by 
writing to Bigelow Contract Department, 140 Madison Avenue, New York 16, N. Y. 


+ 
PEOPLE WHO KNOW...BUY J Bigelow 
4 RUGS- CARPETS 
— SINCE 182585 


At ta p.3 E t M Buffalo, N.Y.; Chicago, | Cir ati, Ohio; Cleveland, OF 
ty, M L Ang {.; Minneag Minn.; New York, N. Y.; Philadelphia, Pa.; Pittsburgh, Pa.; St. L« 
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Reduces sound power 


for whisper-quiet efficient 
power exhauster ventilation 


@ After years of intensive research, Jenn-Air is proud to announce the QT SOUND 

CONTROL CURB—the most important noise control development in power exhauster 

history! Jenn-Air QT SOUND CONTROL CURBS absorb 90% of an exhauster’s inlet 

sound power . . . while maintaining air moving efficiency at better than 90% 

Verified by independent laboratory tests, this amazing performance gives you the 
long-sought key to practical noise attenuation. Check with your 
Jenn-Air representative for full details on how QT SOUND CON- 
TROL CURBS can solve your ventilator noise problems. 


Four sizes. Overall 
height is 10” or 11” 
mounted like a con 
ventional curb with or 
without cant strip. Can 
also be installed into 
roof for lower contour. 


JENN-AIR PRODUCTS COMPANY, INC. + 1102 Stadium Drive * INDIANAPOLIS 7, INDIANA 
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News of Architecture Abroad 
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IN STOCKHOLM: Dominating the city’s new downtown commercial center will be five 
18-story office buildings, one of which has already been completed, the others of 
which will be finished by 1962. The first two floors of these buildings will be occupied 
by shops, on top of which roof gardens will be built, to be connected to each other 
i by footbridges. The central area will be closed to vehicular traffic. Underground 
Bt | fy j ate services include a much-needed 700-car garage and subways. Project was developed 
f\. Dee 4) Bs tad t Gh by municipal planning commission, with David Hellden as chief architect 
1 ia Be da $1) ey 


TWO PROJECTS, 
IDEAL AND REAL, 
SEPARATE 

PEOPLE AND CARS 


een 


IN LONDON: The Glass Age Develop- 
ment Committee, sponsored by glass 
manufacturers Pilkington Brothers, 
Ltd., and comprising architect Geof- 
frey Alan Jellicoe with, as consultants, 
architect Edward Mills and engineer 
Ove Arup, has undertaken to design 
an ideal city for the motor age—in 
fact, a “Motopia.” The commuting 
town was designed, in a sense, from 
the top down, with roads at the top, 
garages immediately underneath, and 
apartments under these. All ground 
on the 1000-acre site would be left free 
for the tenants’ safety and pleasure. 
Construction would cost an estimated 
$168 million; no bidder, so far 
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AN ADVERTISEMENT 


How much fire protection should 


a floor-ceiling assembly provide? 


local building 
codes should be 
minimum standards 


when one-hour 
construction 
is required 


when no time- 
design rating 
is required 


Many specifiers doubt that there ever is a real question of 
how fire resistant a floor-ceiling assembly should be. They 
know that to provide less protection than that required by 
local codes is illegal. And they believe that extra protec- 
tion not only “over protects” a building, but also auto- 
matically costs more. 


However, recent experience has shown that local code re- 
quirements should be minimum standards and that addi- 
tional fire protection need not cost more. Consider the 
example of Armstrong Acoustical Fire Guard, the only 
acoustical ceiling tile to offer rated fire protection to th 
structural components of a building. 


Where only a one-hour rating is required in incombustible 
construction, you can ave Acoustical Fire Guard with a 
two-hour rating at little, if any, extra cost. In such cases, 
Acoustical Fire Guard means (1) a safer building, (2) pos- 
sible reductions in fire insurance premiums on the building 
and its contents, and (3) unlimited accessibility to the 
area above the suspended ceiling. 


Where the method of achieving one-hour protection in- 
volves “wet” application, Acoustical Fire Guard can offer 
another advantage: savings of up to six weeks’ construc- 
tion time. These weeks can mean more revenue to stores, 
bowling alleys, and restaurants, and more rental income 
to building owners. 


When no time-design rating is required, Acoustical Fire 
Guard gives you rated fire protection plus all its advan- 
tages as a superior ceiling material. It has excellent sound 
absorption. It is available in three attractive designs. It 
offers excellent resistance to room-to-room sound trans- 
mission (particularly important where ceiling-height mov- 
able partitions will be used). It poses no maintenance 
problems. And Acoustical Fire Guard costs little, if any, 
more than a regular suspended mineral tile ceiling 


3efore you specify your next ceiling, consider Armstrong 
Acoustical Fire Guard. It may be that you can give your 
client a safer building and all the other advantages that 
this remarkable, new ceiling offers—at no increase in cost. 
For more information, contact your Armstrong acoustical 
contractor or your nearest Armstrong district office. Or 
write to Armstrong Cork Company, 4204 Rock Street 
Lancaster, Pennsylvania. 
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Lr Kel 


Because they're so light and easy to handle, Haskelite pre- 
finished curtain wall panels go up fast. With all their light- 
ness in weight, these Haskelite laminated structural panels 
meet the most rigorous standards for strength-to-weight 


ratio, as well as moisture and corrosion resistance. Result: 


lower handling, shipping, installation and maintenance 


costs... highest quality construction! 


Haskelite panels are available in a wide range of stock 


sizes, facings, and thicknesses, or in special sizes to your 


specifications. For complete information, write: Haskelite 


Manufacturing Corp., Dept. BN-5, Grand Rapids 2, Mich. 


e@ High impact resistance! 


e Flat, wave-free surface will not buckle— 
unaffected by temperature changes! 


@ Unlimited choice of facings—plastic, 
stainless steel, aluminum, porcelain, many others! 


@ Permanent insulation—does not absorb moisture! 


ARCHITECTURAL RECORD April 1960 


SEE HASKELITE CATALOG 
IN SWEETS ARCHITECTURAL FILE 3E HA 


the Church of Tomorrow near Akron 


HASKELITE DOORS 
Architectural and Institutional 


Architectural and institutional doors have been added 
to the line of quality doors built by Haskelite. Newly 
introduced hollow core doors, now available to specifi- 
cation, are specially built for use in institutional or com 
mercial buildings. Select from our complete range of 
standard sizes — or you may order in special lengths in 
a wide variety of facings. 


HASKELITE MANUFACTURING 
DIVISION EVANS PRODUCTS COMPANY 
Grand Rapids 2, Michigan 





ULTRA MODERN 
industrial arts class 
eliminates « 


growing pains! 


aa ED 
Junior-Senior High School 

St. Louis 
Architects: aa 


Kas 
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PRAM “ADAM MIDGET 
POWERPLUGIN B BUSDUCT 


= an » N y 
Hangers —One has Se rn oie 4 " A pe — _ apie . how dened “~~ vs Pare 
each 5 ft. of busduct. pring prong owerplugin Busduct keeps pace with the future! 


tached to device, 
catch and lock on the Present classroom equipment can be moved and 
inside of duct to form plugged-in almost as easily as an electrical 
a rigid support. Also appliance . . . the busduct quickly relocated if 
he eg _— necessary. If additional busduct is needed 
for future expansion, it can simply be added 
to the old! Cuts costly rewiring —keeps 
electrical downtime to a minimum. 


For ceiling or side 
wall installations. 


For an economical and versatile electrical 
power supply that will stay modern for years 
to come, specify and insist on quality built 
Frank Adam Midget Powerplugin Busduct. 


Plugin Outlets on 12” See our catalog in SWEETS 
Centers—Provide 
electric power where 


it's needed, when it's RANK ke a 

needed. 100 amps., ; aks 2 

250 volts or less. DAM ELECTRIC COMPANY "come =) 
> PO. BOX 357. MAIN P.O.- ST. LOUIS 66, MO a 


busduct + panelboards + switchboards + service equipment + safety switches + load centers + Quikheter 
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Attention to detail 


Over-all excellence of any product pete 
a building or a machine . .. depends on 
conception and construction of the 
component parts, In the vertical trans- 
portation field, Shepard Elevator Com- 
pany has a 100-year history of patient 
attention to the myriad details involved 
in the design of a modern hoisting 
machine like the one shown below. 
Shepard manufactures its own motors, 
gears, housings, controls...and thus 
achieves a high level of operating per- 
formance and dependability. Shepard 
geared and high-speed gearless eleva- 
tors are now available throughout the 
United States and Canada. See our 
catalog in Sweet's Files or write Shep- 
ard Elevator Company, Division of 
Dover Corporation, 5050 Brotherton 
Road, Cincinnati 9, Ohio. 


SHEPARD 
ELEVATORS 


ALAS 
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San Francisco! 


Some 2000 architects are expected 
to converge on San Francisco for 
the 1960 national convention of the 
American Institute of Architects 
April 18-22. Theme of the convention 
is “Expanding Horizons”; panel dis- 
cussions (March, pages 25 and 28) 
and business sessions will be held 
in San Francisco’s new Masonic 
Temple, with convention headquar- 
ters in the Mark Hopkins Hotel. 
Ludwig Mies van der Rohe will re- 
ceive the 1960 Gold Medal, the 
A.I.A.’s highest honor, and a long 
list of other traditional awards will 
be given (March, pages 12-15, 25 
and 28). As pre-convention nomi- 
nations closed March 9, Philip Will 
Jr. of Chicago remained the only 
candidate for the presidency of the 
Institute (to succeed John Noble 
Richards of Toledo). A full slate of 
officers will be elected, and further 
nominations are, of course, possible 
at the convention. Forty-three mem- 
bers of the Institute will be ad- 
vanced to Fellowship in recognition 
of “distinguished performance in 
architectural design, education, sci- 
ence of construction, public service 
or service to the Institute.” The 1960 
Fellows are: 


George E. Beatty, Brooklyn Public Service. 


Martin L. Beck, Newark— Education. 

John J. Carey, Mobile—Public Service. 

Mario J. Ciampi, San Francisco— Design. 

Gilbert H. Coddington, Columbus—— Design. 

Neil J. Convery, Newark—Service to The 
Institute and Public Service. 

Charles F. Davis Jr., Birmingham, Ala. 
Design. 

Charles H. Dornbusch, Chicago 


Design. 
Lathrop Douglass, New York 


Design. 


Meetings and Miscellany 


“Well, all I asked for was a roof over my head- 


Robert A. Eyerman, Wilkes-Barre 
Service. 

O’Neil Ford, San Antonio— Design. 

Wayne S. Hertzka, San Francisco 
to The Institute. 

John Hunter Jr., Altoona, Pa. 
Service. 

Paul R. Hunter, Los Angeles 
The Institute. 

Perry B. Johanson, Seattle—Service to The 
Institute and Public Service. 

A. Quincy Jones, Los Angeles—-Design. 

Kenneth S. Kassler, Princeton, N. J.—Sci- 
ence of Construction. 

Bradley P. Kidder, Santa Fe 
Institute and Public Service. 

Vincent G. Kling, Philadelphia—Design. 

Louis B. LaFarge, New York—Design. 

Geoffrey N. Lawford, New York— Design. 

Robert M. Little, Miami—Design. 

Allan G. Lorimer, New York 
Construction. 

Harold B. McEldowney, Chicago—Education. 

John W. McLeod, Washington, D. C.—Design 
and Service to The Institute. 

H. A. O'Dell, Birmingham, Mich.—-Service to 
The Institute and Public Service. 

John H. Pritchard, Tunica, Miss. 
The Institute. 

Joseph P. Richardson, Boston—Design. 

Lutah M. Riggs, Santa Barbara, Cal.—De- 
sign. 

Burton Romberger, Newport Beach, Cal. 
Service to The Institute. 

Chester O. Root, San Jose, Cal. 
Service. 

Robert W. Schmertz, Pittsburgh 
and Public Service. 

Walter Scholer, Lafayette, Ind. 
Service 

Daniel Schwartzman, New York-—Service to 
The Institute and Public Service. 

Solis Seiferth, New Orleans—-Service to The 
Institute and Public Service. 

John W. Severinghaus, New York— Design. 

Chloethiel W. Smith, Washington, D. C. 
Design and Service to The Institute. 

Harvey P. Smith, San Antonio—Public 
Service 

Robert F. Smith, Miami— Public Service. 

Hugh A. Stubbins Jr., Cambridge, Mass. 
Design. 

Robert L. Weed, Miami Design. 

David R. Williams, Lafayette, La.—Design. 

Minoru Yamasaki, Birmingham, Mich.—De- 
sign. 


Public 


Service 
Design and 


Service to 


Service to The 


Science of 


Service to 


Public 
Education 


Public 


Swiss Wins Reynolds Award 


The fourth annual Reynolds Me- 
morial Award of $25,000 for crea- 
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Drawn for the Recorp by Alan Dunn 


” 


tive use of aluminum in architecture 
will go to a Swiss professor of ar- 
chitecture, Jean Tschumi, for his 
design of the seven-story Nestle Ad- 
ministration Building in Vevey, 
Switzerland, on the shore of Lake 
Geneva. In the four years of the 
award, no American has ever won 
it; and this year’s jury report had 
this to say: “The jury assumes that 
the lack of imaginative use and sen- 
sitive detail in some U. S. entries 
may reflect the ready availability of 
standard and pre-engineered build- 
ing components in the United States 
and the restraints imposed by U. 8. 
building codes and insurance re- 
quirements.” The jury for the award, 
which is administered by the Amer- 
ican Institute of Architects, was 
headed by Walter Gropius as chair- 
man and included Philip Will Jr., 
James M. Hunter, Arthur Fehr and 
C. BE. Pratt. 


Major Competition Honors FDR 


A memorial of unspecified nature is 
the subject of a major national ar- 
chitectural competition to honor the 
late President Franklin Delano 
Roosevelt, with a total of $110,000 
in prizes to be awarded by the Frank- 
lin Delano Roosevelt Memorial Com- 
mission (Tariff Commission Build- 
ing, Washington 25, D. C.). The first 
stage of the two-stage competition 
is open to registered architects; or to 
associations of landscape architects, 


continued on page 32 
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For every room... on-grade 
For every room . . . above-grade 


For every room .. . below-grade 


SRS ae) Ie 
NAST CI 


For every building . . . commercial, 
industrial, residential! 





Wears much longer than non-flexible CULT lis Solcel Met a (ola) 

Nata, 

Much more flexible Easier to install than non-flexible 
| vinyl 


12 beautiful decorator colors Two gauges—'/s" and '/16" 


ee 
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American Biltrite Rubber Co. 
Dept. AR-40, Trenton 2, N. J. 


Please send complete FREE set of Amtico Vinyl Plastex samples 
and information . . , fast! 


eens BILTRITE RUBBER COMPANY Ii 


a 


Address 


City 





One-story construction? 


Floor space valuable? 


Don’t want long runs of ductwork? 


9 times out of 10 this is the most economical 
| a one-story building! 


way to heat and coo 


With the new Carrier Commercial Weather- 
maker*, year-round air conditioning can be de- 
signed and installed more economically than 
ever in one-story commercial or industrial build- 
ings. It isn’t necessary to give up an inch of 
valuable floor space, because this Weathermaker 
unit installs on the roof. And it isn’t necessary 
to install expensive and unsightly ductwork, be- 
cause the unit connects directly to a ceiling air 
grille. Notice the application here. 


This unit is also designed to install with a 
minimum of time and trouble. It needs no 
water, no refrigeration piping, no charging with 
a refrigerant. One or more units can be installed 
as required, and with the following capacities: 
7.5 tons of cooling and 200,000 Btus of heat 

.or LO tons and 250.000 Btus. What’s more. 
the motor-compressor is protected by a o-year 


warranty. 


lor complete details about this Carrier Com- 
mercial Weathermaker, call the Carrier dealer 
near you. He’s listed in the Yellow Pages. Or 
write Carrier Corporation, Syracuse 1, New York. 


Res 


ARCHITECTURAL RECORD April 1960 


This Cerrier 18B Commercial Weathermaker puts both 


the heating and cooling 


plant in the most economical 
of locations—the roof! Ut is supplied ready for fast 
one-unit installation. It is factory charged with refrig- 
erant. equipped with refrigeration piping and quickly 
connected through the roof to a ceiling air grille. 


EVERYWHERE 





SO 


T LIGHTS RIGHT 


DSO SIL TTL) 


ITS MADE RIGHT 
WITH EVENGLO 


Sylvania’s new Classic suspension luminaire has the graceful shape of flight—essential for a suspended fixture 
in today’s clean design concepts. . . It Looks Right. ‘The thin walled, °¢” cells of 45° x 45° shielding produce 
a pleasant semi-indirect lumination, and the textured plastic louver adds softness to the lumination. ‘The 
Hared side panels create a glow, possible only through plastic... It Lights Right. — The louver and side panels 
are made from light-stabilized EVENGLO polystyrene, a Koppers plastic that comes in many colors, can be 
extruded into a variety of shapes, is tough and lightweight. . . It’s Made Right. — For more information on 
EVENGLO polystyrene, or for a list of manufacturers using EVENGLO in fluorescent fixtures, write to Koppers 


Company, Inc., Plastics Division, Dept. AR-4, Pittsburgh 19, Pa. Offices in Principal Cities + In Canada 


Dominion Anilines and Chemicals Ltd., Toronto, Ontario. KOPPERS PLASTICS 
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Load Centers— 
Safety Switches for Normal and Industrial Circuit Breakers for Circuit Breaker 
Hazardous Locations Normal and Hazardous Locations and Fusible 


... design leadership ...design | 


Fusible and Circuit Breaker Lighting 
and Power Panelboards 


Feed-In Control 
Duct Centers 


Synchronous Motor High Voltage 
Starters Starters 


ae 


Field Engineering Service 
is available to architects and consulting en- 
gineers through more than 100 Square D 
offices, backed by 1000 authorized elec- 
Wireways trical distributors and 19 plants in the United 


States, Canada, Mexico and Great Britain. 


Executive Offices «6060 Rivard St., Detroit 11, Mich. Special-Purpose 


1D SQUARE J) COMPANY 
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: = S Fomepey) | OF ELECTRICAL 
Control Relays is a J . _s DISTRIBUTION 


i Timing Relays Manual and Magnetic AND CONTROL 
ven Starters EQUIPMENT 


eadership ... design leadership 


On: | ADJUSTABLE SPEED DRIVES 
| BUSWAYS & WIREWAYS 
| CIRCUIT BREAKERS 
CONTROL CENTERS 
CRANE & HOIST CONTROL 
—_ DISTRIBUTION SWITCHBOARDS 
Combination gsiarters for J ELECTRIC TRUCK CONTROL 
| HIGH VOLTAGE CONTROL 
ib | | LAUNDRY CONTROL 
h| Reduced bs Static LIFTING MAGNETS 


bse = - >, Control | LIGHTING AND POWER PANELBOARDS 


Components 
and Systems | LIGHTING CONTROL— LOW VOLTAGE 
| LIMIT AND FOOT SWITCHES 
MACHINE TOOL CONTROL 
| MAGNETIC BRAKES 
METER MOUNTINGS 
MOTOR STARTERS 
PRESS CONTROL 
PRESSURE, FLOAT, & VACUUM SWITCHES 
ae PUSHBUTTONS 
re oe RELAYS AND CONTACTORS 
RESISTORS 
SAFETY SWITCHES 
SERVICE ENTRANCE EQUIPMENT 
STAGE DIMMERBOARDS 
STEEL MILL CONTROL 
SWITCHGEAR & UNIT SUBSTATIONS 
SYNCHRONOUS MOTOR CONTROL 
TERMINAL BLOCKS 
TEXTILE MACHINE CONTROL 
TIMERS 
VOLTAGE TESTERS 
WELDER CONTROL 


can , 
Magnetic Brakes 
Crane and Mill Control 


wherever electricity is distributed and controlled 
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Meetings and Miscellany 


) 


continued from page 25 


4¢ ulptors, 


vided they include a registered ar- 
chitect. The second stage is limited 
to six competitors or associations 
selected by the jury from the first 
stage. Each of the six finalists who 
competes in the second stage will re- 
ceive a prize of $10,000. The winner 
of the second stage will receive $50,- 
000. Registration forms, available 
from the Commission, should be filed 


before April 25. 


painters or others pro 


Professional ad- 


viser for the competition is Edmund 
N. Bacon, executive director of the 
Philadelphia City Planning Com- 
mission. The jury consists of Pietro 
Belluschi, F.A.1.A., dean of the 
School of Architecture and Plan- 
ning, M.I.T., chairman; Thomas D. 
Church, landscape architect, San 
Francisco; Bartlett Hayes Jr., direc- 
tor of the Addison Gallery of Amer- 
ican Art, Phillips Academy; Joseph 
Hudnut, professor of architecture 


ARCHITECTURAL HISTORIANS LOOK AT URBAN RENEWAL 


The Society of Architectural His- 


torians began twenty years ago 


Harvard when a few men doing sum- 
mer research decided to take a trip 
to see some old houses in the region. 
Partly to keep them in touch over 


the winter, Turpin 


Dean at the University of Florida, 
got out a mimeographed bulletin. 
This was the start of the Journal of 
the Society, an example which was 
duly noted and later followed in Ja- 


pan and England. 


In January the S.A.H. members, 
now fourteen hundred strong, gath- 
ered in New York for their thir- 
teenth annual meeting. The general 
session and the one devoted to the 
history of Renaissance and Baroque 
architecture followed customary in- 
terests, but a possible new trend 
could be noted in one section on the 
history of city planning and another 
on historic architecture as it relates 
to urban renewal. The first was or- 


ganized by Christopher 


head of Yale’s graduate program in 
city planning, and the second by 
Dean Holmes Perkins of the Univer- 
sity of Pennsylvania. The papers on 


modern architecture were given 


the auditorium of the new Guggen- 
heim Museum and covered the archi- 
tecture of such men as Wright, 
Gaudi, Parker and Unwin and Howe 
and Lescaze. Wright proved to have 
done a little erasing to bring one of 


his early project drawings up 


twentieth century standards, Gaudi 
was shown to relate to a larger Art 
Nouveau movement in Spain and 


Parker and Unwin were linked 


the Society were given by James 
Johnson Sweeney, Director of the 


Museum. No formal evaluation 
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Jannister, now 


Tunnard, 


up 
with William Morris and the Arts 
and Crafts. Welcoming remarks to 


the Guggenheim itself was forth- 
coming from the historians. How- 
ever, a great deal of “space” and 
“structure” were privately ana- 
lyzed and there appeared to be agree- 
ment that the building had been in- 
tended to make an impression and 
had done so by breaking everybody’s 
rules except Wright’s. Art and the 
great city had him at bay but he had 
put up a magnificent struggle. 

The banquet speech was given by 
President Richard Howland of the 
National Trust for Historic Preser- 
vation, a former vice president of 
S.A.H. He outlined the functions of 
the Trust particularly as they refer 
to the establishment of standards of 
preservation, the holding and fi- 
nancing capacities of the Trust, and 
the problems presented by 19th and 
20th century monuments. 

The Alice Davis Hitchcock Award 
for the outstanding scholarly work 
in the history of architecture for 
1959 went to Kenneth J. Conant, 
professor of architecture emeritus of 
Harvard for his Carolingian and 
Romanesque Architecture: 800 to 
1200. One of the British Pelican ser- 
ies, it was especially cited for its 
balanced judgment and vast erudi- 
tion, adorned with many of the au- 
thor’s lucid restorations. 

The three days of sessions were 
concluded by a three-bus tour of 
Brooklyn architecture arranged by 
Marvin D. Schwartz of the Brooklyn 
Museum. Such trips have been tra- 
ditional at S.A.H. conventions and 
provide an opportunity for getting 
better acquainted and seeing some 
of the city in which the meeting is 
being held. Next year’s gathering 
will be in Minneapolis. 

Strong local chapters and frequent 
summer tours have also continually 


emeritus, Harvard University; and 
Paul Rudolph, A.I.A., chairman of 
the Department of Architecture, 
Yale University. It is planned to 
build the memorial, largely with 
funds raised through public sub- 
scription, on a reserved site in Wash- 
ington stretching from Independence 
Avenue south of the Lincoln Memo- 
rial to the Inlet Bridge north of the 
Jefferson Memorial between the Poto- 
mac and the Tidal Basin. 


distinguished the Society. Last sum- 
mer a trip was made to inspect the 
Georgian architecture of Dublin, 
Ireland, and this year preparations 
are underway for a Palladian tour in 
Vicenza, Italy, in May. Warm weath- 
er trips are also made within the 
United States. Last August, Harper’s 
Ferry and the route of the canal and 
railroad out of Baltimore were toured 
and this August S.A.H. members 
will visit Bristol, R. I. Daniel M. 
Hopping, 120 Midland Ave., Bronx- 
ville, N. Y., is in charge. 

In later years the Society of Ar- 
chitectural Historians has tended to 
become more international in out- 
look, sending its Journal and News- 
letter to Europe, Africa and Asia 
and exchanging views and informa- 
tion particularly with the scholars 
of Great Britain, Italy and the Neth- 
erlands. It has, nevertheless, re- 
mained an organization with a deep 
interest in American architectural 
and planning history. Current and 
fugitive material is handled in an 
American Notes section under the 
editorship of Charles E. Peterson of 
the National Park Service, while 
even more minute problems such as 
those which deal with blinds, door- 
knobs and painted bricks are taken 
care of in the Newsletter, ably edited 
by Agnes Addison Gilchrist. 

A number of preeminent scholars 
in the field have been its officers and 
editors but the Society has continued 
to remain open to those who simply 
enjoy an amateur taste for the sub- 
ject, since the four founding aims 
included the promotion of enjoyable 
contacts and the fostering of appre- 
ciation of buildings as well as the 
encouragement of research and the 
preservation of significant architec- 
tural monuments.—Walter Creese 
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Roddis has a special way with wood, developed through 
more than 60 years of craftsmanship. On the following 
pages you will see many of the Roddis products that are 
of particular value to the architect, dealer and builder. 
Revolutionary new products developed through Roddis 
research . . . and traditional products—the finest ex- 
pressions of the woodworker’s art. All of them can make 
vital contributions to your design and construction plans. 





Roda IS does wonderful things with... 


WoonynD DOORS 


The design and manufacture of fine wood doors is a 
major part of the Roddis tradition. In fact, it was 
more than half a century ago that the first Roddis backs up .° 
Door was produced. o 

Since that time Roddis has pioneered with many ; 
innovations in door design and construction to be- your promise 
come the leading flush veneer door manufacturer in 
America. (One recent example of Roddis innovation: 
revolutionary wood particle core Fire Doors—exclu- 
sive with Roddis! 

Today, Roddis, the most respected name in doors, the door 


offers the most complete, and the most popular, line 

of flush veneer doors in the country. Actually, an in- wth th 
nile aicacdan meal alias seal Wl e 

dependent survey reveals Roddis Doors are preferred 

by architects 2 to 1 over the next leading brand. 


of quality... 


lifetime 


New Roddis prime-and-seal and custom-finishing 
service for architects and builders! 


guarantee 


You gain important on-the-job cost savings—assure 
beauty—when you specify factory “‘prime and seal’”’ for 
your Roddis Doors. 

This service makes possible a uniform, perfect first 
coat on every door. Dirt, moisture and stains are locked 
out during transportation and storage. Final finishing 
is faster, more foolproof. 

If you prefer, Roddis will completely finish your doors 
to your own specifications. Colors may be selected and 
Roddis’ famous finishes (or those of other manufacturers) 
are available. 


Institutional Doors. For hospitals, offices, Hollow Core Doors. New 7-ply Housemart Plastic-Faced Doors. Designed for hard 
schools, churches. Built for special hardware hollow core doors give economy, flexibility of wear, easy maintenance. In restaurants, of- 

. Closures, kick plates, panic bars. Lami- installation. Strength without extra weight. fices, schools, public buildings. Choice of 
nated frames add strengh. Economy priced. Ideal for limited budget applications. many colors and patterns. Mar-proof. 
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Roddis’ Famous 


Golden Dowel 
Doors:::: 


The golden registration plate on every Roddis Golden 
Dowel Solid Core Door is proof to your clients of the 
quality you are giving them—a door that will stay 
straight, true, beautiful for the life of the installation. 
This lifetime guarantee dramatizes the fact that you 
have provided the finest door available anywhere. Of 
course, what makes possible such a long-term guaran- 
tee is the unique construction of Roddis Golden Dowel 
Solid Core Doors. They are all wood, with the proven 
stability of staved core or new, wood particle core con- 
struction. In addition, each staved core Golden Dowel 
Door is TIME CONDITIONED by an exclusive 
Roddis process. The result is a door that is not only 
sound-deadening and fire-resistant, but a door that 
defies time. 


Solid Core Doors. Choose the Golden Dowel Sound-Retardant Doors. For offices, music 
Door with lifetime guarantee. Or Standard rooms, radio and TV studios, sound stages. 
solid core doors. For interior and exterior. Veneered to match regular Roddis doors. 


Send the coupon on page 8 for com- 
plete details on Roddis Doors. (See 
also Sweet's Architectural File.) 


X-ray Doors. With continuous sheet of pro- Fire Doors. Patented core assures strength in 
tective lead midway between divided core. all directions, extra weight gives outstanding 
Combine vital protection, outstanding beauty. fire-resistance, sound-resistance. B-label, 1 
Easy maintenance. hour; C-label, % hour. 
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Roddis 


does wonderful things with... 
TIM BLEN DD 


A revolution in wood technology! One 
of the most exciting developments to 
emerge from the ‘‘Roddis way with 
wood” is the famous man-made board 
Timblend. Twenty years of research and 
seven years of field testing came before 
Roddis introduced this unique wood- 
blend board to America. Today, the ac- 
ceptance of Timblend by builders, de- 
signers and manufacturers is the “‘success 
story”’ of the industry. 


Why Timblend is outstanding! Timblend 
is wood in a new form . . . fabricated 
from special, dimensionally-sliced wood 
shavings. It’s these precision-cut shav- 
ings that make the big difference! Com- 
bined with an exclusive resin formula in 
a unique criss-cross pattern, they are 
formed under heat and pressure into a 
board that is test-rated as outstanding 
in strength, dimensional stability, warp- 
resistance and workability. 


—4/ 
ell 


Standard Timblend. it's the original Veneered Timblend. Aj| the beauty of 
wood-blend panel. Use instead of ply your favorite hardwoods, plus the strength 
wood for many interior applications. Ideal and warp-resistance of Timblend core. For 


Ist shavings board plant in United 
States! To fill the demand for Timblend, 
the Roddis people have recently com- 
pleted a $4,000,000 plant in Arcata, 
California, the first of its kind in Ameri- 
ca. A triumph of electronics and auto- 
mation, this facility is in operation 
around the clock, seven days a week. 
Even so, the demand for Timblend is so 
great Roddis is now proceeding with a 
new 50% expansion program! 


A new designing and building oppor- 
tunity! Timblend surpasses both lumber 
and plywood in many building applica- 
tions. Use it for soffits, walls and sheath- 
ing. Ideal for cabinets, built-ins, sliding 
doors, underlayment, too. 


Send the coupon on page 8 of this 
insert for complete Timblend infor- 
mation, 


for all underlayments. cabinets, sliding doors, etc smoothness. 
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Filled Timblend. The perfect surtace 
for paint. Factory-treated with special 
fillers for ease of application. . 


.» Super- 





ae fh 


ul 


The new Roddis $4,000,000 Timblend manufac- 
turing center at Arcata, California. 


Exclusive manufacturing process 
gives Timblend compactness and 
desirable density. Edges are solid 
and surfaces are super-smooth. 
Timblend works fast and easy... 
resists warping. 


— 
we 


Tem fae ee ae See al eet el el cel me el el ee ml el el el el me wel 
prea me am na age a be a te al el a al ad ad yd es GS 


Sculptured Timblend. The 
outstanding workability of 
Timblend makes possible a 
new dimension in decorative 
design applications. For new 
intricate patterns are actu- 
ally “‘carved in’”’ to provide 
a variety of artistic effects. 
This ‘‘Sculpturewood”’ is 
ideal for room dividers, 
acoustical ceilings, window 
displays, wall treatments, 
etc. Outside, it adds beauty 


Senhien it 


Phenolic Timblend. Made with water- and permanence to fences, 
proof phenolic resin. Unaffected by mois- 


: walls, facades and sun 
ture and humidity. Ideal for sheathing, “ oe 
soffits, etc. s ‘ screens. 
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R odd IS does wonderful things with... | 


HAR DWwoop 
PAN E LING 


Nothing demonstrates the special 
Roddis ‘“‘way with wood” more dra- 
matically than Roddis’ famous hard- 
wood panelings. Here’s where the 
enthusiasm for wood, the instinc- 
tive sense of beautiful graining, of 
our skilled craftsmen finds full crea- 
tive expression. 

The wedding of traditional Roddis 
woodworking skills with modern 
manufacturing techniques—auto- 
mated production lines, electronic 
quality controls, advanced research 
facilities—is the secret of Roddis’ 
success with paneling. 

The result? All the richness and 
warmth of the world’s most beauti- 
ful woods . . . ready to transform 
any wall into a work of art. 

Whatever your application—com- 
mercial, residentialorinstitutional— 
you'll find that Roddis has the panel- 
ing that’s “‘right”’ for your design. 

For complete details and speci- 
fications on any Roddis paneling 
mail the coupon on page 8 of this 


insert. (See also Sweet’s Architec- Roddis Architectural Grade Hardwood Paneling. For your 


tural File.) finest, custom-designed institutional installations choose the 
finest in hardwood paneling. Select from the world’s most 
beautiful veneers. Each panel sequence matched and num- 
bered by Roddis’ woodworking experts. Prefinished if desired. 
Guaranteed for the life of the installation. The ultimate in 
luxury and good taste. 
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Roddis Craftwall Genuine Wood Paneling. Roddis is 
the originator of 4”, V-grooved, prefinished paneling! 
Called Craftwall, this revolutionary paneling was the 
first in the market and has earned a reputation for 
beauty and economy. A unique Craftwall finish keeps 
the wood beautiful indefinitely. Roddis guarantees 
that, in writing. Shipped in special protective cartons. 


Fire-Retardant Wood Paneling. Roddis’ ’" Architectural 


in fire-retardant form! Rated and listed by Underwriters’ Labora- 
tories, Inc. Equals or exceeds most Building Code requirements! 
All other Roddis wood panelings are available fire-retardant 


Another Roddis “‘first’’ . . 
matching finishes. 

Roddis “%«” Architectural Craftwall. A new cost-saving, 
labor-saving wood paneling with a special center core 
of Timblend, Roddis’ man-made board. Works and 
handles like fine 4" material. Installs direct on studs, 
no underlayment! Prefinished. Guaranteed for life 


. special molding, trim and 


AND LABELED 


Craftwall is the only particle-board-core paneling that is available BY 


UNDERWRITERS’ 
LABORATORIES 


treated on your special order. Roddis Fire-Retardant wood panei- 


ings assure beauty .. . plus exceptional fire safety! 
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Roddis 


does wonderful things with... 


wood finishes 
Anything made of wood—furniture, 
paneling, floors, doors—will look bet- 
ter and last longer when treated with 
Roddis’ special wood finishes. There’s 
one that will enhance your wood’s 
beauty and give outstanding protec- 
tion against scuffs, stains and house- 
hold chemicals. 


molding ond trim 
Roddis hardwood molding and trim 
is manufactured to exceed U.S. Gov- 
ernment standards. Available in both 
traditional and contemporary design 
to match the style of any room decor 
-add a look of quality. Ideal for use 
with wood paneling. 


adhesives 

For the professional . . . and for gen- 
eral use . . . Roddis makes available 
a full line of adhesives. Each one for- 
mulated to do the job quickly and 
easily. They include Roddis All Pur- 
pose Glue, Roddis Waterproof Glue, 
Roddis Contact Cement, Roddis 
Plastic Urea Glue. 


hardboard ond fir 

There’s a Roddis hardboard to fit 
your exact needs. In fact, Roddis of- 
fers 11 different types. (Standard, 
Temper-Treated, Striated, Lami- 
nated, etc.) Each produced for a spe- 
cific use. And if you work with fir ply- 
wood, Roddis makes practically every 
type and welcomes the opportunity to 
be of service. 


I'm listing the Roddis products | want to know more about. Please 


send free information immediately. 


send for 


free facts 





Roddis Plywood Corporation, Dept. AR-460, Marshfield, Wisconsin 


Name___ 


PT men 





Address 
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and figures 


RODDIS PLYWOOD 
CORPORATION 


Branch Offices 


ATLANTA, GA.—1545 Marietta Bivd., N. W. 
BALTIMORE, MB.— 2020 Mosher St 
CAMBRIDGE. MASS.—229 Vassar St. 
CHARLOTTE, N.C.—123 E. 27th St. 
CHICAGO, ILL.—3865 W. 41st St 
CINCINNATI, OHIO—836 Depot St. 
CLEVELAND, OHIO—6599 Schaaf Rd 

EAST HARTFORD, CONN.—363 Park Ave. 


FARMINGDALE, L.1., NEW YORK 
— Broad Hollow Road, P.O. Box 417 


DEARBORN, MICH.— 13500 Rotunda Drive 
LOS ANGELES, CALIF.—2620 E. Vernon Ave 
LOUISVILLE, KY.—1443 S. 15th St 

MIAMI, FLA.—253 N. E. 73 St 
MILWAUKEE, WIS, —460! W. State St 
NEWARK, WN. J.—Bidg. 208A, Port St 

NEW YORK, N. Y.—920 E. 149th St 


OAKLAND, CALIF.—Corner W. Grand and 
Magnolia 


PHILADELPHIA, PA.—S. W. Corner 
Richmond and Tioga Sts 


PITTSBURGH, PA. — 1204 Saw Mill Run Blvd. 
ST. LOUIS, MO.—3344 Morganford Rd 

ST. PAUL, MINN.—635 N. Prior Ave 

SAN FRANCISCO, CALIF.—925 Toland St 


SYRACUSE, N. Y.—P. 0. Box 26, Eastwood 
Station 


Associated 
Branch Offices 
BILLINGS, MONTANA— Billings Sash and 

Door Co., 116 North 20th St 


BIRMINGHAM, ALABAMA — UnitedPlywoods 
Corp., P. O. Box 1088 


COLORADO, SPRINGS, COLORADO— 
Boddington Lumber Co., P. 0. Box 654 


DALLAS, TEXAS—Roddis Lumber and 
Veneer Co., 8200 Lovett St 


DENVER, COLO.—Boddington Lumber Co 
2355 S. Delaware St 


HOUSTON, TEXAS—Roddis Lumber and 
Veneer Co., 2415 11th St 


KANSAS CITY, KANSAS—Roddis Lumber 
and Veneer Co., P. 0. Box 57 


MEDFORD, OREGON—Lumber Products 
753 S. Grape St. 


MONTGOMERY, ALABAMA— United Ply 
wood Corp., 581 Trade Center St 


NEW ORLEANS, LA.—Tulane Hardwood 
Lumber Co., 4200 Tulane Ave 


PHOENIX, ARIZONA— Southwestern Glass & 
Millwork Co., 1655 West Jackson 


PORTLAND, OREGON—Lumber Products 
2116 N. W. 20th Ave 


RENO, NEVADA— Vaughn Millwork Co., 
P.O. Box 679 


SAN ANTONIO, TEXAS—Roddis Lumber and 
Veneer Co., 727 N. Cherry St 


SAN DIEGO, CALIF.—Sullivan Hardwood 
Lumber Co., Kettner Blvd. at F St 


SALT LAKE CITY, UTAH—R. W. Frank Co 
120 S. 5th Street, West 


SEATTLE, WASHINGTON—Ehbrlich-Harrison 
Co., 60 Spokane St 


TORONTO, ONTARIO, CANADA— Kingsway 
Lumber Co., Ltd., 5525 Dundas 
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UTILITIES AS 2% 


STEP 1. Pour foundation and slab on ground. Flexi- 
core precast concrete slabs used over basement utility 


rooms. 


SLAB OMITTED 
FOR PIPE SPACE 


STEP 2. Erect transverse bearing walls and second 
floor Flexicore deck. Units clearspan 14-foot and 
21-foot bays. Work deck available in 24 hours after 
slabs leveled and grouted. 


STEP 3. Extend bearing walls and erect roof deck 
Building now under cover. Mechanical trades move in 
without waiting for outside walls. Clear span elimi- 
nates shoring. 


Skidmore, Owings and Merrill, Architects 


‘“— 


ty 


Engineers 


How Air Force Academy Got New Buildings Under Cover Quickly 


*—o—_+—_ + 2 2 —o— 
| 


SLAB 


—o—b + +42 2 2» 41 2212 — RE FLOOR SLAB R PIPE 


TYPICAL PLAN SECOND FLOOR 


The Bachelor Officers’ Quarters and Visiting 
Officers’ Quarters at the new Air Force Acad- 
emy have precast Flexicore floor and roof 
decks because they provided fast erection, a 
fireproof structure and a reasonable cost. 

For more information on this project, ask 
for Flexicore Facts 84. Write The Flexicore 
Co., Inc., Dayton, Ohio, Flexicore Manufactur- 
ers Association, 297 S. High St., Columbus 15, 
Ohio, or look under “Flexicore” in the white 
pages of your telephone book. 


DETAIL — PIPE SHAFT 


INTERIOR BEARING WALL END BEARING WALL 


y ‘ ~ 
flexicore 
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LAMINATED 
ARCHITECTURAL 
GLASS— 


colorful, dramatic, functional! 


Laminated Architectural Glass is a fresh new source of light 
control and beauty for almost any type of building. This 
versatile material is actually a sandwich, 2 or more pieces of 
glass permanently bonded together by a plastic interlayer. 
Both glass and interlayer can be varied in color, thickness, tex- 
ture, and degree of Light transmission. Dimensional materials 
can also be introduced to create unusual designs in depth. 


Laminated Architectural Glass can also be light-controlling, 
glare-reducing, heat-absorbing. And constructed similarly 
to Laminated automotive safety glass, it has the same high 
resistance to shattering. 


Monsanto supplies Saflex, the plastic interlayer in Laminated 
Architectural Glass. Monsanto Plastics are also basic materials 
for many other products that add new values in comfort, 
convenience, and beauty to houses, offices, institutions, and 
factories. For your A.1.A. files, there is literature 

available on Molded Drawers for built-ins, and Melamine 
Laminated plastic surface materials, as well as on Laminated 
Architectural Glass. Use coupon below to order. Monsanto 
Chemical Company, Plastics Division, Springfield 2, Mass. 


MONSANTO Innova 


MRSA 


SAFLEX: REG, U. Se PAT. OFF, 


MONSANTO CHEMICAL COMPANY 
Piastics Division, Room 717 
Springfield 2, Mass. 


Please send me the complete A.1I.A. file on 
LAMINATED ARCHITECTURAL GLASS. 
Name 


Address 


City 
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The Record Reports 


Eight More Schools to Receive 
Tile Council Scholastic Aid 


The Tile Council of America, Inc., 
has announced that eight additional 
schools have been included in its 
scholastic aid plan. 

The plan, which was initiated in 
1956, grants each school $2250, to 
be divided equally in three annual 
payments. Annually, $500 is to be 


used for scholarships or student 


loans in the college’s architecture 


or architectural engineering § de- 
partments. The only — stipulations 
made by the Tile Council are that 
the recipients of the scholarships be 
citizens of the United States, and 
that they intend to enter architec- 
tural practice upon graduation; aca- 
demic, financial and character re- 
quirements are those usually de- 
manded by the college administer- 
ing the scholarships. 

It is also to be left to the college’s 
discretion whether to use the money 


for scholarships or for student 
loans. If loans are made, no time 
limit is to be defined for repayment, 
nor is interest to be charged. 

The remaining $250 of the yearly 
payments are to be applied by the 
college to “furthering its program 
of instruction in courses on build- 
ing materials.”” The money can be 
used as each college deems necessary 
to its requirements in this field: 
“for the purchase of equipment, 
space or display materials, working 


materials, books, visual aid projec- 
tors and screens, or any other 
equipment or materials, or for staff 


salary increments.” 
OLDEST AND LARGEST eae Tile Council asks 


only for yearly reports on the aca- 
demic progress of students receiv- 
ing aid, and yearly reports on the 
disposition of the sum used for in- 
struction. 

The eight schools selected to par- 
ticipate in the program this year 
are the University of Arkansas, the 
University of Florida, Howard Uni- 
versity, the University of Illinois, 
Kansas State College, the University 
of Notre Dame, Pennsylvania State 
University, the State College of 
Washington and Syracuse Univer- 
sity. The grants may be renewed at 
the end of the three-year pericd, 
though ordinarily schools will drop 
out of the program at the end of 
that period, to be selected again lat- 
er in a system of rotation. The Tile 
Council hopes to reach all of the 61 
accredited architectural schools in 
the United States. 

Schools which are included, or 
have been included, in the program 
devices concealed". Strong and sturdy are: see —Cemanon College, ar 
in either aluminum or steel frames. nell University, the University of 
Michigan, the University of Min- 
nesota, the University of Nebraska, 
North Carolina State College, Agri- 
cultural & Mechanical College of 
Texas; in 1957—Carnegie Institute 
of Technology, Pratt Institute, the 
University of Southern California, 
the University of Texas, the Univer- 
sity of Utah; in 1956—Georgia In- 
stitute of Technology, Iowa State 
College, the Ohio State University, 
Princeton University, Syracuse Uni- 
versity, Virginia Polytechnic Insti- 


TRULOCK DETENTION SCREENS 
(FOR HOSPITALS AND SANITARIUMS) 


DETENTION FEATURES INVISIBLE 
BETTER FOR PATIENTS—EASIER TO OPERATE 


7 
/ 


—| 


: Ss 
| RSs 

oa 
! i 


Old obsolete type—open channel frame 
sections—dirt collector ‘‘detention de- 
vices all exposed when screen is 
opened". 


Our new cover plate type—in a con- 
structed tubular frame. “All detention 


Mentally disturbed patients feel locked in and confined when they see 
the detention gadgets exposed to them every time the screen is opened 
to adjust the room windows. 


Insist on the cover plate unit. 


Complete package unit if desired—consisting of Window—integral trim— 
underscreen operator and detention screen to suit your needs. 
Shock Distribution: 
Acknowledged by all—the finest in the detention field. 


Aluminum or steel frames 
AAA—MAXIMUM AA—MEDIUM A—MILDSAFETY 


38% MORE STEEL — 76% MORE RIGIDITY 
SEE SWEET’S CATALOG 19A-BA. 


RN ff tute and the University of Washing- 
A. W. BARNHART CO.¢ on 


The program is administered for 
the Tile Council by the American 
Institute of Architects and the As- 
sociation of Collegiate Schools of 
Architecture. 


DETENTION UNITS 


Main office and Factory: 140 Highland St. + Port Chester, N. Y. «N.¥.C. Tel. CYpress 56-7838 
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Appearance is that of beautiful V-grooved paneling; available in smoothly planed, striated and wire brushed surfaces. 


Insulating properties: 4-inch thickness is superior to 1-inch spaced joists, rafters and purlins. Application: Tim-Deck is 
wood sheathing plus 1-inch fibreboard insulation; 3-inch toe nailed to supporting members, then spike laminated 
thickness is almost equal. Supporting members may be _ through factory-drilled holes placed on 30-inch centers. 
spaced as widely as 16 feet, saving most of the cost of closely 


a Pes 
ip Biv \ ae " 


available in these species: 


*Also available in other hardwood species 


Tim- Deck ® 
RA. EC K is modern roof decking that provides sheathing, 


insulation and finished paneled ceiling...all in one application... 
with the economy of widely spaced supporting members. Ask your 


Timber Structures representative for detailed literature. 


= TR RN ENO ——e 
NiIMBER STRUCTURESING. 
P. O. BOX 3782-A, PORTLAND 8, OREGON 


Division Offices in Ramsey, N. J.; Schiller Park, Illinois; Dallas, Texas 


DISTRICT REPRESENTATIVES IN MAJOR CITIES THROUGHOUT THE UNITED STATES 


Member A.1.T.C 
Affiliated Company: TIMBER STRUCTURES, INC. OF CALIFORNIA, Richmond 


ond Producers’ Council 
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Where quality comes first, 


sreary triple Coverage - 
triple protection 


” ” 
GREATER SAFETY 150% greater holding power — protect the asphalt WITH THE ONLY 16° x 36, 
headlap protects against driving rains better from the sun and give deeper 300 LB. SHINGLE MADE WITH 


permits use on slopes down to colors, richer texture. JUMBO GRANULES 
>" 5” eet ¢ "afi 
2 > a without special application CONFORMITY WITH DESIGN achieved 
methods. by the Architect’s 18” King-tabs 


LONGER LIFE jumbo granules 3 50% less vertical lines accent the : 
times normal size have greater beautiful horizontal sweep. 
sc 


See specifications in SWEETS FILE Bi 


or write BIRD & SON, 1Nnc., Box AR-20, East Walpole, Mass. coon in ee Sh TT Ras 
Charleston, S.C. « Shreveport, La. « Chicago, Ill. 


MOISTURE AND TERMITES A PROBLEM? Write for details on Bird Termibar combination Termite Killer and Vapor Barrier. 
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ADDS HAND-CRAFTED RICHNESS AT NO EXTRA COST 


and sometimes at less cost than ordinary parquet. 


All the centuries — old tradition of expert parquet craftsman- are 5/16” of solid hardwood, not tongued and grooved. 

ship is exemplified by Harris BondWood in gleaming expanses Write for color booklet illustrating the sales possibilities. 
of pleasing geometric patterns. Sturdy Oak ... durable Maple HARRIS MANUFACTURING COMPANY Dept.ArR-40, John- 
... fashionable Walnut... and distinctive Cherry. Easily and son City, Tenn. The Finest in Flooring since 1898. See our 
permanently installed in adhesive on concrete or wood sub- catalog in Sweet's. 

floor. And the beauty is deep —a lifetime of service — slats 


WITH DIVIDER STRIPS CHECKERBOARD DESIGN INSETS 


HARRIS 


Be BondWood Hardwood Floors 


A new concept of flooring beauty 





The Record Reports 


Retirement Village Features 
Living, Not Custodial Care 


When officials of the Upholsterers’ 
International Union decided to build 
a retirement village, they determined 
not to let it become a “misery har- 
Instead, they 
evolved plans for a_ self-contained 


bor” old-age home. 


community of active elderly people 
and younger people on vacations and 
visits. Also included are facilities for 
limited-time nursing and convales- 
cent care for all ages. The village, 


code signaling 


TRANSMITTER 
is key to better plant 


PROTECTION 


Automatic coded signal transmitters 
are the nerve ends of Autocall Property 
Protection Systems. Working in con 
junction with any type of sensing 
device, they transmit individual, dis 
tinctive signals to the Control Center 
where the Autocall-Howe Print 
Recorder indicates the signal in a 
printed message giving cause and loca 
tion of the signal and the time of 
its origin 


Signals are positive, non-interfering 
and successive. If two or more trans 
mitters are actuated at the same 
time, each operates in its proper turn. 


(UL) <i> 


No signal can be lost or confused. 


The benefits: Better supervision, better 
protection...and at greatly reduced 
costs. Your Autocall Sales Engineer 
can help you plan a new system or 
upgrade your present protection. There 
is no obligation for this service. Write, 
wire or phone, now. 


flutocall 


PROPERTY PROTECTION SINCE 1912 


THE AUTOCALL COMPANY + SHELBY, OHIO» SALES OFFICES IN PRINCIPAL CITIES 
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called Salhaven for Sal B. Hoffmann, 
president of the union, was opened 
in the end of 1957. It is on a 600- 
acre site in Florida, north of Palm 
Beach. 

Rufus Nims was the architect of 
the original community buildings 
and first 12 cottages; Russell Van- 
nest Black was site planner. There 
are now an administration building, 
a recreation building, a 500-seat au- 
ditorium (used by people from the 
surrounding areas as well), a con- 
valescent center and cafeteria, and a 
security building. There are also 18 
cottages, each with one to three bed- 
rooms, and two lodges with eight 
apartments each. The latter origi- 
nally were intended for single retired 
people, but experience has shown 
little demand for that type of living 
by elderly people; thus the lodges 
are now used for visitors and vaca- 
tioners. Another change based on 


continued on page 52 





Streamline: 


COPPER 


*(DRAINAGE, WASTE AND VENT) 


TUBE AND SOLDER-TYPE FITTINGS 
CAN SAVE YOU UP TO 15% AND YOU 
GET A BETTER INSTALLATION TOO! 


You can install STREAMLINE DWV COPPER TUBE AND FITTINGS at savings up to 15% and get the most modern 
drainage system possible . .. a compact, space-saving system that's lightweight, sanitary, non-rustable and clog proof. 


COMPARISON WITH RUSTABLE MATERIAL PROVES INSTALLED COST 
OF STREAMLINE DWV COPPER TUBE AND FITTINGS IS LOWER!* 


3” ALL COPPER DWV DRAINAGE 
INSTALLATION 


COST TO 
PLUMBING 
CONTRACTOR 


Stack Fittings and Tube $62.46 
Drainage Branch Lines 50.89 
Solder and Flux 1.31 
Labor 60.00 


TOTAL COST OF . 


INSTALLATION 


3” GALVANIZED AND DURHAM 
DRAINAGE INSTALLATION 


COST TO 
PLUMBING 
CONTRACTOR 


Stack Fittings and Pipe $53.01 
Drainage Branch Lines 30.91 
Lead and Oakum 1.00 
Labor 120.00 


TOTAL COST OF * 
INSTALLATION 


3” IRON DRAINAGE INSTALLATION 


cost TO 
PLUMBING 
CONTRACTOR 


Stack Fittings and Pipe $26.52 
Drainage Branch Lines 30.78 
Lead and Oakum 4.87 
Labor 120.00 


TOTAL COST OF * 
INSTALLATION 


*This comparison is based on actual 
moterial and labor costs in effect on 
January 7, 1960, in a mid-west metro- 
politon area of 75,000 population. 


Complete technical information on Stream- ‘s <3 


—~ ) 
/ 
ine DWV Copper Tube and Solder-Type "tee rou 
Fittings is included in big, new 32-page z= 
Bulletin D-459. Send for your free copy today. f 


MUELLER 


BRASS CO., PORT HURON 8, MICHIGAN 


294 
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SO EASY NOW... 
to adjust gliding doors! 


Neo! KENNAFRAME® 


all-steel, warp-proof pocket door assembly with 


FINGER ADJUSTING* HANGERS 


NO NEED TO REMOVE STOPS, TRIM OR DOOR! 
CUTS ALIGNMENT TIME IN HALF! 
ENDS COSTLY CALL-BACKS! 


VV Ete h elle) Le 
NEW I0O00FA 
KENNAFRAME 
are l ae ele] 
“Scottie’’ series— 
Cima tim als 
ever, for all-steel 


frames! 


NEW 900FA KENNAFRAME “Custom” series, prefabri- 
cated assembly for 1” to 1°,” pocket doors, easily installed by 
one man in half the usual time. Four screws lock entire unit; 
simple adjustments for perfect header and jamb alignment. 
Save time; assure lasting, trouble-free performance. Note 
ratchet-type adjuster; mere finger-touch permits easy, time- 
saving alignment. New instant door mounting eliminates 
millwork. These exclusive features available in pocket and 
by-passing hardware. Write TODAY for details! Kennatrack 
Corporation, Elkhart, Indiana. *Pat. Pend. 


KENNATRACK 


KENNATRACK CORPORATION « Elkhart, Indiana « A SUBSIDIARY OF (EKCO) eo * PRODUCTS CO. 
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SAINT PAUL, Capital of Minnesota, is spending more than $150-million on a major 


redevelopment and expansion program. Formulated cooperatively by labor, business and 


vernment, it includes a $35-million interstate highway and bridge complex in the Capitol 


Plaza and central business district; $3%-million for two parking ramp projects; $30-million 
for stx housing redevelopments; 28'%-million for three hospitals; $15-million for five cul 
tural and recreational buildings; and $29-million for seven public and institutional buildings 
Industrially expanding Saint Paul, as the gateway to the Great Northwest, is the transfer 
point of nine railroads. As head of navigation on the upper Mississippi River, Saint Paul 
handles more than 5-million tons of cargo yearly. OTIS has a long-standing *‘quality” interest 
in Saint Paul's growth. Over 500 of tts elevators are the world’s finest. They're by OTIS. 


ARCHITECTURAL 
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windows and 
Curtain walls 
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The Adams & Westlake Company 
Elkhart, Indiana 


mote/ to 
skyscraper, 

where quality 

needs be 

better than best, 
specify Adlake— 
first name in 
non-residential 
windows 


of aluminum 


for your desk file- 
complete catalog and 
architect specifications, 


mail coupon. 


Dept. K-2104 


Please mail new catalog on Adlake double hung, 


pivot, projected windows and curtain walls. 


firm 


address 


April 


Architect 


Builder 


Owner 


1960 


The Record Reports 


the 
cottages. The second group of six 
cottages was modified (by Louis J. 
Manfredi, a Philaeelphia architect) 
to meet suggestions of retired peo- 
ple from the North: they are more 
solidly built and have considerably 
less glass. 

Salhaven, which has cost about $5 
million so far, is financed from the 
surplus in the union’s health and 
welfare fund. FHA financing, how- 
ever, is being considered for the next 
12 cottages planned. Rents of the 
cottages—scaled on the assumption 
that some occupants will have only 
social-security income, though all 
those now there also have their in- 
dustry pensions—are $50 a month 
minimum, and $12.50 a month more 
for each extra bedroom. 

This experiment in retirement liv- 
ing for working people evolved after 
much investigation. The union’s 60,- 
000 members were surveyed by mail 
by the University of Florida, and 
then the University of Chicago con- 
ducted extensive personal interviews 
in Illinois. It was found that about 
20 per cent of union members want- 
ed to retire to a Florida village. In 
practice, to 


experience is in the design of 


assure success, appli- 
cants are screened both for motiva- 
tion and health; residents with a 
reasonable expectation of a number 
of active retirement years are wanted 
—custodial care is not planned. So 
far, there has been no _ turnover 
among the cottage residents. 





complement to decor J deep cushion 
comfort «x space-saver, stacks eight high 
many uses x many colors 


c 


RU JOUER JERR 


ee eta Tl 3 = SE c 2 
AND THE 671 


\ series Z SPECIALISTS IN SEATING AND SEATING ONLY FOR OVER 30 YEARS 


This one stacking chair — the Harter Six-Seventy — finally, successfully 
combines design aesthetics in the contemporary motif — with a degree of 
real seating comfort unapproached even by more expensive side chairs .. . 
And it’s still as kind or kinder to the budget than any alternate choice. 
All the facts and features — in color — are yours in free descriptive folder. 
Use the automatic request tag below. 


French Lick Sheraton Hotel, French Lick Springs, Indiana, employs 
500 Harter Six-Seventy-Ones in newly redecorated Convention Hall 
which converts quickly to a dining or conference area. 


Get full color literature by return mail. Attach this coupon 
with your name on your letterhead and mail to: 


HARTER CORPORATION 
4008 Prairie Avenue, Sturgis, Michigan 
CANADA: Harter Metal Furniture, Ltd., Guelph, Ont. 


FOO eer eww n ee ween eee nnn nae teen nen en weneen= 
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A Washington Report ty Ernest Mickel 


New Design Directions for Nursing Homes Suggested in Report on Aging 


McNamara Subcommittee Proposes U. S. Office of Aging—Empha- 


sizes Emerging Medical Concepts Affecting Attitudes in Planning 


for the 


A changing concept of medical care 
for the aging ‘ill bring about a 
changed concept in the design of 
nursing homes of the future. The ar- 
chitect is directly involved in this 
new attitude toward medical care of 
the elderly insofar as the planning of 
these future homes will have to re 
flect the new opinions. 

These changing ideas were high 
lighted in the recent report of the 
McNamara (Senate 
on problems of the aged and the ag- 


subcommittee 


ing which dwelt at some length on 
nursing homes—the shabby condi- 
tion of many of those in operation to- 
day, the need for additional beds and 
the current confusion as to the pur- 
pose of nursing homes in_ society. 
This report might well be stirring 
architects as well as doctors and so- 
cial workers as it looks at the com- 
plex problems of caring for the elder- 
ly and how nursing home and hos- 
pital treatment can be expected to 
change in future years. 

There is a growing view, according 
to the McNamara subcommittee, that 
chronic illness and disability are not 
inevitable aging. 
Confusion results, it states, from the 
fact that chronic diseases have only 


consequences of 


recently emerged as a major concern 
of medical practice and research. It 
appears from the exhaustive studies 
made in connection with preparation 
of the 155-page document that the 
medical and related professions as 
well as the public have not yet crys- 
tallized their concepts for the care 
and treatment of chronic illness 
among the aged and the institutional 
arrangements necessary 
such care. 

“Some still regard chronic illness 
as inherent in aging and irreversi- 
ble,” the report comments. “If this 
view is held, then nursing homes 
need only provide basic comforts of 
living, sufficient medical care for 
acute episodes of illness, and nursing 
care and personal services to com- 


to provide 
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Rehabilitation vs. 


pensate for the patient’s increasing 
deterioration. 

‘Much can be done through the ap- 
plication of modern medical evalua- 
tion and care, including the entire 
gamut of rehabilitation therapies to 
restore and maintain a chronically 
disabled older person’s ability to 
meet most of his own daily needs, to 
live a more normal existence, and to 
be less of a financial and emotional 
burden to himself, his family, and 
society.” 
New York, 
Pennsylvania, Michigan and Illinois 

have shown that up to 50 per cent 
of present patients in nursing homes, 


Studies in four states 


if given the chance for real rehabili- 
tation, would no longer require the 
institutional care if independent 
housing, foster care, and supportive 
social services were available. 

The subcommittee drew this con- 
clusion: “Thus it appears that in the 
long run, the nursing home as we 
know it, as a separate health facility, 
will change. Essential today for the 
provision of care for a residual, dis- 
abled population whose health needs 
were severely neglected in the past, 
the nursing home as a health facility 
may provide a new service if preven- 
tive health measures and community 
services lessen the impact of disabil- 
ity and if the general hospital accepts 
its responsibility for restorative serv- 
ices in the field of chronic illness.” 

The subcommittee attributes much 
of the present confusion on the role 
of nursing home in society to the 
fact that studies have shown that 
about 50 per cent of the patients liv- 
ing in facilities designated as nurs- 
ing homes require no nursing serv- 
ices.” 

Another factor in this confusing 
picture, it holds, is the growing pres- 
sure to incorporate into the direct 
services provided in public nursing 
homes such additional programs as 
medical clinics, laboratory and X-ray 
facilities, psychiatric services, social 


Custodial Care 


casework, physical and occupational 
therapy programs, and other serv- 
ices more normally associated with 
hospitals. 

After visiting many commercial 
and nonprofit nursing homes and 
taking extensive testimony on oth- 
ers, the subcommittee said it found 
that the large majority provided no 
more than bare custodial care, gener- 
ally directed by untrained personnel, 
and consigned hundreds of thou- 
sands of patients to “pitiable vegeta- 
tion.” 

The median age of patients in all 
homes now is 80 years. Two thirds of 
them are women. In 20 years the 
problem is expected to intensify with 
the total number of aged (those past 
85) doubling. The subcommittee 
placed prime responsibility for su- 
pervision of the nursing home estab- 
lishment with state and local bodies 
but argued that a Federal responsi- 
bility was present in the design and 
construction stemming from 
public assistance grants, Hill-Burton 
grants, and from the Federal Hous- 
ing Administration’s mortgage in- 
surance for private construction un- 
der the Housing Act of 1959. 

Among the subcommittee’s major 
recommendations was that legisla- 
tion be considered in 1960 to estab- 
lish a U. S. Office of Aging to be con- 
cerned full time with all problems of 
America’s senior citizens. There fol- 
lowed this comment: “The aged of 
this nation have been buffeted from 
agency to agency, from committee to 
council in a separatist, fragmented 
fashion. They are ready for and re- 
quire a high level, Congressionally 
created agency with the interrelation- 
ship of their problems and speaking 
out for them.” 

The best data currently available 
on the supply of and need for skilled 
nursing home beds are those sub- 
mitted by the states to the U. S. Pub- 
lic Health Service under Hill-Burton 

continued on page 402 


area, 





Kentile, Inc., 


WOODGRAIN IN VINYL ASBESTOS TILE 


ANOTHER EXCLUSIVE STYLE IN 


Roo 


BROOME 


Ideal for use wherever the natural look of 
wood is desired, and there are either bud- 
get limitations, installation or maintenance 
problems. Call your Kentile® Representa- 
tive for samples, or consult Sweet's File.* 


*in New York, visit the new 
Kentile Floors Showroom: 
Suite 3119, 31st Floor, Empire 
State Building, 350 Fifth Ave. 


SPECIFICATIONS 


Size: 9” x 9”; Thicknesses: 
Standard gauge (1/16”) and 1/8” 
Colors: Beech, Elm 
° . . 
Woodgrain Tiles also available 
in Solid Vinyl, Rubber and Asphalt. 
Woodgrain® Planks available 
in Solid Vinyl and Rubber. 
Brooklyn 15, N. Y. Consult Sweet's File for Specifications 
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Washington Topics +5 


Broad Activity Reported on 
Post Office Projects 


Testimony given a House appropria- 
tions subcommittee earlier this yea) 
showed that the Post Office Depart- 
ment was engaged in engineering 
and design work for 20 priority proj- 
ects in larger cities so that con- 
struction and mechanization might 
be started in fiscal 1961. Construc- 


tion of new facilities in nine large 


BR 
eae] 
b/s au 


ror 
: 


RAILER 


cuTs 
MAINTENANCE 
cosTs 


Storage Position 


' Ernest Mickel 


cities and three smaller locations al- 
ready was under way. 

The department staff reportedly 
was busy with engineering plans for 
modernizing a substantial number of 
Federal buildings with post offices 
this fiscal year and the preparation 
of building designs and equipment 
layouts for another group of struc- 
tures in fiscal 1961. 

The engineering work involved in 


constructing leased facilities at 


Permanent Installation. 
Cuts Man-days from Yearly Build- 
ing Maintenance. 


Manual operated Roof Railer can 
be moved to any roof position and 
swung into operating area by one 
man. 


Albina Hi-Climbers (power staging) 
used in conjunction with Roof Railer. 
Daily work preparation time is cut 
to the minimum. Swing stage can be 
moved and lowered to desired work 
area by one man in minutes. 


Electric horizontal power shown 


in illustrations 


WRITE FACTORY FOR FULL DETAILS 


ALBINA ENGINE & MACHINE WORKS 


2100 N. Albina Ave., Portland , Oregon 
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smaller offices was proceeding at a 
rate of approximately four projects 
per day. PO officials have said they 
hope to advance this rate to six 
projects per day within a year. 

Most of the department’s engi- 
neering staff now is working on the 
facilities modernization program. 
The Department is asking $72 mil- 
lion in fiscal 1961 for the moderniza- 
tion program designed to improve 
and regenerate some of the worst 
post office facilities in the country 
at the earliest possible date. Anoth- 
er $25.5 million is asked for the reg- 
ular modernization program includ- 
ing alteration, air conditioning and 
rehabilitation. 


Big Need for Small Airports 
Seen by U.S. Official 


Little or no progress is being made 
in meeting the growing demand for 
small secondary airports for cor- 
porate and executive flying, air taxi 
operations, training and other pur- 
poses, said E. R. ‘“‘Pete’’ Quesada, 
Federal Aviation Agency Adminis- 
trator. 

New secondary airports are being 
built around the country, but only 
at approximately the same rate these 
types are being lost to shopping cen- 
ters, subdivisions and other land as- 
sembly activities. Some 1300 of the 
smaller airfields have been gobbled 
up in such development during the 
past four or five years, Mr. Quesada 
estimated. 

The net result is that in number of 
general aviation airports, the in- 
dustry is practically standing still. 

Most state, county and local ex- 
ecutives favor having these smaller 
airports in their areas, Administra- 
tor Quesada said, but friction often 
develops when the fields are pro- 
posed, sites selected, zoning drafts 
presented, and master plans pre- 
pared. 

Stressing that absence of an air- 
port usually means revenue 
Mr. Quesada observed, “Given the 
rapid spread of our suburbs, the con- 
sequent tremendously increased de- 
mand for new taxes for schools, 
roads and similar improvements— 
given these violent stresses, the air- 
port cause is often lost in the shuf- 
fle.” 


loss, 
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Glass does things toa building—it brightens the inside, colors the outside, 
gives design character to every side. Today, from one source, you can get all kinds of 
glass and metal products for schools and other commercial structures. That source is close 
to you. There are Pittsburgh Plate Glass Company branches and distributors everywhere. 
W. P. Fuller Company distributes PPG glass products on the West Coast. Your PPG 
architectural representative has all the information about the glass, the metal framing 
members, the insulation, the sealants, the glazing—the complete Pittsburgh curtain wall 
system. Check with him on any PPG product, or see our catalogs in Sweet’s. 


ip Pittsburgh Plate Glass Company 


Paints + Glass + Chemicals « Fiber Glass In Canada: Canadian Pittsburgh Industries Limited 





Glass for color—The Hammermill Paper Company’s new Administration Building in 
Erie, Pennsylvania, features glass curtain walls alive with attractive color. The panels 
are SPANDRELITE heat-strengthened glass with ceramic color fused to the back. The 
color can't fade, can’t wear off. And because they’re glass, the panels stay smooth and 
flat. The metal framing is PITTCO" 82-X, specially developed for glass-clad construction. 
Its leakproof performance is assured by a remarkable PPG sealant—Butane Duribbon. 
Duribbon seals out moisture indefinitely. The building’s vision areas are glazed with 
TWINDOW" insulating glass units, one pane of which is SOLARGRAY® glare- and heat- 
reducing Polished Plate glass. PPG welcomes sole responsibility for its curtain wall sys- 
tems. Write for our full-color booklet on Glass-Clad Curtain Wall systems. Pittsburgh 


Plate Glass Company, Room 0128, 632 Fort Duquesne Blvd., Pittsburgh 22, Pa. 


my 
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Ip PITTSBURGH GLASS... the basic architectural material 





Architects: Daniel, Mann, Johnson & Mendenhall, Los Angeles, Calif. Contractor: Rust Engineering Company, Pittsburgh, 





Glass for design The Ponce de Leon Motor Lodge in St. Augustine, Florida, has 60 
comfortable units to accommodate guests. And it’s a beauty, because of glass. Glass 
issues a wide-open invitation to motorists to drive in and relax. The lines are trim, clean, 
modern as only glass can make them. The Ponce de Leon’s glass is green tint PENNVERNON' 
SOLEX™ heavy sheet, to reduce glare and heat... plus clear Polished Plate Glass and clear 
PENNVERNON window glass, all PPG. Doors and sidelights are HERCULITE", Pittsburgh’s 
super-strong tempered Plate Glass. Call in a PPG architectural representative today. His 
training, his experience can be invaluable to you. 


T= 
‘ip PITTSBURGH GLASS ... the basic architectural material 
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Architects: Saxelbye & Powell, Jacksonville, Fla. Contractor: Florida East Coast Hotel Company, St. Augustine, Fla. 
Glazed by Service Paint & Glass Company, St. Augustine, Fla. 
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The new Pittco “900” Series—You can frame win- 
dows and glass-clad walls completely with the related com- 
ponents of the new PiTTco* ‘900” series. It is provided with 
a drainage system. All members are aluminum; all fastenings 
are concealed; all glass is held in neoprene strips and recessed 
to increase daylight opening. And the clean beauty of every 
line is strikingly apparent. For details, consult your Pitts- 
burgh architectural representative. 


Tea an. : . 
| Ff Pittsburgh Plate Glass Company 


In Canada: Canadian Pittsburgh Industries Limited 





A For details of home installations, see Sweet’s Light Construction File, 11¢/Be. 


TELEPHONE CONVENIENCE 


is a recognized need 


in today’s homes. By telephone 


planning the homes 
you design, you provide 
outlets for full 

service flexibility, 

keep wiring concealed, 


preserve interror beauty. 


Bell Telephone System 





Best for ductwork or spiral conduit 


Bethcon Galvanized Sheet Steel 


Here, running side by side, are ductwork and spiral 
pipe for the heating and air conditioning systems of a 
large new office building. Bethcon galvanized steel 
sheets were extensively used in the fabrication of both 
of these component parts. 

Bethcon sheet steel is just right for sheet metal work 
such as this. First, being steel, Bethcon is strong and 
rigid, permitting long spans with minimum support. 
Second, Bethcon is neither too soft nor too hard; it’s 
ideal for easy shopwork and a sturdy end-product. 
Third, Bethcon’s zinc coating is second to none for its 
refusal to flake or peel off. 


Bethlehem’s continuous galvanizing process includes 


a special annealing cycle which gives the steel its 
desirable strength-with-ductility combination. Seconds 
later the zinc is applied, and applied so tightly that 
it permits forming never before considered practical 
for galvanized steel. 

Bethcon is available in a wide variety of gages, with 
either plain open hearth or copper-bearing (Beth-Cu- 
Loy) steel for the base metal. Just get in touch with 
the nearest Bethlehem representative for whatever 
details you need. Or write direct to our home office. 


BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


Export Distributor: Bethlehem Steel Export Corporation 


BETHLEHEM STEEL 
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From the John Gellatly Collection in the National Beauty and Structure Become One 
Collection of Fine Arts, Smithsonian Institution, ; , ; 5 
Washington, D. C. Through Facing Tile. [he enduring beauty of the Han 


Dynasty vase is mirrored in the lustre of facing tile. Two 


thousand years apart in time, the two have an affinity in art 


Each is drawn from the earth and employed by the artist 
to produce lasting art and enrich man’s purpose. 
FACING TILE INSTITUTE 
1520 18th Street, N.W., Washington 6, D.C. 


ARKETEX CERAMIC CORPORATION, Brazil, Ind. « CHARLESTON CLAY PRODUCTS CO., Charleston 22, W. Va. « THE CLAYCRAFT CO., Columbus 16, Ohio « HANLEY COMPANY, INC., Pittsburgh, Pa. ¢ METROPOLITAN 
BRICK, INC., Canton 2, Ohio « McNEES-KITTANNING CO., Kittanning, Pa. ¢ NATCO CORPORATION, Pittsburgh 22, Pa. « STARK CERAMICS, INC., Canton 1, Ohio « WEST VIRGINIA BRICK CO., Charleston 24, W. Va. 
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Construction Cost Indexes 


Presented by Clyde Shute, Director of Statistical Policy, Construction News Div., F. W. Dodge Corp., from data compiled by E. H. Boeckh & Assoc., Inc. 


Labor and Materials: U.S. average 1926-1929—100 
NEW YORK ATLANTA 


APTS., HOTELS, COMMERCIAL AND | APTS., HOTELS, | COMMERCIAL AND 
RESIDENTIAL OFFICE BLDGS. FACTORY BLDGS. RESIDENTIAL OFFICE BLDGS. FACTORY BLDGS. 
Brick Brick Brick 


Brick Brick Brick =| 


i 
and and and and and and 


PERIOD Brick Concrete Concrete Steel Brick Frame | Concrete Concrete Steel 
1930 | 127.0 124.1 128.0 1236 | 821 £809 | 845 86.1 83.6 
1935 | 93.8 1047 | 1085 105.5 | 723 £679 84.0 87.1 85.1 
1939 123.5 130.7 133.4 130.1 | 863 83.1 95.1 97.4 94.7 


1948 250.1 239.4 242.2 6 | 1992 202.5 178.8 178.8 


1949 243.7 242.8 | 246.6 Oo | 189.3 189.9 
1950 256.2 249.5 | 2515 2480 | 1943 1962 
1951 | 273.2 263.7 274.9 “2718 | 2128 2146 
1952 278.2 | 271.9 2652 2622 | 2188 221.0 
1953 | 281.3 281.0 286.0 0 | 2230 2246 
1954 285.0 293.0 300.6 295. 2196 219.1 
1955 293.1 300.0 308.3  ~—«-302. 225.3 225.1 
1956 310.8 320.1 | 3286 324. 237.2 235.7 
1957 318.5 333.1 | 3452 3398 | 241.2 239.0 
1958 328.0 - 3486 | 3654 357.3 | 243.9 239.8 
1959 | 342.7 | 367.7 386.8 a 252.2 2477 
Nov. 1959 | 345.6 370.9 6 ~ 377. 254.9 249.9 
Dec. 1959 346.9 ia 372.6 98 378. 255.3 250.3 
Jan. 1960 ~ 346.9 372.6 389.8 CO ; 256.8 252.0 





















































% increase over 1939 % increase over 1939 
Jan. 1960 180.9 197.6 203.2 186.2 


ST. LOUIS SAN FRANCISCO 











1930 108.9 108.3 | 111.3 90.8 86.8 100.6 
1935 | 95.1 90.1 104.1 | 108.3. 105.4 89.5 84.5 96.4 103.7 


1939 110.2 107.0 1187 ®#&| 41198 119.0 105.6 99.3 | 117.4 121.9 
1948 227.9 2312 | 2077. +«»+| «+2100 «+2081 + +| 2189 216.6 208.3 214.7 
1949 221.4 2207 | #2128 “2157 2~—«213.6 213.0 207.1 214.0 219.8 
1950 2328 2307 | «©12219 ° «| «+2253 + 2228 227.0 223.1 222.4 224.5 
1951 252.0 248.3 2385 | 2409 2390 | 245.2 240.4 239.6 243.1 
1952 259.1 253.2 249.7 | 2550 2496 250.2 245.0 245.6 248.7 
1953 263.4 2564 | 2590 | 267.0 259.2 255.2 257.2 256.6 261.0 
1954 266.6 260.2 | 2637 273.3 266.2 257.4 249.2 264.1 272.5 
1955 273.3 2665 | 2722 «| 281.3 276.5 268.0 259.0 275.0 284.4 
1956 | 288.7 280.3 | 287.9 2992 2933 279.0 270.0 288.9 298.6 
1957 292.0 283.4 2952 | 307.1 302.9 286.3 2744 | 3029 315.2 
1958 297.0 278.9 3049 | 3184 3138 | 2898 274.9 311.5 326.7 

1959 305.4 296.4 3150 329.8 323.9 299.2 284.4 322.7 338.1 330.1 
Nov. 1959 307.3 297.9 317.6. 332.8 3268 | 3033 287.8 327.7 344.2 334.3 
Dec. 1959 308.0 298.9 | 318.4 | 333.4 327.6 ~ 304.7 289.2 | 329.5 345.6 335.7 


Jan. 1960 | 308.0 298.9 | 318.4 | 333.4 327.6 | a oe | 329.5 | 345.6 335.7 






























































% increase over 1939 % increase over 1939 
Jan. 1960 179.5 179.3 | 168.2 | 178.3 Was | 191.2 180.7 183.5 188.1 




















Cost comparisons, as percentage Then: costs in A are approximately Cost comparisons cannot be made be- 
differences, for any particular type of 16 per cent higher than in B. tween different types of construction 
construction, are possible between because the index numbers for each 
localities, or periods of time within 110—95 si type relate to a different U. S. aver- 
the same city, by dividing the dif- 95 0.158 age for 1926-29. 
ference between the two index num- Material prices and wage rates 
bers by one of them; i.e.: Conversely: costs in B are approxi- used in the current indexes make no 

index for city A = 110 mately 14 per cent lower than in A. allowance for payments in excess of 

index for city B = 95 published list prices, thus indexes 
(both indexes must be for the same 110—95 _ 0.136 reflect minimum costs and not neces- 
type of construction). 110 a sarily actual costs. 
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ARCHITECTS— INSURE CORRECT FIT AND PLACEMENT OF FLOOR GRATING EVERY TIME 


Cut costly field corrections — specify Borden. . . . 


1. A shop drawing of the job is submitted to the customer for approval, when necessary. This plan shows the size and 
shape of the grating area—how grating clears all obstructions. 


Each finished panel is carefully checked for accuracy of dimensions. 
Each panel is plainly marked with its number to insure quick, easy installation. 


The entire platform is laid out on our shop floor. Over-all dimensions and obstruction openings are checked against 
shop drawings. 


Erection diagram showing panel mark numbers is supplied for field installation. 


Write today for free 16-page catalog showing 


BORDEN METAL PRODUCTS CO. all basic types of grating; more than 30 


dimensional drawings of sub-types; eight 


"Please send me NEW 1960 BORDEN Catalog” a load tables for steel and aluminum 
rating. 


Gentlemen: 


a BORDEN METAL PRODUCTS CO. 


COMPANY NAME “Greatest name in gratings”’ 


ST. AND NO. 822 Green Lane Elizabeth 2-6410 Elizabeth, N. J. 
Plants at: Union, N. J. — Leeds, Ala. 
Conroe, Texas — Beeton, Ontaric 


CITY AND STATE 
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CBS Laboratories, Stamford, Conn 
architects: Skidmore, Owings and Merrill, NYC. 


floor: Armstrong Custom Corlon (homogeneous vinyl) Tile, No. 474, Sahara Beige. 


There’s an Armstrong Floor precisely right for each particular interior... 
at the CBS Laboratories, Stamford 
that floor is 


(Armstrong CUSTOM CORLON TILE 


Right now, this room’s a cafeteria. ‘Two hours ago, it may have 
been the scene of an executive meeting. This afternoon. . . 

the place for a demonstration or employee get-together. For 
floor to suit each and every requirement of this multipurpose 
interior, the architects chose Armstrong Custom Corlon ‘Tile 

Its rich burl graining contrasts dramatically against the geo 
metric structure. Spilled foods and grease won't harm this 
homogeneous vinyl tile. And the fact that Custom Corlon ‘Tile 
will provide year after year of excellent service and economical 
maintenance makes its initial cost a rewarding investment. 
Technical data on Custom Corlon Tile: uses: above, on, or below 
grade; surface resistance: greaseprool, excellent for acids, 
alkalis, many solvents; dimensional stability: superior; ease of 
maintenance: superior; static load limits: 200 Ibs. psi; underfoot 
comfort and quiet: excellent; gauges: *42"’, W"; sizes: 9 x 9”, 
12” x 12”, 18% x 36”; colors and designs: burl graining and 
Imperial Series (a terrazzo effect) in over 30 colors, including 
plain black and plain white. 

Valuable services for architects. Your Armstrong Architectural 
Builder Consultant—a flooring expert—can help you select 

the one floor just right for each job. Since Armstrong makes 
every type of resilient floor, he is not limited in his recom 
mendations. And, for solving extraordinary problems, he can 
enlist the services of the Armstrong Research and 

Development Center, the Bureau of Interior 

Decoration, and the Installation School. Call 

the Architectural-Builder Consultant at your 

Armstrong District Ofhce or write direct to Arm- 

strong, 304 Rock St., Lancaster, Pennsylvania. 


Armstrong Floors price list 
Approximate installed prices per sq. ft. 


Over concrete, minimum area 1000 sq. ft. 


15¢ - 25¢ 30¢ - 45¢ 50¢ - 65¢ 


Linoleum Tile .0625” Linoleum Tile .090” | Excelon Tile Ye” 
Asphalt Tile Ye” Asphalt Tile 44” | (vinyl-asbestos) 
(A, B, C, D and eee | (C, D) Excelon *4,” 
Asphalt Tile } Excelon Tile .0625” | Linoleum .125” Battleship 
(A, B) 5 (vinyl-asbestos) Vinyl Corlon .070” 
ae 
} 


| 
| 
Linoleum .090” | Cork Tile “e” 


80¢ - 95¢ $1.00 and over $1.00 and over 


“Futuresq” Vinyl Corlon .070” “Imperial” Custom | Rubber Tile 4 
“Futuresq Supreme” Vinyl Corlon Tile 4,” Custom Vinyl Cork Tile “e” 

Corlon ee Custom Corlon Opalesq Vinyl Tile “” 
Cork Tile 4/4” Tile %e” 
Rubber Tile te r Cork Tile > 

“Tessera” Vinyl Guten .090” 

Linotile 6” 
Custom Corlon Tile 4,” 


fn 
16 


Armstrong 1860-1960 Beginning our second century of progress 


ARCHITECTURAL RECORD April 1960 





Required Reading 


New Monograph Series 


LE CORBUSIER. By Francoise Choay. 
FRANK LLOYD 
WRIGHT. By Vincent Scully Jr. 125 
pp., inc. 127 pl. PIER LUIGI NERVI. By 
Ada Louise Huxtable. 128 pp., ine. 132 
pl. ANTONIO GAUDI. By George R. Col- 
lins. 136 pp., ine. 107 pl. LUDWIG MIES 
VAN DER ROHE. By Arthur Drexler. 

27 pp., inc. 111 pl. ALVAR AALTO. By 
Frederick Gutheim. 128 pp., ine. 122 


126 pp., inc. 87 pil. 


pl. George Braziller, Inc., 215 Park 
Ave. S., New York 3. Each $3.95. 


Other merits aside, the big news in 
this newly published series, Masters 
of World Architecture, is that it 
brings first-rate writing on first-rate 
architects into a price range which 
even the proverbial student 
should be able to afford. 

At the very least, each of them is 
a convenient collection of the major 
works of major architects in a single 
volume. At the most, notably Mr. Col- 
lins’s study on Gaudi—which, apart 
from Henry-Russell Hitchcock’s book 
of three years ago, is the first major 
study in English on the Catalan ar- 
chitect—they are important books in 
their own rights. 

Whether by the accident of each 
author’s long association with his sub- 
ject, or by the design of the editors 
of the series, the style of each writer 
seems peculiarly to suit his subject 
from Mr. Drexler’s calm delineation 
of Mies’s work and theory, through 
Mme. Choay’s intellectual approach to 
Le Corbusier’s same, to Mr. Scully’s 
broad use of 19th century associa- 
tions in describing Wright’s milieu. 
Though each of the authors is natu- 
rally in sympathy with his subject, 
each also succeeds in preserving his 
detachment. 

All the books are well-written, and 
likewise readable, though the unini- 
tiated might have trouble with casual 
references to related architectural 
movements and developments. The 
plates are not luxuriously printed, 
but, except for some of the plans, are 
clearly read; in any case, carping 
about the quality of the plates is not 
quite in order, considering the gen- 
erosity of their number, and the fact 
that the Gaudi book includes eight 
color plates. 


poor 
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One minor criticism does come to 
mind, though it is by no means con- 
fined to this series: readers are by 
this time accustomed to, and can even 
forgive, the necessity of flipping back 
and forth from text to plates, but 
when the text bristles with references 
not only to plates but also to ganged 
footnotes, the reader needs three 
hands as well as patience. 

The whole is recommended, none- 
theless, as a handsome, useful series. 


A Cool Book on Squares 


TOWN AND SQUARE: FROM THE AGORA 
TO THE VILLAGE GREEN. By Paul Zuck- 
er. Columbia University Press, 2960 
Broadway, New York 27. 
lus. $15. 


287 pp., il- 


The manuscript of this book won the 
Brunner Scholarship Award of the 
American Institute of Architects in 
1953; the published version demon- 
strates the wisdom of that choice. 

Town and Square sets out “to de- 
velop the history and esthetics of the 
artistically shaped void, which finds 
its most outspoken and characteristic 
form in the square. ... the focal 
point in the organization of the 
town.” 

But much more is achieved. Be- 
cause the spatial essence of urban 
life is crystallized in the square, the 
spotlight focused on it by the author 
illuminates two larger areas: the evo- 
lution of cities in a context of social, 
political, and economic change; and 
the evolution of taste in a context of 
cultural change. 

One of the best features of the 
book is that it keeps both these ele- 
ments—civic and esthetic—in bal- 
ance, so that one never overwhelms 
the other. Thus we learn, for exam- 
ple, that the appearance of the square 
in ancient Greece is linked both to 
the unfolding of democracy and to a 
developing spatial perception; that 
the vivid medieval contrast between 
human and divine architectural scale 
in some episcopal towns may be 
traced to the revival of commerce; 
and that the town planning of the 
Renaissance was influenced at least 
as much by utopian social ideas as by 
theories of proportion. 


Modern planners will find much to 
guide and warn them here. It is no 
coincidence that three imperfect 
squares—Trafalgar Square in Lon- 
don, the Place de la Concorde in Par- 
is, and Washington Square in New 
York—all originated in the nine- 
teenth century, “an era which had al- 
most no feeling for three-dimension- 
al qualities.” 

Texts as good as this one are often 
spoiled by indifferent illustrations, 
indifferently presented. Happily, a 
well-printed collection of plates, re- 
markable for their aptness and visual 
appeal, make this book invaluable for 
the historian, architect, civic planner, 
and interested layman. 

—ARTHUR FISHER 


Vitruvius Britannicus 


MODERN ARCHITECTURE IN BRITAIN. 
By Trevor Dannatt, with an intro- 
duction by John Summerson. B. T. 
Batsford Ltd., 4 Fitzhardinge St., 
London W. 1. 216 pp., illus. 63 shil- 
lings. 

This book is a survey of modern 
British architecture since the war. It 
is based on an exhibition held in 
1956, but the material has been re- 
vised and brought up to date. The se- 
lection, reflecting the choices of the 
committee for the original exhibi- 
tion, seems to be both as representa- 
tive and as discriminating as a book 
of this type can possibly be. It is a 
pity, however, that lack of space 
forced the omission of some competi- 
tion designs and some work done by 
British architects abroad, which— 
less constrained by the harsh reali- 
ties of post-war British building con- 
ditions—would reveal an imaginative 
scope that is lacking in many of the 
buildings actually included. 

The book is divided by building 
types into five sections, of which 
those on Housing and on Buildings 
for Education are undoubtedly the 
most significant, as these categories 
were given top priority in the years 
following the war. The presentation 
succeeds admirably in conveying the 
essential character of each building, 
and the photographs are of a uni- 

continued on page 72 





Announcing a new architectural concept for sun control 


Arcadia Brise Soleil (breez so-lay’) culminates an extensive research program to fulfill the dual needs of modern curtain wall design 

1) scientific control of solar impact upon large glass areas, and 2) freedom of expression in achieving the architect's esthetic solution 
Brise Soleil is a modular system of aluminum components. It can provide any required degree of shading, yet retain maximum visi 
bility. It permits unlimited flexibility in design, either through variations of the three sculptured configurations shown below, o1 
through custom fabrication of the architect’s specification. A wide range of colors and finishes is available. It is based on a design 
principle which permits economic fabrication and maintenance. And, because it is a true sun control system, it offers the potential 
of cost savings in air conditioning equipment and operation far exceeding its initial cost. Brise Soleil is a new, and, we believe 


exciting architectural concept. For added information, write Arcadia Metal Products Fullerton, Calif. 


On display in Booth 80, AIA Convention, San Francisco 
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Required Reading 


continued from page 70 


rolling doors Vitruvius 


formly high standard. Readability is 
somewhat diminished, however, by 
the constant juxtaposition of a page 
of text with a page of illustrations 
from the preceding example. John 
Summerson has contributed an intro- 
duction which includes a short his- 
tory of the modern movement in Brit- 
ain before the war, and some highly 
interesting speculation on the sig- FRAMING DETAILS 


nificance of the work produced since. Lightweight, load-bearing, nailable steel 


framing can be delivered in lengths pre- 
possessed Summerson’s lucid prose cut for the job, and handled without the 
style and ability to grasp basic is- aid of machinery. Windows, available in 
sues, the field of architectural theory a variety of designs, slip in place quickly. 
would be much simplified. Panels are hung from the integral ‘‘j’’ 

Surveys of the architecture of a girts and simply snap in place without 
exposed fastenings—without welding, 
riveting or mispositioning. 


Surely, if all writers on architecture 


particular nation invite speculation 
on that most nebulous of topics, the 
national artistic character. The defin- 
itive work on that of Britain is Niko- 
laus Pevsner’s The Englishness of 
English Art, the B.B.C. Reith Lec- 
tures of 1955, since published by the 
Architectural Press. This work has 
met with a certain lack of enthusi- 
asm from some British architects, 
deserve who seem to have an almost supersti- 


your tious fear of being categorized. Nev- 


attention ertheless, looking at the present vol- 
ume, some of the characteristics 
Pevsner isolates, notably compart- 


mentation, linearism, and an empha- 





sis on reasonableness to the verge of 

pragmatism, really do seem to be 

present. In fact, they even control 

and modify concepts of foreign ori- 

gin, such as influences from the work 

of Le Corbusier. This “Englishness”’ 

should probably be kept in mind by PANEL 
American readers of this book. SUPPORT 


BRIDGING 
JONATHAN BARNETT CHANNEL 














CONDUIT 
HOLE 


LATH AND 
Two European Architects PLASTER 
rolling steel service doors nen anee 
doc-port™ rolling steel pier doors ; oe ’ ; STUD 
automatic rolling fire doors MINOLETTI. Milano Moderna. 103 pp., 


pygmee® rolling counter doors illus. 


. ‘ INSULATION 
rolling steel grilles 


BASE 
ARKITEKTEN ARNE JACOBSEN. By Jo- CHANNEL 
Details in Sweet's or write for catoleg. han Pedersen. Distributed in U.S. by 
Wittenborn and Company, 1018 
Madison Ave., New York 21. 119 pp., 
illus. $6. 


The Italian book on Giulio Minoletti 
Walter Balfour & Co. Inc. is the first of a projected series of 


Brooklyn 22, N. Y monographs on Milanese architects, 
L,Y. 
continued on page 408 
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IT’S REVOLUTIONARY! IT’S LOAD-BEARING! IT’S ONE-POINT RESPONSIBILITY! 


Here’s a complete modular wall system which integrates lightweight nailable steel framing with archi- 
tectural porcelain panels and aluminum extrusions. The steel framework is load-bearing and specially 
designed to hold the thermally efficient panels without additional framing or attachment operations. 
This skeleton-and-skin coordination not only saves during construction, it provides unlimited design 
possibilities. MH Foundations or footings need not be heavy or complex. The structural load-bearing frame- 
work of Stran-Steel has a high strength/weight ratio. Architectural panels and other collateral materials 
attach without secondary members. And the integrated fit of joists and beams eliminates the need for 
dropped ceilings or boxed beams. M@ The complete Stran-Wall system—including panels, insulation, 
nailable steel framing, and aluminum mullions for doors and windows—is available from one source, 
your Stran-Steel architectural products dealer. For specifications and details, mail the coupon or call 
him. He’s listed in the Yellow Pages under Steel. 


ARCHITECTURAL PORCELAIN PANELS: FLAT, COLORFUL, MAINTENANCE-FREE—Extremely flat panel surfaces reduce reflection patterns. Por 
celainized both sides, Stran-Wall panels (shown below) come in 72 colors, 3 textures (smooth, ripple, stipple), 3 finishes (gloss, semi-gloss, matte). 


Stran-Steel Corporation, Dept. AR-11, Detroit 29, Michigan 

Please send complete information on the new Stran-Wall System 
Name Title 

Company 

Phone 

Address 

City Zone State 


STRAN-STEEL A DIVISION OF NATIONAL STEEL CORPORATION 
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Walter P. Chrysler High School Field 
House, New Castle, Indiana. Architects: 
Ralph E. Legeman & Associates, A.I.A., 
Evansville, Ind. Design covered by U.S. 
Patent No. 2,761,181. 


THE NATION'S LARGEST HIGH SCHOOL FIELD HOUSE 


cHoosses THE GYM FINISH THAT 
LEADING SCHOOL ARCHITECTS |SPECIFY 


This outstanding athletic and community center was made 
possible by a Citizens Lay Advisory Committee, which spon- 
sored the project and arranged the financing. 


Consistent with the Committee’s determination to have only the 
best, Hillyard TROPHY finish was chosen for the playing floor. 
This beautiful, no-glare and non-slip finish is the favorite 
of coaches, players, television producers and spectators, alike. 


More than 15,000 of the country’s top-rated field house and 
gymnasium floors—in universities, colleges, schools, clubs, 
Y’s,industry,churches and hospitals—are Hillyard-finished. 
This includes all major Basketball tournament floors. 


“classified as to slip resistance” 
Approved by MFMA 


As shown in the photos, this unique design provides for 
excavating and pouring the bleachers on the earth as 
framework, The roof is supported at grade line by trusses 
incorporating haunches for support as an integral unit, 
without need for supporting columns. Spectator entrances 
and exits are at grade level. Seating capacity, 9,252. Build- 
ing contains 81,555 sq. ft., with a construction cost of 


$10.41 per aq. ft. 
WOOD, TERRAZZO, CONCRETE, CERAMIC TILE or RESILIENT FLOORS 


Let the 


Hillyard “Maintaineer®” (" a You'll Finish Ahead 


in your area give you an 
expert's advice on clean-up i 7 ih e 

and initial treatment of any 5 with 
floors you specify. He'll 

gladly serve as your Job 


Captain, | 
"On Your Staff, Not Your Payroll” ae 
H | Lj & F¥ A ee 
Passaic, WJ. ST. JOSEPH, MO. San Jose, Calif. \ 
Dept. A-2 { 
3 


Branches and Warehouse Stocks in Principal Cities 
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made with 
WEATHER-RESISTANT 


PARAPLEN® P44 


acrylic-polyester resin 


Look for the label 
that assures 


WEATHER-RESISTANCE 


This label stands for unmatched weatherability among glass- 
fiber reinforced panels, because it signifies that the panel is 


Rohm & Haas research on many types of resins for reinforced 
panels have established that the ate weather resistance is OHM a HAAS 
achieved by a combination of acrylic and polyester resins. COM PANY 
PARAPLEX P-444 represents the most effective combination WASHINGTON SQUARE, PHILADELPHIA 5, PA. 
for imparting outdoor durability, plus pleasing appearance, 

high strength, excellent light transmission, and easy installa- 

tion. Only Rohm & Haas supplies this proper combination, PARAPLEX is a trademark, Reg. U.S. Pat. Off. and in 
in PARAPLEX P-444. We will be glad to send you the names principal foreign countries. 

of panel manufacturers. 


PARAPLEX P-44 
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made with PARAPLEX P-444 acrylic-polyester resin. Years of a Chemicals for Industry 
a 





Harness the tremendous 
hight output of very 
high output lamps efficiently, 
comfortably, 
economically, 
with... 


SYLVANIA 


Now you can utilize the extremely high lumen out- 
put of 800 ma. and 1500 ma. lamps in schools, 


offices, drafting rooms and other commercial appli- ' 

cations without sacrificing eye comfort for adequate | S 

footcandles. eres 
Sylvania’s HQ Series provides the long-recog- 


nized quality of indirect lighting. It eliminates the 

brightness contrasts, direct glare and reflected glare (High Qualit ) 

found in many lighting installations. fe) i 
The use of a slim channel just large enough to 

hold a standard-diameter fluorescent lamp and its 

shielding . . . with ballasts hidden in the supporting 

members .. . results in a graceful, practical fixture 

that provides an excellent balance of quality, ap- 

pearance, efficiency and easy maintenance. 
When the combination of these features—to- 

gether with high illumination—are important 

factors in your lighting plans, be sure to check the 

features of Sylvania’s HQ Serics. Write today for 

full information. 


SYLVANIA LIGHTING PropuctTs 
A Division of SYLVANIA ELectric Propucts INC. 
One 48th Street, Wheeling, West Virginia 


20 wooennwevernsey SY T VANTA 


FLUORESCENT LIGHTING FIXTURES AND SYSTEMS ¢ BEST FIXTURE VALUE IN EVERY PRICE RANGE 
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LOUISVILLE ELEMENTARY SCHOOL 


Louisville, Ohio 


Architects 
LAWRENCE, DYKES & ASSOCIATES 


Canton, Ohio 


Tile Contractor 
TODD MANTEL & TILE CO 


Canton, Ohio 


WORK ROOM 


Louisville Elementary School makes use of Romany*Spartan 
glazed wall tile in corridors, kitchen, gymnasium and toilet rooms. 
8 & 


ROMANY-*SPARTAN Ceramic Tile 
for ageless, maintenance-free beauty 


Romany‘Spartan leadership in research pays off in added benefits to users of 
ceramic tile. The extra hardness and strength of its glazed wall tile, for example, 
stems from the higher firing temperature of its natural clay body. It’s better 
looking, too, due to thicker, more uniform glazes and rigid color and shade 
control. In addition to glazed wall tile in a broad variety of sizes, shapes, colors 
and finishes, Romany’Spartan offers the most 
complete line of glazed and unglazed cerami 
mosaics in the business. For greater design flexi- . 4 
bility and maximum beauty at lowest lifetime RO MANY 
cost, specify Romany-Spartan. Want a copy of 
our 1960 Catalog? It’s yours for the asking. Call 
your nearby Romany:Spartan sales representa- 
tive or distributor or write United States Ceramic 


Tile Company, Department AR-13, Canton 2, Ohio. 


SPARTAN 


) UNITED STATES CERAMIC TILE COMPANY 


MEMBER 





for TERMINALS, 
WAREHOUSES, 
MANUFACTURING 
PLANTS, specify 





Air Powered Hydraulic DOCKBOARDS 


IN NEW Construction or Remodeling 


CHECK THESE ADVANTAGES: 


Low Initial Cost « Inexpensive to Install and 

CUSTOM Operate «+ Stores Upright — out of the way 
ENGINEERING « Manval-automatic-‘‘Air-over-Oil’’ activated 
SERVICE — from power supplied by air system stand- 

ard on many docks « Safe — One Man Oper- 

AVAILABLE ation « No Electrical power required at 
Freightliner will Cus dockboard « Standard, 10,000 Ib. cap. model 


tom Engineer AERO adaptable to most installations. 
BOARDS to FIT your AERO-BOARD, ready to install. . $410.00 


capacity requirements Write for your copy of the AERO-BOARD specifi- 
and installation spec cation brochure. It includes detailed AERO-BOARD 
fications specifications, photos, installation diagrams, air 

compressor requirements, name of local supplier. 


AERO-BOARDS are sold and serviced by Leading Materials 
Handling Equipment Distributors. 


“¢ FREIGHTLINER CORPORATION pomcte e522) 


* HOW MUCH TIME AND MONEY ~ 
DO YOU WASTE GETTING PRINTS? _ 


Amazing BLU-RAY makes your : 
Whiteprints in SECONDS for PENNIES! 


Join the literally thousands who save as much as 
$75 out of every $100 formerly spent on routine check 
prints! Incomparable features of Blu-Ray, top machine 


on the market: Copies anything written, printed, typed 
Structoglas puts more free or drawn on any translucent material; speeds up to 


4% feet per minute; makes 42-inch wide prints, an 


light on the subject length. Anyone can operate — truly pays for itself. 
GUARANTEED A FULL YEAR! 


Architect Walter Pierce specified Structoglas for UL and CSA Approved 

skylights in Berea College’s new Industrial Arts 

Building. These translucent, shatterproof fiberglass 

reinforced panels let in free natural light—filter out 

glare. Structoglas eliminates the problem of main - ; ;: 
tenance: no breakage, no repairs, no painting. And ; * 
continuous exposure tests after more than three } a 

years prove that Structoglas resists fading, erosion ‘ BLU-RAY 

and discoloration 2% times longer than ordinary 3 LAMPS e FINGER-TIP = MAKES SEPIA 
fiberglass panels. For descriptive literature, write a MORE SPEED SPEED CONTROL ie ee Joven 
Structoglas Inc., Dept. 302 Cleveland 9, Ohio. —, 


SHULIO Was 


UNCONDITIONALLY FIBERGLASS 


a 
3 Tt} REINFORCED PANELS 


FOR FAST ACTION SEND COUPON ON CARD 
OR LETTERHEAD 


To: REPRODUCTION ENGINEERING CORPORATION 
100 Westbrook Road, Essex, Connecticut 


OO | want Blu-Ray demonstration © Rush brochure 
Name Title 

Company 

Street 

City and State 


—_——— 
SSS SS SS SS SS SSS SSS SSS SFB eee eee eee 


{eeeeeeeeeee24 
Deeseevenceusaasea 
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Mineral Fiber 


BAIA 


View / “MONARCH 
“DESIGN” CHLOTON EH TILE 


A triumph in starkly beautiful patterning . . . disciplined formal geometrics in relief... 
tempered by a natural effect of fine travertined fissures. High sound absorption. 
Paintable. Incombustible mineral fiber tile; UL listed and labeled. Size 12” x 12” butt joint, square 


edges for adhesive application, or kerfed for erection on concealed suspension system. 


If it’s “by CELOTEX” you get QUALITY... plus! 
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“DESIGN” CEHELOTONE' TILE 


an infinity of tiny squares in low relief... 


Suggestive of a modular grid... 
MODULO banishes joint 


their regularity broken by random fissures... 
lines. Paintable. Incombustible mineral fiber tile; UL listed and 
Acoust/-CELOTEX labeled. High sound absorption. 12” x 12” butt joint, square edged for 
nei adhesive application, or kerfed for concealed suspension system erection. 


SOUND CONDITIONING PRODUCTS 
THE CELOTEX CORPORATION, 120 S. LA SALLE ST., CHICAGO 3, ILLINOIS 
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Yiew-/ “FE NAPRESS” 


“DESIGN” CHLOTONEH TILE 


Simplicity is the dominant theme...uniform squares in soft relief, creating a 
changing pattern as they capture the play of light. Boasting 
the same features as MONARCH and MODULO... sharing their 
“third dimension” effect... EMPRESS crowns the Celotone line’s 
inauguration of a new era in high style ceilings! 





Celotone is a registered trade mark for mineral fiber acoustical tile *Trade Mark 





TEXTURE-TONE* 


NEW DESIGN CONCEPTS 

Here, in a showing limited to just 7 in the ‘“Celotone’’" mineral fiber tile group, 
you have a graphic example of Celotex leadership in tile design for modern 
acoustical ceiling installation 


GREAT TEXTURAL INTEREST 

All “variations on a theme,” these incombustible mineral fiber tile spring from 
one classic concept: Travertine stone. These four are ‘best seller’’ forerunners 
of the triumphant new Celotone" mineral fiber tile trio just released 
“Monarch,” “Empress” and ‘“‘Modulo.” 


STRIATONE * 


ALL 

The four mineral fiber tiles shown here . natural fissured Celotone" 

bold Texture-Tone* . . . combed Striatone* ... and a decoratively striated 
Plaid pattern . . . share all of the superior features common to all Acousti- 


Celotex mineral fiber tile. 


CELOTONE® 


en 


LEADERSHIP 
IN CEILING DESIGN 








Aco 


aa 


ust/-CELOTEX 


SOUND CONDITIONING PRODUCTS 





ACOUSTI-CELOTEX DISTRIBUTORS 


FOR SIREET ADDRESS AND PHONE, CONSULT THE ‘‘YELLOW PAGES” 


ALABAMA 

Birmingham. Acousti Engineering of Alabama, Inc 
ALASKA 

Anchorage Noise Control of Seattle, Inc 
ARIZONA 

Phoenix Raymar Corporation 
Tucson Garrett Building Specialties 
ARKANSAS 


Little Rock 
Memphis, Tenn 
Shreveport, La 


CALIFORNIA 


Bakersfield 
Glendale, Ventura 


Acoustics & Supplies Co 
Acoustics & Specialties, Inc 
Acoustics & Specialties of 
Shreveport, Inc 


McNau! Company 
The Harold E. Shugart Co 
Fresno, North Sacramento 
Oakland, San Francisco 
San Jose, Stockton Western Asbestos Co 
San Diego Hackett Acoustics & Specialties, Inc 
Portland, Oregon Noise Control of Oregon, Inc 


COLORADO 

Denver Lauren Burt, Inc. of Colorado 
CONNECTICUT 

Meriden, Waterbury The G. R. Cummings Co 
DELAWARE 


Baltimore, Md 
Philadelphia, Pa 


DISTRICT OF COLUMBIA 
Bladensburg, Md 
FLORIDA 


Jacksonville 
Orlando, Tallahassee 


The Hampshire Corp 
Jacobson & Co., Inc 


The Hampshire Corp 


Tampa Acousti Engineering Co. of Florida 

Miami Acousti Corporation of Miami 

GEORGIA 

Atlanta Acousti Engineering Co 

Chattanooga, Tenn Wallace 
Acoustical & Floor, Inc 

IDAHO 

Salt Lake City, Utah Lauren Burt, Inc 

Spokane, Wash Noise Control of Spokane, Inc 

ILLINOIS 

Chicago James L. Lyon Co 

Peoria R. L. McManus & Co 

Rockford Beecher & Associates, Inc 


Davenport, lowa. Allied Construction Services, Inc 
St. Lovis, Mo Henges Co., Inc 


INDIANA 


Indianapolis Acoustics & Specialties Co 

of Indianapolis 
South Bend Lipps Acoustics & Specialties Co 
Chicago, III James L. Lyon Co 
Cincinnati, Ohio E. C. Decker & Co 
Louisville, Ky R.H. Hundley 


IOWA 


Davenport 


Des Moines Allied Construction Services, Inc 


Omaha, Neb Earl S. Lewis & Co., Inc 
KANSAS 

Wichita 

Kansas City, Mo Henges Company, Inc 
KENTUCKY 

Hazard Home Lumber Co 
Louisville R. H. Hundley 
Cincinnati, Ohio E. C. Decker & Co, Inc 
Knoxville, Nashville, Tenn Tri-State Roofing Co 
LOUISIANA 


New Orleans Acoustics & Specialties of 
New Orleans, Inc 


Acoustics & Specialties of 
Shreveport, In 
MAINE ited ? 


Shreveport 


Winthrop Pitcher & Co., Inc 
MARYLAND 

Baltimore, Bladensburg The Hampshire Corp 
MASSACHUSETTS 


Cambridge, East Providence, R. | 


Worcester Pitcher & Co., Inc 


Pittsfield Acoustical Ceilings, Inc 
MICHIGAN 
Dearborn, Jackson, Saginaw R. E. Leggette Co 


Grand Rapids 
Green Bay, Wis 


Leggette-Michaels Co 
Edward T. Ver Halen, Inc 


MINNESOTA 
Duluth, Minneapolis Insulation Sales Co., Inc 
MISSISSIPPI 
Jackson Nicholas Acoustics & Specialty Co 


New Orleans, La Acoustics & Specialties of 
New Orleans, Inc 


Memphis, Tenn Acoustics & Specialties, Inc 


MISSOURI 


Kansas City, St. Louis Henges Company, Inc 


MONTANA 
Great Falls 
Spokane, Wash 
NEBRASKA 


Lincoln, Omaha 
Denver, Colo 


NEVADA 
Las Vegas, Reno 
Salt Lake City, Utah 


NEW HAMPSHIRE 


Goffstown 


Noise Control of Spokane 


Earl S. Lewis & Co., Inc 


Lauren Burt, Inc. of Colorado 


Vegas Valley Distributing Co 
Lauren Burt, Inc 


Pitcher & Co., Inc 


NEW JERSEY 

Elizabeth, Philadelphia, Pa Jacobson & Co., Inc 

NEW MEXICO 

Albuquerque R. E. Leggette Co. of New Mexico 

El Paso, Texas Southwest Acoustical Co 

NEW YORK 

Albany, Rochester, 

Syracuse Collum Acoustical Co., Inc 

Buffalo, Jamestown Western New York Collum 
Acoustical Corp 

New York, Westbury, L. | Jacobson & Co., Inc 


NORTH CAROLINA 

Charlotte Acousti Engineering of Carolinas, Inc 
Norfolk, Va The Hampshire Corp 
NORTH DAKOTA 


Minneapolis, Minn 


OHIO 
Akron, Cleveland, Columbus 
Toledo, Youngstown 
Pittsburgh, Pa 


Insulation Sales Co., Ir 


The George P. Little Co., Inc 


Cincinnati, Daytor E. C. Decker & Co, Inc 
OKLAHOMA 

Oklahoma City Sooner Acoustical Co 
Tulsa Oklahoma Acoustical & Specialties Co 
OREGON 

Portland Noise Control of Oregon, Inc 
PENNSYLVANIA 


Harrisburg, Philadelphia Jacobson & Co., Inc 
Pittsburgh The George P. Little Co., Inc 
Buffalo, N.Y Western New York Collum 

Acoustical Corp 


Baltimore, Md The Hampshire Corp 


RHODE ISLAND 


East Providence 


SOUTH CAROLINA 


Charleston A.S.1. Associated Structures, Inc 


SOUTH DAKOTA 


Denver, Colo 
Minneapolis, Minn 


TENNESSEE 


Chattanooga Wallace Acoustical & Floor, Inc 
Knoxville, Nashville Tri-State Roofing Cc 
Memphis Acoustics & Specialties, Inc 
Roanoke, Va The Hampshire Corp 


Pitcher & Co., Inc 


Lauren Burt, Inc. of Colorado 
Insulation Sales Co., Inc 


TEXAS 

Abilene Callaway’s, Inc 
Amarillo Jenkins Brick & Supply Co., Inc 
Beaumont, Houston Straus-Frank Co 
Dallas Gambrell & Company 
El Paso Southwest Acoustical Company 


Fort Worth 
Longview 


Secrest-Gambrell Co 
H & C Sheetmetal Works 


Lubbock Texas Roofing Co 
Midland West Texas Brick & Tile Co 
Waco Acoustical Specialties, Inc 
UTAH 

Salt Lake City Lauren Burt, Inc 
VERMONT 

Burlington, Rutland The Bader Company 
VIRGINIA 


Norfolk, Richmond, Roanoke, 
Baltimore, Md 


Bladensburg, Md The Hampshire, Corp 


WASHINGTON 
Seattle Noise Control of Seattle, In 
Spokane Noise Control of Spokane, Inc 


Portland, Ore 


WEST VIRGINIA 

St. Albans 

Baltimore, Md The Hampshire Corp 
Cincinnati, Ohio E. C. Decker & Co 
Pittsburgh, Pa The George P. Little Co., Inc 


WISCONSIN 

Green Bay, Milwaukee 
Sheboygan 
Minneapolis, Minn 
Davenport, la 
Rockford, III 


WYOMING 
Denver, Colo 
Salt Lake City, Utah 


Noise Control of Oregon, Inc 


Edward T. Ver Halen, Inc 
Insulation Sales Co., Inc 

Allied Construction Services, Inc 
Beecher & Associates, Inc 


Lauren Burt, Inc. of Coloradc 
Lauren Burt, Inc 


IN CANADA, DOMINION SOUND EQUIPMENTS LIMITED, MONTREAL, QUEBEC 





LEADERSHIF 
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Acoust/-CEL 


SOUND CONDITIONING 





IN E: 


Beauty of pattern disting 
possibilities, with a free- 
Striated MUFFLETONE" 


Yiew / STRIAT 
“MUP ELE’ 


e High sound absorption 

e Washable: new thermo-plastic 
@ Incombustible 

@ Size 2’ x2’ 


e Modular integration of lightin; 
structural T & T grid supports 


If it’s “by CELOTEX” you 













SHIP 
DESIGN 


View /"*SARENE” 


ING PRODUCTS 


e High Sound Absorption 





e Paintable 


@ 12 x 12; 12 x 24 beveled edge butt joint for adhesive 
application. Also kerfed for concealed suspension 
system. 


Samples and specifications data 
available from your Acousti-Celotex 
Distributor 


INCOMBUSTIBLE 
VW minerar Finer PANELS 
stinguishes Serene . . . newest in the Acousti-Celotex group of perforated mineral fiber tile: New design 


free-flowing pattern of mini-scaled perforated “sound traps.” New design (and at low cost, too!) makes 


NE” mineral.fiber panels a favorite. Fast lay-in on the exposed Celotex T & T"® Suspension System. 


ATE ID 
ETON E”® 


lastic vinyl paint finish 


shting and air diffusion units: 
ports fixtures 


you get QUALITY... plus! 





SS 


SS 


N 


PELLA WOOD MULTI-PURPOSE WINDOWS 
adapt imaginatively to plans that call 
for extensive glass areas. In a full 
range of fixed and ventilating sizes, 
these pleasingly proportioned windows 
provide virtually limitless design possi- 
bilities. Used as fixed and awning vent 


combinations, MP WINDOWS function ef- 


ROCS CRE EH 


NS 

S a 
‘imp windows 
NJ NS 


massive fenestration for recreation building 


ficiently in a building that requires good 
natural ventilation. The next time you 
work on a municipal, commercial or 
residential project, let these quality 
wood windows help execute your best 
ideas. Consult your classified telephone 
directory for the name of the nearest 


U.S. or Canadian PELLA distributor. 


cCOoOMPrPaH Y., Petta, tewes 
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for new hall of justice 


When you specify and use MONTGOMERY ELE- 
VATOR equipment, you have made an “honest” 
selection. Your preference for MONTGOMERY 
is shared by leading architects, building own- 


itn 


TTT anne o | 
| 


SEODGWICK COUNTY COURTHOUSE, WICHITA, KANSAS 


ers and managers everywhere. 


For example, this modern, functional court- 

house building provides its occupants and the 

public with dependable and efficient vertical systems quickly controls and automatically ad- 
transportation. Efficiency jn architectural justs its operation to variations in traffic flow. 
planning of the elevator area, resulted in On your next job investigate the elevator 
perfect utilization of MONTGOMERY’S “MEAS- equipment that is designed and built by crafts- 
URED-DEMAND” system with complete group men who are traditionally dedicated to pro- 
supervisory control. This latest of electronics ducing the finest in elevator workmanship. 


<€ 
iM =O) TS © OG Gy 


& 
montgomery ELEVATOR COMPANY, Moline, Ill. 


offices in principal cities 
MONTGOMERY ESCALATORS — STEPHENS-ADAMSON SPEEDWALKS AND SPEEDRAMPS 
Exclusive Monufacturers of Passenger and Freight Elevators Since 1892 
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de warm texture of natural wood 


After you’ve decided to use folding doors, 
consider the ones that carry the name PELLA. 
The rich-grained beauty of their genuine wood 
veneers complements brick, tile, glass and 
plaster surfaces. Available factory-finished or 
unfinished, PELLA WOOD FOLDING DOORS pro- 
vide lasting beauty with their quality materials 
and fine craftsmanship. Patented “‘live action” 
steel spring hinging assures dependable, effort- 
less operation for even the largest units. Solid 
wood “‘Lamicor”’ panel construction prevents 


i 
lh 
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nel \ 
{ 
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| 
Wells 
uti rid 
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folding 
doors 


warping. Available for any width and in 
heights up to 12’1’’, PELLA WOOD FOLDING 
Doors arrive factory assembled, complete with 
all hardware for quick installation. Because 
satisfaction depends on appearance as well as 
function, try working with WooD FOLDING 
Doors by PELLA on your next problem of space 
control. Full specifications in Sweet’s. Con- 
sult the classified telephone directory for your 
nearest U. S. or Canadian distributor. 
ROLSCREEN COMPANY, PELLA, IOWA. 


CLARKE SCHOOL FOR THE DEAF, NORTHAMPTON, 
MASSACHUSETTS * ARCHITECT; JAMES A. BRITTON 


American 
Walnut, 
Philippine 
Mahogany, 
White Ash, 
Birch, 

Oak, 

Pine 


6 FINE WOOD 
VENEERS 
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The New Trend in functional washroom design... 


Recessed ntinuous towel cabinets harmonize with the 
; 7“ ; : clean, modern design... ends clutter of waste receptacle 
advantages of specifying continuous towel cabinets in modern (Recesses are designed to accept other cabinets if owner 
desires.) These facilities and all linens serviced by Marathon 
Line Servi e, Ir D t 


This facility in the new Greenfield’s Restaurant demonstrates the 


washrooms. Installed and serviced by the linen supplier, cabinets i 
end litter . . . disposal problems . . . fire hazard. 
The variety of cabinets available offer complete flexibility 
do not obligate your client to any specific service even when you al Dp ({ 
specify recessed cloth towel cabinets. pov ths fre fanning. fer: (oth hit, 
Of course, the big advantage is quality. There is no substitute 
for the luxury and quality of cotton toweling. You provide the best Illustrated. 


at low cost when you specify continuous cotton towel cabinets. includes specifications 
for recessed unit 

and continuous cloth 

towel cabinets. 


- 
nen i Write—to Linen 
Association of America Supply Association 


and National Cotton Council - 22 West Monroe Street, Chicago, III. on your letterhead. 
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wood casements 
N with muntins 


accent colonial office building 


PELLA WOOD CASEMENT WINDOWS offer interesting solutions to the 
problem of making a commercial building compatible with residential 
neighborhoods. Fenestration can be easily varied through the use of 
removable muntins which are available in three styles: Diamond, 
Horizontal and Regular. In glass heights up to 68”, PELLA woop 
CASEMENTS are pleasingly proportioned to blend with both traditional and 
contemporary architecture. A wide variety of sizes permits planning 
flexibility. PELLA WOOD CASEMENTs offer distinct design and convenience 
features that recommend them beyond your residential jobs. 

Consult your classified telephone directory for the name of the 

nearest U.S. or Canadian PELLA distributor. 


ROLSCREEN COMPANY, PELLA, IOWA 
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EAR ,.4 


In the Chicago area you'll find hundreds of Arkla-Servel Sun Valley Gas air conditioners in food stores, drug stores, general 
stores, restaurants, taverns, halls, beauty parlors, medical centers, business offices, service offices, plant offices, small fac- 
tories, small shops, repair shops, barber shops, branch offices... bringing year round comfort to customers and employees. 
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more and more Chicago 
businesses are cooling 


with GAS! Many Chicago 
firms need a compact, automatic 
unit that will both heat and cool 
at low cost. That’s why—in a one 
year period—275 Arkla-Servel 
Sun Valley Gas air conditioning 
units were specified and are 
being used in business places 
throughout the Chicago area. 


With thiscentralGasunit, there’s 
no need for fans, window air 
conditioners or separate cooling 
units. The design is so clean and 
simple that it can be installed 
wherever there is room...out in 
the open, on the roof, in the base- 
ment, or in the back room. 


In addition to heating and cool- 


ing, the Arkla-Servel Sun Valley 
unit also cleans the air, dehumid- 
ifies and ventilates to assure year 
‘round comfort. 

The Arkla-Servel Gas air con- 
ditioner is flexible, too—comes 
in 3% and 5-ton units which can 
operate singly or be adapted to 
multiple installations depending 
upon the amount of space to be 
air conditioned. 

If your customers and employees 
sweltered this summer, think 
now about installing a Gas cool- 
ing system before next year’s 
heat wave is here. For specific 
information, call your local Gas 
company or write to the Arkla 
Air Conditioning Corporation, 
General Sales Office, 812 MainSt., 
Little Rock, Ark. american cas association 


FOR HEATING & COOLING A GAS IS GOOD BUSINESS 
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in A Donley 


INCINERATOR 


Once it was a delicious red apple; now it’s a gar- 
bage problem! But garbage and rubbish can be 
deposited any time and destroyed almost imme- 
diately in a Donley Incinerator. To eliminate 
large accumulations of garbage and _ rubbish, 
Donley Automatic Safety Burners provide fre- 
quent small fires at regular intervals. This Donley 
principle of frequent burning minimizes smoke, 
odor and fly-ash. It also avoids the destructive heat 
of large fires that damages incinerators and flues. 


Donley incinerator designs and equipment meet 
operating standards established by leading fire in- 
surance companies, testing laboratories and most 
municipal building codes. Write today for your 


Donley Incinerator Catalog or see it in Sweet’s. 
Trouble-free Donley Incinerators Mane 
were specified for this large residential “es Cre. 
development in Philadelphia. 


BROTHERS COMPANY 


13972 Miles Avenue Cleveland 5, Ohio 
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Yes...metal doors have grown up... 


Building demands of a decade ago forced 
the development of a low cost metal door to 
meet the minimum requirements for large 
multiple dwelling projects. Mass produc- 
tion methods quickly met these demands 
with standardized doors, the importance 


being placed on volume and low cost. 


Today architects and builders are demand- 
ing a better quality. 


We believe it is important for all to know 
that U.S.F. DOORS ARE QUALITY. But 
they do offer the economy of engineering 
ingenuity and production line methods un- 
matched today. 


Uniteo Street Fasricators, iNC.*«wOOSTER, OHIO 





You cut building cost—improve appearance— 
when you specify Weyerhaeuser NU-LOC 


Nu-Loc is Weyerhaeuser’s manufactured lum- 
ber, made to your measure in both width and 
length. With it you can achieve the clean lines 
and unbroken surfaces that add so much to 
appearance—and achieve them without expen- 
sive, time-consuming carpentry work. You save 
in more ways than one when you specify Nu-Loc 

save in lower labor costs . . . less construction 
time .. . and you save by minimizing waste. 


Nu-Loc is manufactured from kiln-dried clear 
lumber in 8 species, carefully sorted and 
matched for grain and color before gluing. Only 
exterior type glues are used, and it is inter- 
changeable with regular lumber in all non- 
structural uses. For detailed information, see 
the facing page or write: Weyerhaeuser Com- 
pany, Lumber and Plywood Division, First 
National Bank Building, St. Paul 1, Minnesota. 


Weyerhaeuser Company 


Lumber and Plywood Division 
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Nu-Loc is made of selected pieces of 
scientifically kiln-dried lumber, carefully 
machined for precision fit. The pieces 
are end-glued or end- and edge-glued 
together with a light-color waterproof 
exterior glue, then finished to uniform 
smoothness. Lumber to be used for 
Nu-Loc is cut thicker than regular stock 
to allow for surfacing after gluing. In 
order to minimize differences in color 
and grain, the pieces are sorted and 
matched into as many as five groups 
(depending on species) before gluing. 
Melamine urea resin adhesive is used 
because it creates a strong bond that is 
both waterproof and colorless. 


Close-up shows precision-machined, interlocking 
Nu-Loc end joint before and after bonding. 


Principal Advantages 


Nu-Loc improves appearance by pre- 
senting a smooth, even surface with 
snug fitting joints. It takes and holds 
paint or varnish extremely well. Nu-Loc 
cuts labor costs by minimizing cutting, 
fitting, and handling time. It speeds 
construction by covering more area 
faster, and reduces waste because you 
order it in the lengths and widths you 
need. Made only of kiln-dried lumber, 
it has good dimensional stability, lays 
flat, resists cupping and warping. 


Principal uses of NU-LOC 


Nu-Loc is interchangeable with regular 
lumber in all non-structural uses. Nu- 
Loc is offered in American Lumber 
Standard and in West Coast Industry 
sizes. It is made in clear grades of Doug- 
las Fir, Western Red Cedar, West Coast 
Hemlock, Ponderosa Pine, Idaho White 
Pine, Inland Red Cedar and Larch... 
and is also available in common grades 
of Idaho White Pine, Inland Red Cedar 
and Larch/ Douglas Fir. 


Nu-Loc exterior wall coverings—drop 
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Weyerhaeuser NU-LOC is lumber produced for 
specific needs and better performance 


siding, vertical patterns, board and bat- 
ten—are available in lengths to 22’, 
widths to 12”—bevel siding in lengths to 
16’. Nu-Loc casing and base, and Nu-Loc 
mouldings are available in standard pat- 
terns, and in specified or random lengths. 
Nu-Loc door jamb sets are made in many 
sizes and patterns. Wide Nu-Loc Lum- 
ber can be ordered in lengths to 20’, 
widths to 28”. Nu-Loc Lumber is also 
ideal for window frames, cornices, rake 
trim, soffits, fascias, porch ceilings, signs, 
cabinet faces, shelving, drawer sides, 
drawer fronts, stair trim, valances, and 
bay window sills. 


Fully Accepted 


The combination of modern equipment, 
carefully trained operators, and strict 
quality controls assure consistent 
uniformity and durability. Nu-Loc is 
backed by over 20 years of research, 
testing, and development. It is produced 
in accordance with grading rules of the 
West Coast Lumber Inspection Bureau 
or Western Pine Association. 


For wide widths, the end-glued pieces are grain 
matched and edge-glued together. 


Summary 


Advantages in wider widths: Gluing up 
of narrow pieces tends to stabilize wide 
widths by reducing cup and twist. Nu- 
Loc provides wider widths than avail- 
able in regular lumber. 


Advantages in long lengths: Long 
lengths of Nu-Loc require fewer end- 
fitted joints to give better appearance 
and save labor. Both specified and frac- 
tional lengths are available in quantity. 


For additional information write: 
Weyerhaeuser Company, Lumber and 
Plywood Division, First National Bank 
Building, St. Paul 1, Minn. 
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FIRST TIME 
IN A HIGH-RISE 
BUILDING... 


Neoprene structural gasket reduces glazing operation 
to three quick steps in Libbey-Owens-Ford Building 


Skidmore. Owings & Merrill, architects for the new, 15-story, 
glass-clad Libbey-Owens-Ford Building in Toledo, Ohio, utilized 
“Inlock” neoprene structural sealing gaskets to simplify wall 
design and reduce installation labor. This marked the first use 
of neoprene structural gaskets in a high-rise building. 

Resilient neoprene gaskets, alone, retain the 6 x 10 foot 
Thermopane window units and seal out weather. No complicated 
extrusions (and the extra labor of drilling and tapping them). 

Installation involves only three steps: (1) position the pre- 
formed neoprene gasket; (2) fit the glass into place: (3) insert 
the neoprene gasket-locking strip. No pointing, caulking, clean-up, 
painting or other finishing is necessary. And this system elimi- 
nates chances for human error that exist in conventional glazing. 

“Inlock” neoprene structural gaskets not only help to cut costs 
and speed work on curtain wall construction, but also contribute to 
improved performance. For a copy of “Neoprene Gaskets for 
Curtain Walls.” write: E. [. du Pont de Nemours & Co. (Inc.), 
Elastomer Chemicals Dept. AR-4, Wilmington 98, Delaware. 


NEOPRENE 


SYNTHETIC RUBBER 


REG. U. 5. pat. OFF 


Better Things for Better Living ... through Chemistry 


Neoprene gasket by 
Inland Manufacturing Division, 
General Motors Corp. 


No setting blocks needed in this glazing system. No spacers either. 
And no difficult-to-control caulking. The neoprene structural gasket 
speeds glazing, gives a durable, maintenance-free weather seal. 


QUICK FACTS ABOUT NEOPRENE 


RESILIENCE — Neoprene gaskets WEATHER RESISTANCE-—Neo- 
accommodate horizontal and verti- prene remains an effective, resili- 
cal expansion of glass or panels. ent gasketing material at temper- 
Properly compounded neoprene re- atures ranging from —40° F. to 
sists permanent deformation, stays 200° F. This versatile synthetic 
weathertight and serviceable for rubber resists ozone, sun and air- 
decades, needs no maintenance. borne chemicals. 
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CANVAS AWNING INSTITUTE, INC. and NATIONAL COTTON COUNCIL 





Built to take punishment! 
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CURTIS* 


NEW LONDONER 
HOLLOW-CORE 
DOORS ccsernennygnesesatite 


A hollow-core door for classroom use? 


Certainly —if it’s a New Londoner® by Curtis. Many a school architect specifies them. 
Not only do the beautifully matched wood grain patterns complement modern classroom 
design, but New Londoner balanced construction stands up to long years of classroom use. 


Important, too, is the saving in cost these institutional-type, hollow-core doors offer the 
school board. They cost considerably less than solid-core doors, yet are designed with 
structural features that absorb the punishment of school use. 


Turn to Sweet’s for the details about Curtis New Londoner all-wood flush doors. 
Or send the coupon. 


Inner strength... 
Exclusive construction 


It’s the core that counts. Curtis 

institutional New Londoner flush doors 

have an exclusive all-wood grid, precision- 

milled and interlocked to form a flat and CURTIS 

sturdy base. No “floating”? parts. Humidity LIFETIME GUARANTEE 
is controlled in manufacturing and the This famous guarantee provides that 
entire door is properly sealed against any Curtis New Londoner or American” 
moisture. Here, truly, is balanced flush door, found defective within the 


construction for long, trouble-free service. meaning of the guarantee, will be re- 
placed or refinished, and rehung, at 


Curtis’ expense. 


Write for the list that proves the case. Gives names of schools, churches, hospitals and Curtis Companies Incorporated AR-4-60 

other public buildings built with Curtis flush doors, together with names of the architects. 200 Curtis Building, Clinton, lowa 

Send the coupon now. Please send me your list of buildings for which Curtis 
flush doors are currently used 

(0 Please send me more information about New Londoner 
and other Curtis flush doors. 


CURTIS® = COMPANIES INCORPORATED /CLINTON, IOWA i 


Firm____ 


Address 





Individuality and Quality in windows, 
doors and FashionWood® cabinets 


City 
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TOUGH BUYERS demand Reznor unit heaters... 
In 70 years, only o of 1% factory replacement! 


The heating world is full of 
tough buyers; that’s why 
Reznor is the world’s largest 
selling direct-fired heater! 


REZNOR 


When you specify heating equipment, 
you’ve got to be a “tough buyer.” 
You’ve got to know that it’ll not only 
work right to begin with, but keep on 
working right over the years! That’s 
why so many architects and engineers 
ask for Reznor. There may be less 
expensive heaters on the market, but 
none with Reznor’s long-term per- 
formance record: only 1/10 of 1% fac- 
tory replacement in 70 years! 

EVERY UNIT FLAME-TESTED 

Reznor gives you an extra measure of 
assurance by flame-testing each unit 
before it leaves the factory. Your 
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Reznor heaters arrive in top running 
order—and stay that way! 
LONG-TERM FUEL SAVINGS ... It’s 
an added satisfaction to know that 
Reznor heaters will keep your client’s 
fuel bills low over the long haul. Due 
to a sensitive, low-voltage thermostat 
and controls, and two-speed fan with 
automatic speed selector, heat stays 
even, without blasts. That’s why a 
Reznor uses less fuel to maintain heat. 

For complete information and cata- 
log, phone your Reznor distributor, 
or write Dept. 62-A, Reznor Manufac- 
turing Company, Mercer, Pa. 
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HEATERS 


““THE TOUGH BUYERS’ LINE"' 





ARCHITECT SPECIFIED for better home design 


“Attractive, functional styling . .. modern, clean-line design . . . 
choice of colors and models... fine, hand-rubbed wood cabi- 
nets...’ These were some of the features specified by architects 
when we asked them what they wanted in a completely new, 
first-quality lavatory. 
You will find all these features (and many more) in this 
NEW LUXURY BRASS FITTINGS beautiful new Brent lavatory-cabinet combination. That’s why 
Sparkling new brushed chrome fittings we call it architect specified . . . it was designed for you in 
with plastic prism handles add beauty © Hlanning today’s modern, attractive homes. Send today for 


any installation... another popular new 


element in design from Eljer. complete specifications. 
Three Gateway Center, Pittsburgh 22, Pa 


1,850,000 CONSUMERS WILL SEE THIS AD! 
EYER More than 1,850,000 prospective homeowners 
will be presold on the new Brent lavatory and 
Luxury Brass fittings when they see this full 
page, four-color ad appearing in current issues 


of leading consumer magazines. 
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Junior Beams are fitted with special 
K-clips to Support plywood forms for 
concrete forming 


All intermediate floor and root 
members in the structure are J&l 
Junior Beams 


Plywood forms are removed from below 
by breaking off exposed section of K-clips 


Junior Beams are produced by J&L in 6’ 


N 
* 


. 


i 


tensile grades 


College dormitory erected for less than $3,000 per bed 


“We attribute a major share of cost reduction to the 
Junior Beam floor framing system” 


reports Celli-Flynn, Architects and Engineers 


“This is the lowest cost-per-bed project of nine 
comparable dormitories built in recent years on the 
campuses of Pennsylvania State Teachers Colleges,” 
Says a partner in the firm. “This savings was ac- 
complished despite increased material and construc- 
tion costs and the low figure includes the extra 
expense of built-in furniture.” 

All intermediate floor and roof members in the 
Structure are J&L Junior Beams, while the main 
structural frame is reinforced concrete. Here, sig- 
nificant labor savings were achieved because light- 
weight Junior Beams were raised and positioned 


rapidly, and were delivered to the job cut to length 


Additional time was saved through the use of an 
This 
method, known as the K-System, utilizes special 


unusual method of forming the concrete floor 


cast iron K-clips which are fitted to the top flange 


of the Junior Beam. The clips support 24” x 96° 
plywood forms between the beams 

Investigate Junior Beam—K-System construc- 
tion. Junior Beams are easily adapted to a wide 
range of architectural design. For further informa- 
tion consult your local steel service center, your 
nearest J&L district sales office, or write directly 
to Jones & Laughlin Steel Corporation, 3 Gateway 


Center, Pittsburgh 30, Pennsylvania 


Jones & Laughlin Steel Corporation 


PITTSBURGH. PENNSYLVANIA 





7", 8", 10” and 12” sizes in A-7 and high 


102 


MAXIMUM 
SECURITY 
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ADAMS-RITE’s exclusive MS lock more than 
doubles security for narrow stile doors, making 
forced entry impossible without the complete 
destruction of the door channel. This double 
security is made possible by linking the stile and 
jamb together with a counterbalanced laminated 
steel bolt—measuring a full 1%” from a 

backset as short as 4%”; and unlike standard 
locks, the MAXIMUM SECURITY retains as much of 
the bolt within the locking stile as is projected. 


Compare the Adams-Rite ms lock—with its pro- 
tective long bolt—with ordinary locks and you'll 
see the double protection of MAXIMUM SECURITY. 


Write today for complete specifications 
and information. 


ADAMS-RITE 


MANUFACTURING COMPANY 
540 West Chevy Chase Drive, Glendale 4, California 





...world leader in the creative design, 
engineering and manufacture of 


AIR DISTRIBUTION PRODUCTS 





@ Don L. Titus 
President 
TITUS MFG. CORP 


@ Robert W. Titus 
Vice President 
TITUS MFG. CORP 


4 


e D.M. Allen 


D. M. ALLEN COMPANY OD. M. ALLEN COMPANY 


Kansas City, Mo 


@ Earle R. Miller 


Wichita, Kans 


iv 


e@ D.S. Anderson 


D. S. ANDERSON CO. 
St. Louis, Mo 


REGISTERS, GRILLES 
CEILING DIFFUSERS 


| ik MFO. CORP. 


Gentlemen of the Air 


WATERLOO, IOWA 


Conditioning Industry 


The success of any business 
the men who 
It is their knowledge, 
help form a solid 
of the company's 
the company 


The wonderful 
and hard work of 
helped give Titus 
great acceptance 
the Titus name 
industry 


iepen is 
that firm in the field 

hard work and service which 
foundation for acceptance 
products and hence growth 
itself 


greatly on 
represent 


outstand 
representatives 

air distribution products 
throughout the nation and 
one of the best known in the 


co-operation, 


these 


made 


We are proud to be 
men in conditioning 


outstanding 


the air 


May we suggest 
distribution problem 
and different in air dis 
that you contact your 
pictured here 
experience 
manufacturing 
Titus company, 
SERVICE 


that if you have an air 

r desire something new 

tribution product design 

local Titus representative, 
His knowledge and many years of 

backed by the tremendous engineering, 

and laboratory facilities of the 

are your assurance of OUTSTANDING 


Very sincerely, 


Don and Bok Titus 


@ Roger Marsh 
AIR EQUIPMENT 
DISTRIBUTORS 

OF WISC. 

Milwaukee, Wisc 


@ Richard H. Mandell 
AIR HANDLING 
PRODUCTS COMPANY 
Toledo, Ohio 


e@ €.B. Boston 
AIR PRODUCTS 
EQUIPMENT CO. 

Chicago, III 


e@ R. B. Hudson 
AIR PRODUCTS 
EQUIPMENT CO. 

Chicago, III 


@ N.H. Malcolm 
AIR PURIFICATION 
COMPANY 
Denver, Colo 


& & 


e@ W. J. Trageser e@ €. J. Busch 

BRYANT-TRAGESER BUSCH CO. 
COMPANY Pittsburgh, Pa 
Erie, Pa 


e@ €. J. Baker 
E. J. BAKER COMPANY 
Minneapolis, Minn 


e C.H. Buck 
BRATTON SALES 
ENGINEERS 
Birmingham, Ala 


e@ R.A. Sansing, Jr. 

BRATTON SALES 
ENGINEERS 
Pensacola, Fla 





force in air conditioning today... 


ZA ZBRVS 


e John R. Colby @ Ervin A. Robart @ James R. Teed e OD. J. Crawley ® E.H. Crawley @ €E. T. Gorbandt @ George S. Flinn ® John Fontanesi 
COLBY EQUIPMENT CO. COOLING & HEATING COOLING & oe CRAWLEY-GORBANDT CRAWLEY-GORBANDT CRAWLEY-GORBANDT FLINN ENGINEERING FONTANESI & KANN 
Indianapolis, Ind ENGRS., INC. ENGRS., INC. COMPANY COMPANY COMPANY COMPANY COMPANY 
Los Angeles, Calif .. ome Calif Atlanta, Ga Atlanta, Ga Atlanta, Ga Memphis, Tenn Oak Park, Mich 


George D. Kann @ Richard A. Frey @ |. M. Golan @ A.Q. Roberts ® Alfred J. Hamilton e® s.s e B & ® C. P. Houston 


FONTANES! & KANN FREY EQUIPMENT 1. M. GOLAN |. M. GOLAN ALFRED J. HAMILTON HEAT TRANSFER HENNEY — = HOUSTON 
COMPANY COMPANY COMPANY, INC. COMPANY, INC. Hartford, Conn EQUIPMENT CO. OMPANY 
Oak Park, Mich Dayton, Ohio Fort Worth, Texas Dallas, Texas Oklahoma City, Okla seas a FP Texas 


eo 


ae 


Le 
= 


@ C.R. Hutcheon @ H. Dewey Jones @ Margaret C @ Clarence L. May @ John J. Landers @ W.L. Lashley @ A.A. J. Liddiard @ Leonard F. Luchner 
C.R. HUTCHEON, INC. H. DEWEY JONES CO Lancaster LANCASTER, MAY LANDERS EQUIPMENT W. L. LASHLEY AND THE ARTHURS. LEITCH LEONARD F. LUCHNER, 
Livingston, N. J Columbus, Ohio LANCASTER, MAY AND CO. COMPANY, INC. ASSOCIATES cO., LTD. INC. 
AND CO. Baltimore, Md Buffalo, N. Y Houston, Texas Montreal, Que., Can Boston, Mass 
Baltimore, Md 


ee 
! “> : 
— , ro 
& ; “ ae 


e@ W.R. Duffy @ HL. McMurry @ W-.R. Ousley @ Robert L. Wells @ Robt. E. Mason @ OD. 0. Mead @ Wm. J. Darm @ K.H. Meadow 
D. E. McCULLEY CO H. L. McMURRY McMURRY AND CO. MARSHALL & WELLS ROBT. E. MASON GEORGE E. MEAD MEADANDASSOCIATES K.H. MEADOW, LTD. 
Omaha, Neb AND COMPANY OF MIAMI COMPANY &CO., INC. COMPANY Portland, Ore Vancouver, B. C., Can 
Jacksonville, Fla Miami, Fla Grand Rapids, Mich Charlotte, N. C Seattle, Wash 


S2acty 


@ D.C. Murphy @ Wm. G. Mussun, Jr @ Geo. C. Pedley @ Lewis Reid @ Geo. Richardson @ J. W. Snyder @ A.G. Burns @ Wm. Sheppit 
D.C. MURPHY CO.,INC. MUSSUN EQUIPMENT THE PEDLEY LEWIS REID RICHARDSON SNYDER EQUIPMENT J.R.STEPHENSONLTD. J. R. STEPHENSON LTD 
Des Moines, lowa COMPANY EQUIPMENT CO. Syracuse, N. Y EQUIPMENT CO COMPANY Calgary, Alta., Can Regina, Sask., Can 

Cleveland, Ohio Charleston, W. Va Boise, Idaho Cincinnati, Ohio 


£826 


@ J. R. Stephenson @ Walter C. Woods @ €E. K. Strahan @ Bernard Zaritzky @ Laurence Trant @ Albert Weiss @ L.W. Worthington @ R. F. Zimmerman 
J. R. STEPHENSON LTD. J. R. STEPHENSON LTD. E. K.STRAHAN, INC. THERMAL SPECIALTIES LAURENCE TRANT ALBERT WEISS AIR L. W. WORTHINGTON R. F. ZIMMERMAN 
St. James, Man., Can. Edmonton, Alta., Can New Orleans, La co. & COMPANY CONDITIONING Billings, Mont &CO., INC 
Harrisburg, Pa Norfolk, Va PRODUCTS, INC. Shreveport, La 
New York, N.Y 





. or write direct for literature 
on the following 
Titus Air Distribution Products... 


A COMPLETE LINE OF TITUS 
EAGle-Line EXTRUDED ALUMINUM 
AIR DISTRIBUTION PRODUCTS... 


@ Supply Air Grilles and Registers 


@ Return Air Grilles and Registers 


@ Sidewall Supply Air Grilles and 


@ Round, Half-Round, Square Registers 


Ceiling Diffusers 


@ Sidewall Return Air Grilles and 
@ Series TMD Square and Registers 
Rectangular Ceiling Diffusers 


@ Ceiling Grilles 
@Series 200 Ceiling and Sidewall 


| 
Grilles @Slim-Line Diffusers 


D ill 
OOoer Gries @ Matched Linear Diffusers for 


Ceilings, Sidewalls, Floors 
@ Gymnasium Grilles 


@ Linear Convector Enclosures 
@ Residential & Commercial Baseboard 


ET CN @ Security Grilles & Brick Vents 


@1'%2", 2” and 4” Outside Louvers 


@ Penthouses 


TITUS MFG. CORP., Waterloo, Iowa 
Miami, Florida 





The Grady Bowl, Chickasha, Oklahoma 
Architects: Hudgins, Thompson, Ball & Associates, Oklahoma City. 


and ARMCO STEEL BUILDINGS 


Wide Range of Clear Spans 
Gives Full Freedom For Functional Design 


New steels are 
cme 
Armco Steel Buildings offer you such a wide variety of ature 


clear-span widths, wall heights. lengths. roof slopes and ARMCO DRAINAGE & METAL PRODUCTS, INC. 


structural systems, you'll find no restriction in designing 5700 Curtis Street, Middletown, Ohio. 
to meet the special functional requirements of your client. | want details about Armco Buildings for the following use 
You and your client gain the convenience, economy and 

speed that mass-produced building components provide, yet 

there is no sacrifice in all-important freedom of design. Approximate size or floor area 

For complete data about Armco Steel Buildings for specific 
needs. use the handy coupon. You'll find our catalog in 
Sweet's Architectural File (2j/Ar), Plant Engineering File 
(7a/Ar), or Industrial Construction File (2a/Ar). Armco 
Drainage & Metal Products, Inc., 5700 Curtis Street, 
Middletown, Ohio. 


ARMCO DRAINAGE & METAL PRODUCTS 


Name 
Firm 


Street or P. O. Number 


Subsidiary of ARMCO STEEL CORPORATION 


OTHER SUBSIDIARIES AND DIVISIONS: Armco Division * Sheffield Division * The National 
Supply Company + The Armco International Corporation * Union Wire Rope Corporation 
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Allowing wood to function structurally and decoratively helped realize significant econ- 
omies in the construction of this modern church. These dramatic supporting members 
are 2x6’s over laminated arches. Sargent, Webster, Crenshaw and Folley, architects, 
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Because it brings its own beauty to basic design... 


for new answers... look to WOOD! 


Wood’s beauty goes to the very heart of a design 
problem, because it rests on a strong foundation of 
structural integrity. When you designate wood, you 
have a material that functions on two levels . . . struc- 
tural and decorative . . . simultaneously. Any material 
that can perform this double duty is the welcome ally 
of today’s inflation-harassed architect! 

For example, wood’s use on exteriors . . . its ability to 
weather subtly, beautifully, even as it protects and 
insulates ... the ease with which it harmonizes with so 
many color schemes. In interiors, wood construction 
need not be hidden. Rather, you can boast of its beauty 
with exposed post, plank and beam . . . with floors, 
paneling and handsome built-in cabinetry. For more 
information on designing with wood, write to: 


NATIONAL LUMBER MANUFACTURERS ASSOCIATION 
Wood Information Center, 1319 18th St., N.W., Washington 6, D.C. 


~~ nim 


aan TN 


The natural beauty of weathered wood helps wed this house . wood 
to its site, harmonize with masonry and painted surfaces. for freedom of design, look to 


Battens create a strong design line. Ernest Born, architect. 


Wood’s capacity for capturing the color of Nature, plus its ability to withstand the elements, makes it the 
logical choice for the architect trying to bridge the gap between indoors and out. Wood’s acoustical prop- 
erties enhance the richness of high-fidelity sound in this modern home. Schweikher & Elting, architects. 
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News about 


B.EGoodrich Chemical :» materia: 


Electrical manufacturer ends corrosion problem 
... Uses fume ducts and sewer pipe of Geon 


This major electrical equipment manufacturer solved 
his maintenance problems and cut costs by installing 
ductwork and pipe made from Geon vinyl. Ordinary 
pipe or duct would create corrosion problems in no time 

but Geon is unaffected by most causes of corrosion. 

Sheet for duct use or pipe made of Geon vinyl is easy 
to use. Installation crews like it because it is so light 
in weight and easy to work with. Fittings, nuts and 


bolts of Geon vinyl are also available. Pipe can be 


B.EGoodrich 
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joined by threading or solvent welding. 

How can your plant gain from ductwork or pipe of 
Geon vinyl? Get more information today. Write Dept. 
GF-2, B.F.Goodrich 
Chemical Company, 3135 
Euclid Avenue, Cleveland 
15, Ohio. Cable address: 

Goodchemco. In Canada: 
Kitchener, Ontario. 


B.F.Goodrich Chemical Company 
a division of The B.F.Goodrich Company 


GEON vinyls + HYCAR rubber and latex + GOOD-RITE chemicals and plasticizers 





HOSPITAL PATIENT ROOM DOOR CONTROL HARDWARE 
NOW Zn 


J clinically clean 


OWA LAEE = CC CTF is 
SimiNLEs wa cee 





GJ 320 series concealed OVERHEAD FRICTION TYPE DOOR HOLDER. 
Door may be set at any degree of opening up to 110°, for ventilation 
or privacy. Door cannot slam shut. All exposed parts of stainless steel 
with extruded bronze channel. 
@eeeeeeeoeeeeeeoeoeeeoeee 
o 
... and RUBBER + 
PNEUMATIC : 
DOOR SILENCERS* 


GJ 64 for 
metal frames 
GJ 65 for 
wood frames 


4@GJ KH1 


GJ KH 2 

COMBINATION HAND AND 

ARM PULLS. Convenient for GJ 32—GJ 33 

opening door from either side ROLLER LATCHES. Eli- 

with sterile hands or when minate disturbing latch 

carrying loaded trays. “‘click’’. Replace- 
able rubber roller si- 
lently engages dirt-free 
strike. Latching pres- 
Sure adjustable. 


Made to GJ high standards of quality. 
Non-porous, unusually strong and durable. 
Will not tarnish, corrode or rust. 


Your specification means more when you 
write in **... shall be GJ”’ 





| 
PUTS THE STAFF IN SILENT CONTROL... I 


GLYNN-JOHNSON CORPORATION 


4422 north ravenswood ave. °¢* chicago 40, ill. 
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DETROIT’S NEW 


COBO 


HALL 


EXHIBIT BUILDING 


equipped with enduring, non-rusting 


REVERE 


COPPER WATER TUBE 


39,140 feet of it! 


. : ° a 
Now nearing completion on the banks of the De- 
> 45,000,000 


magnet for attracting large convent ns and sportung 


COBO HALL-CON.- 


troit River is the magnificent, new 


events to the motor city 
VENTION ARENA 

In a civic structure such as this 2 key requisites 
are: the lasting qualities of the materials used in 
construction and low maintenance once the building 
has been completed 

Through the centuries copper has proved itself 
to have both of those requisites 

Here's what Mr. Edward A. Page, President of 
Page Plumbing & Heating Company, has to say 
about copper water tube The more important 
the job the more important tt is that copper water 


tube be used. For, in addition to being easier to 
} j Poss ae as 
work with and its ready adaptability to pretabrica 


tion, in the shop and on the job, you never have to 


worry about its lasting qualities or having to make 


a lot of costly callbacks. Believe me, the perform- 
ance of the lines installed by the plumbing con 
ractor is a mighty important item 
or break his reputation 

Over the years we've guarded our reputation most 
carefully by the wide use of copper water tube and 
by paying careful attention to how it is installed 
We've found it pays. To us, building for keeps 
means Copper of course. 

Engineers, contractors, home builders and archi- 
tects have also found that copper water tube is 
equally important for use in drainage, waste and 
vent lines, air conditioning lines, radiant panel heat- 
Ing, underground service lines, oil burner and proc- 
essing lines. It’s also important that you specify a 
particular brand of copper tube Revere, the 
oldest name in copper. 


. it Can make 


REVERE COPPER AND BRASS INCORPORATED 


Founded by Paul Revere in 1801 


Executive Offices: 230 Park Avenue, New York 17, N. Y. 


Mills: Rome, N. Y.; Baltimore, Md.; Chicago and Clinton, I11.; Detroit, Mich.; Los Angeles, Riverside 
and Santa Ana, Calif.; New Bedford, Mass.; Brooklyn, N. Y.; Newport, Ark.; Ft. Calhoun, Neb. Sales 
Offices in Principal Cities. Distributors Everywhere. 
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“Building for keeps 
means COPPER of course, ’’ 


says Mr. EpwarD A. PAGe, President 
PAGE PLUMBING & HEATING COMPANY 


River Rouge, Mich. Subcontractor for 
Cobo Hall—Convention Arena, 


GIFFELS & ROSSETTI-Architects & Engineers, Detroit 

O. W. BURKE COMPANY-General Contractor, Detroit 

THE STANLEY-CARTER COMPANY-Prime Mechanical Contractor 
Cobo Hall, Detroit 

Revere Copper Water Tube Distributors: 

NELSON COMPANY... DETROIT NIPPLE WORKS, both of Detroit 
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An improved line 
of flame resistant 


vapor barriers 


Offers these superior properties: 


e Permanently non-combustible 

¢ UL flamespread rating — under 30 
e Perm rating less than 0.1 

e Stronger for no-tear application 

¢ Better textures for best appearance 


Pyro-Kure vapor barriers will up-grade the in- 
sulation with which they are combined. A unique 
manufacturing development provides permanent 
flame resistance. The adhesive used for laminating 
the multiple plys of kraft, foil or plastic film and the 
reinforcing fibers emits a gas at combustion tem- 
perature. This gas will snuff out the flame when the 
ignition source is removed. These products, then, 
are self-extinguishing. 

Pyro-Kure vapor barriers are available in various 
combinations and standard widths. All of them pro- 
vide excellent protection against condensation and 
at a cost equal or below similar vapor barrier ma- 


tA 


terial which is still not permanently flame resistant. 

Pyro-Kure is now being used as insulation facing, 
pipe jacketing, duct lining. Leading insulation 
manufacturers are combining it with their products. 
Other applications will be developed where in- 
creased resistance to flame is of prime importance. 

Write Dept. AR1 for more facts on this new vapor 
barrier line. 


SISALKRAFT 


AMERICAN SISALKRAFT CORPORATION 


Chicago6 + New York17 «+ San Francisco 5 
In Canada: Murray-Brantford Ltd., Montreal 


reinforced paper, foil and plastics for construction, industrial packaging and agriculture 
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“We specify and use UTILITY grade West 
Coast framing lumber for quality construction. 
Properly used, it saves $200.00 on every job,” 
report builders Lyons and McDonell. 


Here is a building partnership which has discovered a 
short cut to bigger profit with “Utility” grade West 
Coast dimension and boards. Lyons and McDonell’s 
solid reputation for quality construction has never 
varied, yet these progressive builders have achieved 
lower total job costs regularly by using “Utility” grade 
lumber in specified applications. * 

You, too, will find “Utility” grade is a money-maker 
for One and Two Living Unit-construction. And you 
will have the plus-value of the consistent quality of 
West Coast lumber. 


* When used in accordance with FHA Minimum Property Standards 
for One and Two Living Units, FHA Bulletin No. 300. 


WEST COAST LUMBERMEN'S 
ASSOCIATION 


1410 S. W. Morrison Street, Portland 5, Oregon 


CHECK THESE USES* 
for “Utility” grade West Coast 
Lumber ( 


RAFTERS FOR LIGHT ROOFING (Roof slope over 3 in 12) 
(Weighing less than 4 Ibs. per sq. ft 
in place) 
Douglas Fir West Coast Hemlock 
Size Spacing Maximum Span 
2x6 16” o.¢ 9’-8” 


in accordance with FHA 
Minimum Property Standaras/: 


2x8 16” o.¢ 14’.4” 
2x10 16” o.¢. 19’-8” 
FLAT ROOF JOISTS supporting finished ceiling 
(Roof slope 3 in 12 or less) 
2x6 16” o.¢ 
2x8 16” o.c. 11’ 
2x10 16” o.¢ 15’-8” 
2x12 16” o.¢. 18’-2” 
CEILING JOISTS (no attic storage) 
2x6 16” o.¢. 11’ 
2x8 16” oc. 17’ 
FLOOR JOISTS 30 Ib. 40 Ib 
live load* live load? 
2x6 16” o.c. be 96 
2x8 16” o.¢ 10’-8” 9’-6” , 
2x10 16” o.c. 14’-8” 13’-0” 
2x12 16” o.¢ 17’-0” 15’.4” 
*sleeping rooms only 
tother than sleeping rooms 
BOARDS. Ample strength and satisfactory cov- 
erage make ‘‘Utility’’ boards a primary mate- 
rial for sub-floors, wall sheathing Gnd solid 
roof boarding in permanent construction. This 
grade is widely used for light concrete forms. 


GET THE 
TECHNICAL 
FACTS 

Write today for your 
copy of ‘‘Where to Use 
Utility Grade."’ 
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Overly Stainless Steel Entrances 


Overly U/L Labeled Fire Barriers 


Overly Church Spires 
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More 
design freedom 
with Overly Doors 


Overly hollow metal doors and frames are crafted to complement 
any division of space, providing attractive and functional entrances 
and doorways. The architect has a choice of over 90 basic door 
styles, designed for every type of location and tailored to suit the 
installation.* Each door design is available in steel, stainless steel, 
bronze, aluminum or other metals, with prime, baked enamel, 
laminated fabric and hand-grained wood finishes. For every 
special installation, Overly custom doors are crafted to meet the 
most exacting architectural specifications. 

The architect also has a complete line of Overly labeled doors 
for his selection. These doors have been tested by Underwriters’ 
Laboratories, and in many instances, their performance records 
were in excess of the U/L standards. And the Overly Fire Barrier, 
only U/L tested and labeled Fire Barrier available today, is 
designed to protect corridors and stairwells in schools, institutions 
and public buildings. 

Other Overly architectural products include Overline Stainless 
Steel Entrances, Overly Tilt-A-Front installations, Overly Good- 
win batten-type roofs to match any shape or form, and Overly 
Church Spires rendered tastefully in modern or Gothic. Each of 
these products, and the new products to follow, will be subjected 
to the same sensitive scrutiny and exhaustive testing that have 
been part of Overly craftsmanship in the past. For your archi- 
tectural metal needs, why not contact Overly? 


*No other manufacturer catalogs so many different door designs. 
Among the recent installations using Overly doors are the 
Libbey-Owens-Ford Building, Toledo, Ohio; the H. K. Porter 
Building, Pittsburgh, Pa.; the Beverly-Hilton Hotel, Los Angeles, 
Calif.; the Kroger Building, Cincinnati, O.; the John J. Kane 
Hospital, Pittsburgh, Pa.; and the First National Bank Building, 
Fort Worth, Texas. 


MANUFACTURING COMPANY 


Greensburg, Penna. + St. Louis 19, Missouri » Los Angeles 39, California 
Overly Goodwin Pre-fabricated Roofs 
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NEEDLESS STEPS 

Sa Ne 
MOVING PEDESTRIAN 
TRAFFIC HORIZON- 
TALLY OR ON AN 
INCLINE WITH 
COMPLETE SAFETY 


PASSENGER CONVEYOR SYSTEMS 


SPEEDWALK and SPEEDRAMP Passenger Conveyor. Systems like the one 
shown at Scott's Grand Central Market, Aberdeen, Washington provide 
for greater economy — 20% to 30% less initial cost than ‘‘Moving stair” 
conveyances. Simplicity of construction and less moving parts assure less 
“downtime” and lower maintenance cost. Utilizing exclusive S-A safety 
features, SPEEDWALK and SPEEDRAMP Passenger Conveyors are un- 
matched by architecturally outmoded ‘‘moving stair’’ type units. Stairways 
become beautyways when glamourized by the showcase beauty attained 
with SPEEDWALK and SPEEDRAMP Passenger Conveyor Systems. These 
versatile units can operate horizontally or on an incline, with one or 
more lanes, forward and reverse or in a system of several units carrying 
pedestrian traffic up and down simultaneously. 


SPEEDWALK DIVISION 


Step out of the past and move into STEPHENS-ADAMSON MEG. co. 


the future with SPEEDWALK and 
SPEEDRAMP Passenger Conveyor Sys- GENERAL OFFICE & MAIN PLANT, 53 RIDGEWAY AVENUE, AURORA, ILLINOIS 


tems. Do away with those needless moms os semi it PLANTS LOCATED IN: LOS ANGELES, CALIFORNIA © CLARKSDALE, MISSISSIPPI 
steps in moving people horizontally - a . — BELLEVILLE, ONTARIO 


line. 
ae SEE THE MONTGOMERY ELEVATOR COMPANY REPRESENTATIVE OR THE 
STEPHENS-ADAMSON REPRESENTATIVE IN YOUR AREA. 
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Architects for 
AMERICA’S NEWEST STATE OFFICE BUILDING 


re" AIRCOUSTAT 


AIRCOUSTAT sound traps are 
the architect’s first choice for 
America’s newest buildings. 
AIRCOUSTAT is quickly and 
easily selected and gives 
guaranteed silencing of duct- 
transmitted noise of all 
frequencies. AIRCOUSTAT meets 
both acoustical and air flow 
requirements ... is fire-resistant, 
dust-proof and maintenance- 
free. Write for your copy of the 
AIRCOUSTAT Selection Manual, 

a quick guide to selecting the 
right unit or combination of 
units for any application. 

Send your request today to: 
Koppers ComPANY, INC., 3004 
Scott Street, Baltimore 3, Md. 


CONTROL 


METAL PRODUCTS DIVISION 


Engineered 


Products Sold with Service 


MARYLAND STATE Office BurILpDING, Baltimore, Maryland: Fisher, Nes, Campbell & Associates— 
The L. P. Kooken Company, ARCHITECT—ENGINEER; Blake Construction Co., Inc., GENERAL CONTRACTOR} 
H. Walton Redmile & Associates, CONSULTING ENGINEER; H. E. Crook Co., Inc., MECHANICAL CONTRACTOR 
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At the end of the day, steel pipe brings the 
comforts of home to the airmen of tomorrow 


Saturday’s parade ends a schedule-filled week for 1,500 
cadets at the U.S. Air Force Academy near Colorado Springs. 
From the parade grounds the cadets return to their quarters 

the world’s most modern in comfort and convenience 
for housing the nation’s air-leaders of tomorrow. 

Steel pipe contributes much to making the Academy the 
world’s finest. For radiant heating over five miles of steel pipe 
were used. In the 17,800 acre Academy Complex, the plumb- 
ing, vent and drainage lines were fabricated from steel pipe. 
And, it was used because——in an evaluation of service life, 
ease of fabrication, availability and cost—steel pipe proved 
superior to any other tubular product. 

At the U.S. Air Force Academy, as in buildings throughout 
the nation, steel pipe is the perfect, low cost tubular conductor 
of water, gas and oil. The high thermal conductivity and 
structural strength of steel pipe make it ideal for many appli- 
cations including radiant heating, cooling, refrigeration, ice 


making, snow melting, electrical conduit and myriads of 


residential, commercial and industrial applications. 


STEEL PIPE IS FIRST CHOICE 


Low cost with durability Threads smoothly, cleanly 

Strength unexcelled for safety Sound joints, welded or coupled 
Formable— bends readily Grades, finishes for all purposes 
Weldable—easily, strongly Available everywhere from stock 


INSIST ON PIPE MADE IN U.S.A. 
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Prefabricated steel pipe sections resulted in quick and 
easy installation for the radiant heating system at the 
Academy. Because the coefficient of expansion of steel 
pipe and the concrete slab in which it’s embedded are 
compatible—iong service life is assured. 


COMMITTEE ON 
STEEL PIPE RESEARCH 


150 East Forty-Second Street, New York 17,N.Y. 





= 
leo APPLICATIONS IN 
CONTEMPORARY 


LIMESTONE ARCHITECTURE 


ILCO INSULATED PANEL DETAILS 


State of Indiana 
EMPLOYMENT SECURITY BUILDING 
TILT Tle} em tire 


Architects: Associated Indiana Architects 
Contractor: Thomas A. Berling & Sons 
Curtain Wall: Adams-Westlake 


HEAD 
SECTION 


SILL SECTION 


in adler. Nas Vae 
SECTION 


INDIANA LIMESTONE COMPANY, INC. 
BEDFORD, INDIANA 


ASK YOUR LOCAL STONE FABRICATOR OR ILCO REPRESENTATIVE FOR ESTIMATES 
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Waterloo 


SE EO A RN cee we ASN 2 


Offers a Complete Line 


TYPICAL WATERLOO UNITS: 


WATERLOO 
AIRLINE GRILLES | 
MODEL AL} = 1 
~ r == - —_ 7 
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WATERLOO 
SUPPLY 
GRILLES 
* 
MODEL 
2vV 


WATERLOO 
RETURN AIR 
GRILLES 
AND 
REGISTERS 
* 
MODEL 
3HD 


I 


For Side Wall 
and Ceiling Applications 


Waterloo Model 1C2 curved louver supply grilles offer two-way 
flow. They are designed for either side wall or ceiling applications 
where two-way air distribution is required. Waterloo also makes 
curved louver grilles in one-way, three-way and four-way flow 
designs. These units are available with either opposed blade or 
multi-shutter dampers, if desired. e Waterloo’s comprehensive 
catalog contains interesting application sketches of these 
curved louver grilles. Write for your copy. 


WATERLOO 


EQUIPMENT 


WATERLOO REGISTER COMPANY, INC. 
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Today’s leading architects are taking full- 
est advantage of transiucent glass. As a 
result, their outstanding buildings enjoy 
more and better daylighting per glazing 
dollar. And figured glass promotes truly 
functional architecture adapted to today’s 
needs ...offers a dramatic texture that en- 


hances the appearance of any structure. 


Ponta i: mee 
Square D Company Plant on Goodhope Road, Glendale, Wisconsin. 

240 lights of 30” x 60” Coolite Heat Absorbing Glass are glazed around the 
top rim of the building. Architect: Grassold - Johnson & Assoc., Milwaukee, 
Wisconsin. Glazing: Pittsburgh Plate Glass Company, Milwaukee, Wisconsin 


Cutler - Hammer, inc., Lincoln, Illinois. Another award-winning structure 
in which 13,500 sq. ft. of Coolite, Glare Reduced one side has been 
installed to daylight adequately the plant of this pioneer electrical 
manufacturer. Design and construction by The Austin Company. 


MISSISSIPPI 


GLASS COMPANY 


" 





HAMMERED 


- N < Pp R c S 
Jen PATTERN ACTUAL SIZE ATTERN ACTUAL SIZE 
Available in thick Available in thick 
nesses of 4", nesses of 4”, ; 
and /4" wired (Hex and % wired 
agonal Mesh)— Misco Wired 


also &% Misco only). Untreated 


wired) untreated or glare reduced 
or glare reduced on one or both 


on one or both sides 


SS i 
SMOOTH ROUGH? aS) 
BRS ae) ; iI} 


PATTERN ACTUAL SIZE PATTERN ACTUAL SIZE 


Available in thick Available in thick 
nesses of \4’, nesses of '4%", 75 
¥y”, and 14” wired and 4” wired (Hex 
Hexagonal mesh agonal Mesh). Un- 
on Pacific Coast treated or glare 
only)—also % reduced on one or 
Misco (wired) un both sides 
treated or glare 

reduced on 2 

sides only 


For utility, beauty, and variety unmatched by any 
other glazing medium, specify Mississippi Glass. 
Available in a wide variety of patterns, wired and 


unwired, at better distributors everywhere. 


MISSISSIPPI 


GLASS COMPAN Y 
88 Angelica St. + St. Louis 7, Mo. 


NEW YORK + CHICAGO + FULLERTON, CALIFORNIA 


PENTECOR 





MODERNIZE...GLAMORIZE 


FOR KITCHENS in private dwellings, as well as hotels, restau- 
rants, hospitals, etc., CAPRI MOSAIC TILES add esthetic luxury 
and practicality...mosaic tiles are becoming increasingly 
popular —in fact—an integral part of a model sanitary 
functional kitchen. They embody all of the concepts of ele- 
gance, easy maintenance, durability and are remarkably 
economical. Especially recommended for Kitchen back- 
splashes and Counter Tops, as illustrated. 


STORE FRONTS long recognized as the first lure to prospective 
customers, are the most logical places to install CAPRI MOSAIC 
TILES...they are cleaned with the same simple method of 
washing store windows. CAPRI MOSAIC TILES are a product of 
the world’s finest craftsmen; fired at more than 2,000°F. heat, 
imparting a permanent glaze to their body; insulating them 
against all elements of time and weather... guaranteed 
against FADING — CRAZING — AND THERMAL-SHOCK. 


WITH & 
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NOW SUMPTUOUS BATHROOMS are within the reach of all. 
CAPRI MOSAIC TILES, such as were used in the historically 
famed Roman Baths, are available in a wide range of 88 daz- 
zling colors (or in random color combinations, as specified). 
Impervious to moisture and water, CAPRI MOSAIC TILE sur- 
faces add prestige and opulence...easy to maintain...sanitary 
and exceptionally durable. 


MAIL COUPON FOR FREE LITERATURE 
AND CAPRI COLOR CHART 


STANDARD TILE CoO., inc. 


854-868 ROCKAWAY AVE., BROOKLYN 12, N.Y. 


Please send additional information about 
CAPRI CERAMIC MOSAIC TILES 


Name 

Company 

Address 

City State 


[C0 For New Construction (] For Remodeling 
DO architect [J Builder (Contractor CJ Designer Decorator 


VISIT OUR PERMANENT EXHIBIT * ARCHITECTS BUILDING * 101 PARK AVENUE * NEW YORK CITY 


——o? a 


a 
? 


STANDARD TILE CO., inc. 


854-868 ROCKAWAY AVE., BROOKLYN 12, N.Y. 
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Robertson Versatile Wall 


GIVES YOU CUSTOM DESIGN FREEDOM 
WITH STANDARD 
CURTAIN-WALL COMPONENTS 


VERTICAL MULLION 


th 


= be 


Regional Office Building, Allstate Insurance Co., Skokie, Illinois. Duniap & Esgar, Architects; J. L. Simmons 
Company, General Contractor. 


St. Vincent's Hospital, School of Nursing, Toledo, Ohio. Drake and O'Meara, Architects; A. Bentley & 
Sons Co., General Contractor. 





Robertson Versatile Wall offers the designer unique 

latitude for individual expression without subjecting 

him to the pitfalls of high cost and lack of weather- 

ability sometimes encountered in customized curtain- 

wall construction. Components are standard—see the 

mullion cross-sections at the left. Sealants are the best 

available and they are protected. Sections won’t leak 

through under hurricane conditions. Units will expand iF Tt | 
and contract to care for building movement and steel bi he 7 
framing tolerances without loss of tight seal. But the i a Bult i LUE 
three basic elements which change appearance can = ness: 

vary so much that your design can be as individual as ee 

your own signature. > Le 


xa a 


vi i i i mM mn 


- 

1. the grid a 
Individuality in a curtain wall design is realized first _ , - 

by the proportions and detailing of the mullions and 
sills which form the grid system. With Versatile Wall, 
the designer can choose from a large selection of sizes, 
profiles, materials and colors. The snap-on caps can 
vary greatly in depth to give emphasis where desired. 
The choice of many beautiful colors in porcelain en- 
amel on aluminum invites originality. Aluminum and 
stainless in their characteristic finishes also available. 


The Central Trust Bank Building, Rochester, N.Y. Cari R. Travers, Architect; 
John B. Pike & Son, Inc., General Contractor. 


j i 
| 
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The caps shown should not exceed 6” in depth and 3%" in width. 
2. panels UUM —= 
Here, again, the designer can choose from a large 
array of colors and materials. Robertson Spandrel 
Panels, insulated or uninsulated, can be furnished in 
a wide variety of colors in porcelain on aluminum, 
steel or aluminized steel. Panels of glass, tile or pol- 
ished stone can also be used with Robertson Versatile 
Wall. For special conditions, porcelain laminated panels V—100 insulated glass-faced ceramic tile 
can be furnished. 


3. sash | 
A complete line of sash in fixed, reversible, top hinged, . | 

side hinged and projected styles are made in fourteen 

types to handle every window requirement. Six hun- 

dred standard sizes are made for use with Robertson 

Versatile Wall. 


A few of the many types and sizes of Robertson Sash available. 


St. Therese School, Fort Wayne, Ind. James McCarron, Architect; G. Lauer 
Construction Co., General Contractor. 


H. H. Robertson Co. 


50 years of experience in Puttyless Glazing Construction 


2403 Farmers Bank Building - Pittsburgh 22, Pa. 


In England—Robertson Thain Ltd., Ellesmere Port, Cheshire 
in Canada—Robertson-irwin Ltd., Hamilton, Ontario; Edmonton, Alberta 


Write for your copy of file folder containing complete ‘ ry i 
details and specifications on Versatile Wall. e > rr") 


NAME 


TITLE 


COMPANY 


ADDRESS 
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time and 15% of 


building costs with 


P-B | Components 


To sell top-quality, custom-built houses — at an adequate 
profit—you need both speed and economy. Your aim is to 
increase your production, without increasing your work force. 


Translate 17 days into man-hours... that’s 544 hours 
lor a 4-man crew. On a 5-day week basis, 17 days becomes 
23 days of total elapsed time—a saving of almost 13 weeks 
a year. 

With P-B Components you save this time; you also save 
15% of your building costs. Here’s why. 

We have 24 years’ experience in the building of the major 
house components. No other firm offers comparable experi- 
ence. All this experience points to one fact...the centralized 
building of Precision-Built House Components — by the 
huilding materials distributor — cuts costs for everybody. 
Whatever your volume, you save 15% or better. 


When the distributor handles the fabrication, many han- 
dling and rehandling costs are eliminated. The component 
parts come direct from the distributor to your site. Mean- 
time, you are sharing in his far larger volume discounts. 

With P-B Components — walls, floors, ceilings, roofs 
and gables — you build any type or size of house. Every 
component is custom-built to carry out your plan. This 
increases your selling strength. You give the home buyer 
any house he wants—2 to 4 months sooner than by conven- 
tional methods. You are equipped to compete profitably 
with every type of prefabricated housing. 

P-B floor components, normally in 
large sections, approximately 100 sq. ft., 
include joists, headers, insulated under- 
flooring and factory-finished hardwood 
flooring. (These panels are covered with 
a Sisalkraft-type paper as soon as 
installed.) The exterior wall components 
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Many dollors are saved by the 
DP 


elimination of all extra trans- 
| FLOOR, WALL, 


AIETIRK) 1 


portation and rehandling costs. 
CEILING, ROOF AND 
GABLE COMPONENTS - 
CUSTOM-BUILT FOR 


ANY SIZE OR TYPE 
OF HOUSE 


~ 


~ 


10 30 
HOUSES PER DAY 
This chart shows how costs go down as the centralized 
production of house components increases. 


have either the sheathing and/or exterior finish applied and 
the finest of all drywall (Homasote) on the interior. The 
interior partition components come with the same drywall 
on both sides. Wall components are generally room size or 
longer. Ceiling components combine joists, strapping and 
Homasote ceiling panels. Roof components are made up of 
rafters, ridge, eave and insulated sheathing. 

The average house is closed in the first day and com- 
pleted in 1 to 3 weeks. Three weeks’ completion means that 
one crew builds 17 houses per year instead of 6. 

You buy your P-B Components through your local lum- 


ber dealer. If he does not yet know about this method, ask 
him to contact us. 


Stop doing things the slow way! Make us prove our claims. 
Let us show you in complete detail just how this plan 
works for you—in your territory. Write or wire today—to 
Department D-6. 


HOMASOTE covery 


Trenton 3, New Jersey 
Homasote of Canada, Ltd., 224 Merton Street, Toronto 7, Ontario 





How Alcoa Aluminum saved taxpayers money on Minnesota school 


The aluminum curtain wall construc- 
tion of Bloomington High School, 
Hennepin County, Minn., cut wall 
costs on every square foot. Compared 
with other types of construction mate- 
rials, even conservative estimates in- 
dicate a saving of many thousands of 
dollars with Alcoa® Aluminum. 

And this aluminum wall weighs only 
about 5 lb per square foot—where 
masonry would weigh as much as 90 


Tra 


ULL ae 


lb—which means another big saving 
to taxpayers from reduced loads on 
foundations and other structural ele- 
ments. Aluminum saves in many ways! 
That’s why Bloomington’s new school 
used aluminum in so many places: 617 
aluminum windows, 621 aluminum 
panel frames in the curtain walls, plus 
many pounds of aluminum in screens, 
louver frames, trim and elsewhere. 
The savings go on and on, too. 


Light, strong, corrosion-resistant 
Alcoa Aluminum stays beautiful, 
needs no maintenance, no painting. 
Its attractive and efficient design is 
another added value. Aluminum can 
save tax dollars in your community, 
just as it’s doing in Bloomington. For 
complete information, just call your 
nearest Alcoa sales office, or write: Alu- 
minum Company of America, 1823-D 
Alcoa Building, Pittsburgh 19, Pa. 


Owner: Bloomington Consolidated School District, Hennepin 
County, Minn 

Building: Bloomington High School 

Architect: Armstrong and Schlichting, Minneapolis, Minn 

General Contractor: Madsen Construction Company, 
Minneapolis, Minn 

Aluminum Fabricator: Benson Manufacturing Company, 
Kansas City, Mo 


Your Guide to the Best in Aluminum Value 


¥ atcoa 6) 
A — 


For exciting drama watch 
“Alcoa Presents’’ every 
Tuesday, ABC-TV, and the 
Emmy Award winning 
“Alcoa Theatre” alternate 
Mondays, NBC-TV 
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DOCTORS NORTH-ROADS BUILDING 
Dellwood, Mo. 


Architects: Smith & Entzeroth 

Mechanical Engineers: Albert Rich Co. 
General Contractor: Cousins Construction Co. 
Mechanical Contractor: Condaire, Incorporated 


Ht! 
ill 
i 


Unique use of 7Wfantlo fan-coil units 
in handsome new doctors’ building 


The versatility of Marlo ‘‘Seazonaire”’ remote 
room air conditioning units is graphically 
demonstrated in the new Doctors North- 
Roads Building in suburban St. Louis. 


In this installation, the “Seazonaires” were 
recessed above a removable furred ceiling 
and equipped with flexible ductwork leading 
to ceiling diffusers. Thirty-six ‘‘Seazonaires” 
were installed, one unit for each suite, each 
with its own thermostatic and fan control and 
fresh air duct from the outside wall. 


By using this unique system — one of the 
first of its kind—tthe architects and engineers 
were able to produce a building of quality 
design and construction without increasing 
initial cost and offering important savings 
in operating costs. 


Write for 16-page illustrated brochure on 
Marlo “Seazonaire”’ remote room air condi- 
tioning units. Contains photographs and 
drawings of all models available, construction 
and performance details, examples of typical 
installations 


SAINT LOUIS 11, MISSOURI 


Quality Air Conditioning and Heat Transfer Equipment Since 1925 
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Exterior view of new home offices of 
Bankers Life Insurance Company of 
Nebraska, in Lincoln. Two different 
lighting systems are provided for the 
building, one for day and periphery 
lighting for night. 


COVER PHOTO: Westinghouse Mainliner recessed fluorescent 
luminaires light the spacious stair wells which are finished with 
ceramic tile and terrazzo stairs. Shown here are C. E. Pickering, 
Westinghouse Construction Specialist; W. F. Sterbens, Wesco, 
Omaha; J. P. Anderson, James P. Anderson Company, Con- 
sulting Engineers; J. O. Unthank, Unthank and Unthank, Ar- 
chitects; R. W. Changstrom, Branch Manager, Wesco, Omaha; 
P. J. Assenmacher, President, Assenmacher Construction Com- 
pany, General Contractor; and T. G. McBride, Sales Manager, 
Market Planning, Wesco, Pittsburgh. 


Bankers Life Building 
designed for comfort, convenience, economy 
and expandability 


The home office building of Bankers Life Insurance 
Company of Nebraska, in Lincoln, was planned and 
constructed to provide maximum efficiency and future 
expansion. It incorporates many ideas which resulted 
from a study of other home office insurance buildings 
throughout the country, plus a careful study of the 
company’s operation and plans for future growth. 

Careful consideration was given to the selection of 
easily maintained materials for efficient maintenance 
and low operating costs. This was accomplished 
through use of permanent materials which require no 
painting, such as Westinghouse decorative Micarta® 
surfaces; large areas of ceramic tile; terrazzo floors; 
glare-reducing, heat-absorbing glass; movable walls; 
changeable fixtures and complete flexibility of heating, 
lighting and communications facilities. 


One of the most important considerations in plan- 
ning and construction of the building was the selection 
of an adequate electrical distribution system and the 
electrical comfort and convenience components such 
an electrical system made possible. Westinghouse was 
specified throughout for the distribution system, light- 
ing, elevators, motors and controls. The expandability 
inherent in the building itself is ample for the present 
electrical needs and provides for 100‘; future elec- 
trical expansion. 

(contd.) 


you CAN BE SURE...1F ITS 


Westinghouse 


J-94136-2 
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View of one of the scientifically planned Office areas are illuminated with Westinghouse C. E. Pickering, J. O. Unthank and J. P. 
work areas where the latest equipment Mainliner recessed fluorescent luminaires. Mod- Anderson are shown in front of Westing- 
is combined with planned use of space ern functional furniture made with durable West- house 1500-kva dry-type ASL power cen- 
to make work easier and more produc- inghouse Micarta laminates was designed and ter. This power center steps incoming 
tive. Complex electronic equipment built by Herman Miller of Zeeland, Michigan. voltage down from 5 kv to 277y/480 for 


necessary for accurate computations 
and record keeping requires special fa- 
cilities including auxiliary air condi- 
tioners and humidifiers. 
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distribution through three Type DB-50 air 
circuit breakers. 





W. F. Sterbens looks through the only 
opening of central ventilator-power 
duct shaft located in immediate office 
area of each floor. A compact 75-kva 
Westinghouse Type DT-3 dry-type 
transformer steps down voltage at point 
of utilization feeding underfloor duct. 
K. W. Bell, Building Superintendent, 
and Jacob Dietrich, Building Engineer, 
check noise level of transformer which 
must be inaudible to operate in office 
area. Size was also a prime considera- 
tion in fitting transformer through 
available opening. Only a Westinghouse 
DT-3 dry-type transformer combined 
small size, 75-kva rating and guaran- 
teed silence. 


J-94136-3 


Jacob Dietrich, Building Engineer, Bankers Life One of two Westinghouse 200-hp Life-Line motors Harold Stebbins, C. E. Pick- 
of Nebraska; A. J. Whitmer, President, ABC which drive compressors in air conditioning system. ering, A. J. Whitmer, G. R. 
Electric Company, Electrical Contractors; and Westinghouse motors from 1 to 200 hp were speci- and J. O. Unthank are shown 
W. F. Sterbens operate pushbutton of one of the fied for all auxiliary equipment drives. Having a on one of the Westinghouse 
combination Life-Line® starters in the motor single source of supply simplifies maintenance and Selectomatic® -Automatic 
control center portion of the 1500-kva power spare parts problems for operating equipment. Dis- elevators which are traffic 
center. This control center feeds, protects and cussing the installation are J. P. Anderson; C. E. controlled to match, auto- 
controls all motors and feeder circuits in me- Pickering; J. O. Unthank; and Harold Stebbins, matically, elevator service to 
chanical equipment room. Vice President, Bankers Life of Nebraska. traffic demand. 
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Jacob Dietrich views Westinghouse PRECIPITRON®, the 
Electronic Air Cleaner which removes up to 95% of all dirt 
particles, smoke and pollen in the air circulating throughout 
the building. This improves working conditions and also pro- 
tects employe’s health. The PRECIPITRON traps microscopic 
particles that cause streaks, smudges, damage to interior fur- 
nishings and office equipment, thereby reducing cleaning and 
maintenance costs. 


This Supervisory Data Center in the Bankers Life Building is 
an electronic service board which registers temperatures and 
humidities throughout the building and automatically operates 
interior and exterior lighting, air conditioning and heating and 
even automatically turns on the sprinkling system for the land- 
scaped grounds. Harold Stebbins, K. W. Bell, A. J. Whitmer 
and W. F. Sterbens inspect two Westinghouse NPLAB light- 
ing panelboards included in the central control board. 


Ne 


fi 
xa 


Building designed for comfort, 
convenience, economy and 
expandability (contd.) 


The planners and builders also recognized that, in 
specifying Westinghouse, they would enjoy the eco- 
nomics possible when buying from a single source of 
supply and later being able to minimize maintenance, 
spare parts inventory, replacement and expansion 
problems. 

Westinghouse welcomes the opportunity to work 
with you in finding the best solutions to your own 
special electrical requirements. Call the Westinghouse 
Construction Specialist nearest you, or write to West- 
inghouse Electric Corp., Box 868, Pittsburgh 30, Pa. 


OWNER: Bankers Life Insurance Company of Nebraska, 


Lincoln, Nebr. 


ARCHITECT: Unthank and Unthank, Lincoln, Nebr. 


CONSULTING 
ENGINEER: 


GENERAL 
CONTRACTOR: Assenmacher Construction Company, Lincoln, 
Nebr. 


James P. Anderson Company, Omaha, Nebr. 


ELECTRICAL 
CONTRACTOR: ABC Electric Company, Lincoln, Nebr. 


WESTINGHOUSE 
DISTRIBUTOR: Westinghouse Electric Supply Company, Omaha, 
Nebr. 


J-94136-4 


YOU CAN BE SURE...1F Its 


Westinghouse 


WATCH "WESTINGHOUSE LUCILL 2 BALL-DESI ARNAZ SHOWS" 
CBS TV ALTERNATE FRIDAYS 





There can be 
compromise here* 


On galvanized metal surfaces — 
be sure of lasting performance with 
Rust-Oleum GALVINOLEUM? Coatings 


Galvanized metal surfaces present a special problen—“getting a coating 
a will really stick, to eliminate paint peeling headac thes.” Rust-Oleum 

Galvinoleum is that coating—it can be applied directly over brand new 
galvanized metal without etching, without weathering, without waiting 
—and it lasts and lasts! It is available in four attractive colors—red, 
gray, green, and metallic. Specify Rust-Oleum Galvinoleum coatings for 
galvanized buildings, metal gutters, downspouts, roofs, siding, vents, 
etc. Would you like a guide to lasting performance on galvanized metal 
surfaces? Write for your free copy of the new 30-page Rust-Oleum 
Architectural Catalog. Just attach the coupon to your letterhead and 
we'll send it promptly. 


SEE OUR 
CATALOG IN 


SWEET'S 


CLL 


See eee eects ae eaneeeaeaaaee 
o 
5 
RUST-OLEUM CORPORATION 
2556 Oakton Street 
Evanston, Illinois 


New 30-page Rust-Oleum 

Architectural Specifications 

Catalog. Features actual 

color charts. Clip coupon to 

your letterhead for your free 

copy of Form No. 259-A. Cites | 
~~ 

t 


There is only one Rust-Oleum. 
It is distinctive as your own fingerprint. 
A matter of excellence. 


Your nearby Rust-Oleum Industrial Distributor maintains complete stocks for your convenience. 
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WHAT / THINGS 
HAPPENED RECENTLY AT 
FRICK COMPANY* 

IN WAYNESBORO, PENNA. 


7 important things for 


Zenirw ... and you: 
<FRICK ) 


f First of all, 


experience, Our new management has established a 


on a foundation of our 107 years’ 


growth policy that stresses new product develop- 
ment, quality control, and expansion of field services. 
2. New branch offices are being opened and the 
sales-engineering staffs of existing branches as well 


as of the home office are being increased. 


, . ° 
5. Acompressor of new design is being developed. 
This, like our current dependable line, will handle 
a variety of refrigerants such as Freon, ammonia, 


propane, butane and carbon dioxide. 


? 


4 - 
4. A new circulating system using refrigerated sea 
water has been introduced to commercial fishing 


fleets, at a saving to boat owners. 


5. Completely insulated Shell-Ice makers have 


been “packaged” for convenient field installation. 


6. Service to the growing poultry industry has been 
highlighted by our new counter-flow-continuous 
poultry chiller, which uses refrigerated water in- 


stead of ice. 


7. As part of the growth policy, we are increasing 
the number of Frick distributors. Some of our dis- 
tributors have been with us 50 years. 


All of which indicates one thing: Frick is ‘‘on the 
move!’’ If you're passing through Waynesboro this 
summer, stop in and see for yourself; you'll be able 
to enjoy our remodeled and air conditioned offices. 


FRICK COMPANY 


Waynesboro, Penna. 


*p 


ioneers in dependability since 1853: air conditioning, refrigerating, ice making 


and quick freezing equipment, power farming machinery and portable sawmills. 
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SINKO 
LOUVERS 


designed by SINKO 
engineered by SINKO 
molded by SINKO 


sold by SINKO 





ASSURES YOU OF THE yAaaae LOUVERED LIGHT DIFFUSERS 
BECAUSE OF...QUALITY CONTROL «COLOR STABILITY 
e FLEXIBLE JOB APPLICATION « PRODUCT AVAILABILITY 


These facts are the reasons why Sinko ‘THIN-CELL Louvers are 
being specified by leading architects, lighting manufacturers, interior 
decorators and builders for all types of lighting installations where a 
practical and artistic approach to their lighting problem is required 


Since all phase S ol louver produc tion, from Start to finish, are handled 
within the Sinko plant, you are assured of the finest plastic louvers 
through Sinko continuous supervision. 


lor complete job satisfaction specify Sinko’s THIN-CELL Louvers 


in white or pastel colors on your next project. 


We invite you to write for Bulletin 32A which gives you pertinent facts 


on Sinko THIN-CELL Louvers. 


produced and sold by 


SINKO MANUFACTURING AND TOOL CO., 7310 W. WILSON AVE., CHICAGO 31, ILLINOIS 


louvers 





IMPACT TEST PROVES 
SU SST 


CUNY 


ONE MORE WAY FIBERGLAS* ROOF INSULATION IS ENGINEERED FOR THE ROOF DECK: 


This roof insulation meets every specification for a rigid 


insulation board. Composed of durable, inorganic glass 
fibers, it is faced with a tough, impact-resistant asphalt 
and paper mopping surface. This surface later becomes 
an integral part of the built-up waterproofing. The 
resulting insulation is rigid and tough! 


Other major advantages include excellent thermal 
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resistance, non-corrosive properties, ease of cutting 
and laying, no warping or buckling, and larger sizes. 
No other roof insulation offers this remarkable combi- 
nation of properties plus the advantages of larger 3’ x 
4’ and 4’ x 4’ sizes. The ideal insulation specification for 
roof decks of all types. 

Recommended for above the deck: Perma Ply* 





Unretouched ‘‘delayed flash” 
photograph shows how 
impact tester demonstrates 
toughness and impact 
resistance of Fiberglas Roof 
Insulation. Test simulates 
impact of mobile roofing 
Sauioment. 


RIGID CONSTRUCTION THAT STAYS FLAT AND WILL NOT WARP OR BUCKLE 


Roofing Felt, the Fiberglas Built-Up Roofing that pro- Owens-Corning Fiberglas Corporation, Department 
vides a long-lasting roof. Monolithic (single-unit) con- 68-D, National Bank Building, Toledo 1, Ohio. 
struction forms a solid, weatherproof slab of asphalt 


reinforced with Perma Ply—no layers as in conventional tll Rite! Bl 


roofs. Best specification for quality roofs top to bot- 2 . 
tom: Fiberglas Roof Insulation and Fiberglas Built-Up iI 8 } } Ra G | S 
Roofing. For complete, descriptive literature write: Ase 


*T.M. (Reg. U.S. Pat. Off.) 0-C.F. Corp. 
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~ HOPE'S 


STEEL WINDOWS HAVE THE STRENGTH AND RIGIDITY THAT NO OTHER WINDOW CAN MATCH 


FENN COLLEGE 
West Campus Building 
Cleveland, Ohio 


ripitects ] pp Cernuti 


and Assoctat 


Contractor The i/bert 


M. Higley Co 


ATs stipe Lan 
aera oe uae Re 


SUCCESSFUL RECONSTRUCTION 


Few words are needed to complete this picture-story. Hope's 
pressed metal Window Wall frames are used for this multi- 
story installation of Hope’s Heavy Intermediate Projected 
Windows and porcelain enameled insulated panels. 

Architectural inspiration and modern materials have joined 
successfully in this transformation of an old but sound com- 
mercial structure into an attractive and useful city college build- 
ing, with savings that all college trustees will envy. 

Make use of Hope's engineering assistance. For information 


on Hope’s Window Walls, write for Catalog No. 152. 


HOPE’S WINDOWS, INC., Jamestown, N.Y. 


THE FINEST BUILDINGS THROUGHOUT THE WORLD ARE FITTED WITH HOPE'S WINDOWS 
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Genuine Walnut . . . the warmth and rich 
natural beauty of the real wood. Also available 
in genuine oak and cherry... or, if your client 
prefers, fine birch in Tawny or Fruitwood finish. 


Platinum .. . a new St. Charles custom color on steel . . . combined here with Classic . .. elegant in its simplicity ... one 
genuine walnut to harmonize style and texture. One example of the wide range of several St. Charles custom styles . 

of color-texture combinations available to you and your clients in Custom Kitchens available plain, or with decorative panels. 
by St. Charles. Even your own special colors can be reproduced by St. Charles. There is the right style to fit your design. 


' 


These are just a few of the almost limitless possibilities 


at your command when you specify St. Charles Custom Kitchens. St (hr artes 6 


Full freedom in layout, style, color, materials, features . . . because 
a St. Charles Kitchen is custom built after you plan it ...not before! 


CUSTOM KITCHENS 


St. Charles Manufacturing Company 
Dept. ARK-13 
St. Charles, Illinois 


Write for the award-winning St. Charles 
kitchen planning booklet featuring new 
custom kitchen ideas, and detailed infor- 
mation and specs on St. Charles’ units. 
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If you 

were 

designing’ \ 

your own 
Drafting 


ft }apngo 
Aa per Wr! Laboratories 


aAyO 


In 


_PREFABR 


FIRE OF TUBULAR COLUMNS 


Concrete filled tubular 
steel columns insulated 


with specially developed 


I 
if 

aggregate and steel jacketed you d _— VY 
for mechanical protection these Cramer. 


—have been tested and HI-MODEL 


approved by the UL for 


up to 4 hour fire ratings. POSTURE CHAIR 


Available in sizes and shapes f t 
eatures: 


to meet virtually any need. 


Cast aluminum seat. Foam latex cushion, 


212" thick. 


Replaceable seat and back covers. Choice 
of smart fabrics and colors. 


V Comfort-response, adjustable back. Foam 
latex cushion. 


V Spring steel back support with exclusive 
“Dualok’’ control. 


Non-revolving steel spindle for easy swivel 
without seat wobble. 


Adjustable foot ring. 


Exclusive Forward Tilt 
Seot provides continuous 
posture support. 


All Cramer Chairs have 
simple finger-tip adjust- 
ments—no tools required. 


For full information write: 
WRITE FOR COMPLETE DETAILS 


POSTURE CHAIR CO., INC. 


Souderton 1, Pennsylvania 625 Adams Street Dept. AR-4 Kansas City 5, Kans, 
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fully enclosed 


general lighting 
component 


handsome 
easy-to-clean 
Alumalite finish 





=e, 


reading lamp 
on swivel 


retractable 
heavy duty lamp 
supports 


LO Tiie ea te) 


provisions for “We dual telephone 
nurse call systems receptacle 
such as Executone 


THERE IS NO OTHER SYSTEM LIKE IT! 


Introducing: 
the neatest 
thing on the 

floor! 


The New 


SPANG 
Telephone 
Service 

Fitting 


Maximum Utility —This new fitting (Catalog No. 17203), de- 
signed to be used for office phones with the maximum push- 
button requirements, handles four Western Electric Terminal 
Blocks plus a signal buzzer. 


Finest Appearance——The clean, simple lines of the brushed- 
aluminum fitting case are right in step with today’s architec- 
tural styling. The tapered shape and low silhouette make the 
fitting very inconspicuous. It can be placed snugly against 
the side of a floor-flush desk or can be fitted under a leg desk 
with room to spare. Dimensions: 6” long, 4” wide, 3” high. 


Firm Installation—The fitting employs the same basic method of 
firm coupling to the duct insert as do all Spang electrical 
raceway fittings. Once it’s installed, it stays flush with the 
floor—won’t wobble or twist from its correct position. 


Easy to Work With— Unitized design of top housing saves in- 
stallation time, speeds changes of circuits when needed. When 
top housing is removed, all wiring is exposed for easy access. 


Complete SPANG Line —The new telephone service fitting joins 
the Spang family of fine electrical raceway fittings for com- 
munication and power distribution systems that offers archi- 
tects, engineers and electrical contractors the finest fittings 
you can buy. Remember, when appearance counts most, 
Spang electrical raceway fittings are your best choice. 


P.S. If you’d like more information, write Spang. 


frm THE NATIONAL SUPPLY COMPANY 


Petey 


oo Two Gateway Center, Pittsburgh 22, Pennsylvania 
Us 


Subsidiary of Armco Steel Corporation KV) 





St. Charles acceptance and reputation 


as quality hospital casework is due to the 


careful attention given planning and 
construction details. Complete custom building, 
too, means casework flexibility 

to meet individual specifications, even 

to the most exacting demands. 


Coe eee eee ee eee eee ee eee 


*Kin this issue: 

More examples of St. Charles Hos- 
pital Casework . . . See articles featuring 
new Hot Springs County Memorial Hos 
pital, Thermopolis, Wyoming ... and neu 
Vorth Kansas City Memorial Hospital, 
Vorth Kansas City, Kansas. 


OCC eee eee ee eee eee 


Send For Catalog. This complete 
catalog, “St. Charles Hospital Casework,” 


a 
; 
i 

‘ 


is available at request on your letterhead 


CASEWORK SYSTEMS FOR HOSPITALS 


St. Charles Manufacturing Co., 
Dept. ARH-13, St. Charles, Illinois 
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BETTER CONSTRUCTION THROUGH 
BETTER USE OF CEMENTS 


eel 
2% 


CRAZING or map-cracking of a concrete surface. Excessive shrinking occurred before 
sufficient strength had developed to resist the shrinkage forces. 


Crazing cracks which appear on the 
wearing course of concrete are super- 
ficial cracks that rarely penetrate deeply. 
They are caused by surface shrinkage 
resulting from improper finishing prac- 
tices and/or inadequate curing. 


PLASTIC SHRINKAGE CRACKS are 
often confused with crazing. Condition 
shown above occurs soon after or during 
finishing and results from early loss of 
mix water to dry subgrade, dry aggregates 
or to the air. They are much deeper and 
more widely distributed than crazing 
cracks. 


Effect of Slump 

The higher the slump, the greater the 
danger of over-troweling and bringing 
excessive fines to the surface of the 
concrete. High-slump concrete is also 
severely affected by improper curing. 


More Information 


Send for the Alpha Craftsmanship in 
Concrete Folder #1 which presents 
much more data on “Steel Trowel 
Finishing”. Reprints of this adver- 
tisement are also available onrequest. 
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In general, it increases the probability 
of surface problems including crazing. 


Dusting on Sand or Cement 


The practice of dusting on dry cement 
to hasten drying and make finishing 
easier should nos be followed. This pro- 
duces a rich cement mortar wearing 
surface which will craze and very likely 
scale. 


To confirm this, Alpha laboratory tech- 
nicians made two slabs of the same 
concrete mix. The first sample was 
finished according to recommended and 
accepted practices and produced a 
smooth, hard, crack-free surface. In the 
second sample, dry cement was dusted 
on the surface, and it was not properly 
cured. This slab was not over-troweled. 


Alpha 


The results on this sample showed a 
perfect example of surface crazing. 


Inadequate Curing 

Inadequate curing causes the surface 
to dry faster and therefore to shrink 
faster than the bulk of the concrete. 
This produces a difference in movement 
at a time when the concrete wearing 
surface has attained little strength, 
resulting in hairline pattern cracks. 


Proper Curing Practice 


Proper treatment of the concrete after 
it has been finish troweled is most impor- 
tant in obtaining a smooth, hard, dur- 
able wearing surface. 


1. Concrete must be kept moist so that 
cement hardens while continuing to com- 
bine chemically with the water. 


2. Start curing process after finish trowel- 
ing as soon as the surface is hard enough 
to resist damage. 


3. Don’t allow concrete to air-cure. 


o“\LPH 


PORTLAND CEMENT COMPANY 
Building, 


Easton, Pa. 





Sweeping glass fagade in new wing 
of Roger Williams General Hospital 
contrasts sharply with brick fagade 
of the old. L:O-F Vitrolux® heat- 
tempered polished plate glass 

was used in spandrels, 7 hermopane® 


insulating glass in the windows 


hospital where 


every new room is 
a cheerful solarium! 


Crisp curtain wall design is by architects Howe & Prout, Providence, R. I. 
Hunter Green Vitrolux in large spandrels, Gun Metal Vitrolux in the small. 


There was a look of surprise on the visitor’s face as he 
approached the new wing at Roger Williams General 
Hospital, Providence, R. I. 

“Why, it doesn’t look like a hospital at all!” he ex- 
claimed to his friend. 

We overheard this remark with interest because we 
had come here to get, firsthand, people’s reactions to 
this remarkable hospital addition. 

Viewed from the outside, the building looks more like 
a modern college dormitory—more hospitable than 
“hospital”. The warm color of the glass spandrels 
suffuses the all-glass fagade. There’s an aliveness—a 
warmth—that contrasts sharply with the old brick build- 
ing it adjoins. 

We entered this new wing through welcoming glass 





Window walls of 7hermopane flood lobby with sunlight 


doors into a spacious, paneled lobby filled with sunlight 
coming through a large window wall 

Director William E. Sleight showed us through the 
new wing. On the first floor, pleasant offices and a 
medical library. Cheerfully painted private and semi- 
private bedrooms on the second floor. On the third 
floor, which is the “‘intense care’’ section, the rooms have 
large glass windows in the corridor walls so nurses can 
observe patients more easily. The same was true on the 
fourth floor, the pediatrics division 

Mr. Sleight said the new wing had been occupied, 


since September, 1959 


Question: And how do you like it, as compared with the 


old building? 


Mr. Sleight: It’s wonderful! So much more daylight. So 
much more cheerful. We feel that the large Thermopane 
insulating glass window areas contribute greatly to our 


pleasant and comfortable surroundings 


Question: Could you explain a little more fully 


Mr. Sleight: Well, this wing is air-conditioned year ’round 


he old one wasn’t. And although we have operating 


Playroom in pediatrics section appeals to children 
Large windows create a friendly atmosphere. 
ee 7 


William E. Sleight, Director of Roger Williams General. 


sash, we never have to open them, even in muggiest 
weather. In winter when it gets down to zero, we’re 
still comfortable near the 7hermopane windows and can 


enjoy the view outside. 


Question: Do you figure that Thermopane will save on 


your heating and air-conditioning costs? 


Mr. Sleight: I’m sure that it will, although we haven't 
been operating long enough to prove anything. One 
thing I’ve noticed, the windows don’t frost up like they 


do in the old building. 


Question: You have a parking lot and heavy traffic 
side. Does the noise bother you? 


Mr. Sleight: 7Thermopane helps there, too. Seems to muffle 


outside noise. 


Question: How do the nurses and patients like it here 


in the new wing? 
Mr. Sleight: Why don’t you ask Miss Caggegi? She’s our 


Associate Director of Nurses. 


Miss Caggegi: I’ve worked in this 
hospital for 20 years. There’s no 
comparison between the old and 
new wings. There’s so much more 
light. It’s so bright and cheerful 
and quiet. Who wouldn’t prefer 
working in these surroundings, if 
e the work load and other factors are 
Nancy T. Caccec1 equal? 
Associate Director There’s a difference in the way 
of Nurses . ° 7am 
patients relax in the new building. 
They’re happier. They don’t ask to have their beds shift- 


ed, because all of them can see outdoors. And they don’t 


request electric fans as patients do in the old building. 





We next visited the downtown offices 
of the architects, Howe & Prout, 
designers of the wing, and inter- 
viewed Mr. Donald J. Prout. 


Question: Why did you design cur- 
tain walls into the new building? 


Mr. Prout: They gave us a far more 
Donap J. PRout 


clear-cut design. They’re less costly 
Architect : , 


to build, and take less time to erect. 
And the glass in the windows and spandrels will keep 
its appearance, year after year, much better than most 
materials. 


Question: Do glass curtain walls create any problems 
during construction? 


Mr. Prout: No, they’re relatively easy to put up. No 
special tools are required. The ‘‘skin”’ goes on fast. It’s 
fundamentally the same as installing the windows them- 
selves. And, do you know, not a single glass spandrel 
was damaged during construction. 


Question: What is your theory of using wall-to-wall 
windows in the patients’ rooms? 


Mr. Prout: Everyone enjoys sunlight, especially shut-ins. 
And being able to see outdoors without neck-craning 
relieves boredom. One reason we specified double glaz- 
ing was so patients could enjoy the view without dis- 
comfort of drafts. 


Question: What were the other reasons for using insulat- 
ing glass? 


Mr. Prout: To reduce air-conditioning and heating costs. 


Question: Why did you use so many small panes of glass, 
rather than larger ones? 


Mr. Prout: Primarily to create horizontal lines. And we 
sometimes have winds of hurricane velocities. If any 


You can see outside from any bed position in the new wing 


Patients often feel ‘“‘shut in’”’ in an older room shown on right. 


Window areas in rooms of new wing are almost twice that 
of old wing. This is a visitors’ waiting room. 


panes need replacing, it can be done so economically. 


Question: How do you keep heat out of the rooms in 
summer? 


Mr. Prout: Here, again, insulating glass helps. In addition, 
protruding aluminum grid sunshades were installed above 
the windows facing south. These are designed to keep 
out rays from the high summer sun, yet permit the 
welcome rays from the low winter sun to penetrate 
deep into the rooms to keep patients more cheerful. 
We left Providence with the feeling that the new wing 


at Roger Williams General was truly a hospitable place 


to be hospitalized. 
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THERMOPANE®—For maximum comfort and for heating and 
air-conditioning economy, use 7hermopane insulating glass in windows. 
Heat loss is cut in half, compared to single glazing. Drafts near windows 
are reduced. Outside noises are muffled. Thermopane is available with 
either a metal-to-glass Bondermetic Seal® and enclosed in an edge-pro- 
tecting aluminum frame, or with a glass seal. GlasSeal® Thermopane is 
ideal for preglazed sash. 


TUF-FLEX® DOORS — These frameless, clear-glass doors invite 
guests into a building. And they can withstand, with virtually no 
maintenance, all of the traffic they help create. 

Made of 4’"’-thick or 34’’-thick tempered plate glass, they are 3 to 5 
times tougher than regular plate glass of the same thickness. Sixteen 
types in finished sizes up to 48” in width and 108” in height 

Tuf-flex Doors are furnished complete with cast bronze or anodized 
aluminum fittings which are designed to take standard pivot hinges 
and builders’ hardware. 


THREE KINDS OF PLATE GLASS—To assure undistorted 
vision from inside and a richer appearance on the outside, use twin- 
ground, clear Parallel-O-Plate® Glass in windows. For control of sun 
heat and glare, use Parallel-O-Grey® or Heat Absorbing Plate. Parallel-O- 
Grey is neutral grey in color. Heat Absorbing Plate is pale bluish-green. 
Both effectively reduce transmission of sun heat to keep interiors cooler, 
but Parallel-O-Grey is more effective in reducing glare. 


MIRROPANE®— Wherever it is desirable to observe people without 
their knowledge, Muirropane, the ‘‘see-thru’”’ mirror, is the answer. On 
the brighter side it’s a mirror that reflects objects in the room. From 
the darkened observation room, it’s a window you can see through, 
but you won’t be seen. 


VITROLUX®— Used instead of masonry as an exterior facing material, 
also for interior partitions. Rich color, fused to the back of this clear, 
heat-strengthened plate glass, adds youthful beauty and cheerful charac- 
ter to any structure. It is resistant to weathering, crazing and checking. 
Standard maximum sizes of Vitrolux panels go up to 48” x 84’’. Special 
orders up to 60” x 84’. Thickness: 4” plus 14’’ minus 1’. Sixteen 
standard colors, plus black and white. Also in non-standard colors 
subject to manufacturing limitations. 


For information on these L: OF products, refer to Sweet’s Archi- 
tectural File 26-A, or call your L-O-F Distributor or Dealer 
(listed under ‘‘Glass”’ in the Yellow Pages). Or write to Libbey. 
Owens.Ford Glass Co., 811 Madison Ave., Toledo 3, Ohio. 


LIBBEY-OWENS-FORD a Gneat Name in Glass toLeEbDo 3, OHIO 


Litho in U.S.A. 
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Blue Cross-Blue Shield Building, Detroit, Michigan. Air conditioning system designed and installed by W. T. Heany Co., Detroit. 


Chrysler Packaged Air Conditioning cools 
Blue Cross-Blue Shield Building for $1.58 per sq. ft. 


Question: What’s the most economical way to keep 1700 
people cool and comfortable in a building where there’s 
no space for a large central air conditioning system? 
Answer: Build up a system of versatile, space-saving 
Chrysler Packaged Air Conditioners. 


That’s the method used in cooling Detroit’s 7-story Blue 
Cross-Blue Shield Building. And the entire job was done 
with 62 Chrysler units for a total installed cost of only 
$1.58 per square foot of air conditioned space. 


For large open work areas, strategically placed Chrysler 
Packaged Air Conditioners fit neatly against the building 
columns. Four-way air distribution keeps everyone com- 
fortable and work efficiency up. For private offices, cool, 
filtered air is delivered through inexpensive ductwork. 


The Blue Cross-Blue Shield Building is an outstanding 
example of two basic advantages of Chrysler Packaged 
Air Conditioning: Flexibility and economy. There are 
many, many more. To get the full story, or the technical 
cooperation of a Chrysler Air Conditioning engineer, 
write today. 


< HRYSLER 


AIRTEMP 


Airtemp Division, Chrysler Corporation, Dept. M-40, Dayton 1, Ohio 
Canadian Distributor: Therm-O-Rite Products, Lid., Toronto, Ontario 
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TO KEEP DAMPNESS FROM CONCRETE 
and MASONRY SECTION, select DE- 
HYDRATINE #6. It is applied cold with a 
trowel to develop a continuous heavy film. 
It keeps dampness from concrete and ma- 


bee sonry sections such as foundation walls, 
e I C * ? . bridge abutments, retaining walls, culverts, 
me 46 CINDER BLOCK footings, concrete floors, rear of parapet 
YO U R walls, etc. 
TO SPAN HOLES AND CRACKS, use DE- 
N U M 8 F i J ba HYDRATINE #10. It’s a heavy bituminous 
Es dampproof coating that spans holes and 
ea) cracks. It bonds solidly to any masonry or 
T 0 Pd metal .. . receives lime and gypsum plasters. 
FOR SURFACES OF LOW POROSITY, use 
DEHYDRATINE #1. On surfaces of low 
-_ ak porosity where bridging of surface pores is 
7 . not required . . . receives gypsum and lime 


plasters. 


FOR A STONE BACKING, use DEHYDRA- 


(3 TINE #3. A special quick-drying bitumi- 
ait nous brush coating which protects stone and 


masonry trim from staining caused by mois- 


ture. It also reduces warping and dry rot of 
PROBLEM ow 


LIMESTONE OR 
CAST STONE 


TO DAMPPROOF DAMP MASONRY, use 

DEHYDRATINE #4. It contains a wetting 

agent to develop maximum bond with damp 

GRADE or “green” masonry . .. resists acid and alka- 

Dampness damage goes deeper than can © | 2 VAS ZSSGS= li, provides a barrier against ground and 


be seen on the surface—like exterior de- 
terioration, “spalling,” and cracks. Mois- water gases. DEHYDRATINE #6 can also 


~\ 

ture softens and disintegrates plaster, causes : > be used here. 
rusting—and weakening—of steel reinforce- p 
ments. And alternate wetting and drying 
can cause serious cracks in concrete. Every ; CONCRETE 
moisture problem is different—and so is the -_ For more information about your dampproofing 
cure. Spot your problem—and then cure it problem, write to Dept. H-31-99. 
with the proper Horn DEHYDRATINE®. . 

Plants: 

Atlanta 

Chicago 

Houston 

Denver 

Los Angeles 

San Francisco 

Portland, Ore. 

North Bergen, N. J. 

Toronto 


A. on HORN COMPANIES Sales offices 


and warehouses 
Subsidiaries & Divisions throughout the 
United States 


Sun Chemical Corporation ii Cansia. 


750 Third Avenue, New York 17, N. Y. 
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Style is stainless steel 


Stainless Steel is the only surfacing material with a hard lustrous 
finish that is always in style, withstands exposure to all kinds of 
wear and has a low maintenance cost for the life of the building. 
No other metal offers the freedom of design and fabrication, 
economy of care and the durable beauty that serves and 

sells like Stainless Steel. 


McLOUTH STEEL CORPORATION, Detroit 17, Michigan 


specify 
McLOUTH STAINLESS STEEL 


HIGH QUALITY SHEET AND STRIP 


for architecture 





i learn, 


View 


of part of building served 
Cleveland Tramrail window washing and 


building maintenance system. This is in a 
large, beautiful campus-like setting. 


by the 


One Man Washes 780 Windows 


in 30 HOURS 


The window washer works speed Both 
safely in this cage. By 
depressing push buttons in cage 


he can move to 


ily and 


any part of build 
ing. There is no disturbance to 
delay busy people inside 


and man at right is 
2ulking around 
the windows 


LL the windows in a large office building, 
housing over 3000 people, are kept spark- 

ling clean by one man. All of the 783 windows are 
5’'0” x 7'0”, except those at the stair wells, which 
are larger. They are of single light design, sealed 
solidly into the frames and cannot be opened. 
Most of the building is three stories high, but 
some sections are four stories. To obtain large 
window exposure, the building is of multiple or 
joined-H design. The entire building has a 36 
inch roof overhang into which is secured the 
hanger rod supports for the Cleveland Tramrail 
track which completely encircles the building, 
the trackage being approximately 2900 feet long. 
There are two motor-driven window washing 
units. All operations are controlled from the cage 


extreme left is painting 


of window-washing units 
are seen in use here. Man } 


of each. The washer may travel in either direction 
along the building wall and raise or lower him- 
self to any level. Obviously he can move from 
window to window quickly and tirelessly. 

The Tramrail system was very helpful during 
construction of the building. It greatly speeded 
window installation, caulking and painting. In 
addition to providing safe window cleaning at 
very low cost, the system is of course useful for 
all outside wall maintenance. 


Write for free illustrated booklet No. 2022 


CLEVELAND eZ TRAMRAIL 


IL, pitta lama Zon heumenll Lok een huss herr meno 


[ Overhead Materials Handling Equipment 


CLEVELAND TRAMRAIL DIVISION « THE CLEVELAND CRANE & ENGINEERING CO. « 2553 E. 290 ST. « WICKLIFFE, OHIO 
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vam n advanced con- 
cept which assures 
superior (/lumination 
for all of the lighting 
reguirements in the 
patient's room... with 
significant economies 
for the hospita/. 


AMERICAN 
STERILIZER 


Ca Ce a , a 


Write for illustrated 


brochure Lc-170Re a 
tes © 


* 
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Architects-Engineers: Kelly & Gruzen, New York; George G. Shimamoto, AIA Associate * General Contractor: S. S. Silberblatt 
Incorporated, New York * P&H Contractor: Northeastern Construction Co., Plattsburgh * Pipe Distributor: E. J. Monroe Co., Plattsburgh 


Steel pipe serves hot-water heating system 
of 1,685-unit Armed Services Housing Project 


One of the largest housing developments in the 
country is the $27,500,000 project recently com- 
pleted at Plattsburgh A.F.B., New York. Spread 
over 235 acres, the 396 buildings will accommodate 
Air Force officers, enlisted men, and their families. 


A centralized hot-water heating system will keep 


STEEL PIPE IS FIRST CHOICE 


for lasting strength 
economy 
workability 
insist on 


STEEL PIPE MADE IN USA 


the buildings comfortable even in the coldest of 
winters. And for the greatest of economies, the 
system was built with steel pipe—some 450 tons 
of Bethlehem Electric Resistance-Weld and Beth- 
Co-Weld steel pipe were used on the job. 

For low original cost, low installation cost, and 
low maintenance, there’s no substitute for steel pipe, 
the most economical and the most widely used 


general-purpose piping in America. 


BETHLEHEM STEEL COMPANY, BETHLEHEM, PA, 
Export Distributor: 


Bethlehem Steel Export Corporation 


BETHLEHEM STEEL 
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Whatever your project—consider for a moment HANLEY Duramic® Glazed Brick and Tile. 


\ 


x 


~~ 
a 


N 
N 


Here is a material that truly gives the architect unlimited flexibility in color, texture and design. 
Here is a material that is made from the finest Pennsylvania clays—in a wide range of architectural 
colors, sizes and shapes. Think of it—a material as old as the Palace of Sargon, yet as new as the 


Museum of Modern Art. Why not design your next project using HANLEY Duramic® Glazed Brick 


and Tile. For color samples or complete information write [-]ANLEY COM PANY, 


One Gateway Center, Pittsburgh 22, Pennsylvania 
Sales Offices: New York * Buffalo * Pittsburgh 
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‘“‘We found that more and more 


of our buyers want homes designed 


for complete electric living”... 


says Indianapolis Builder LOUIS FROSCH 


“As a builder of custom-built homes, I know that 
modern home buyers are on the look-out not only 
for a design and traffic pattern which appeals to 
their individual family living habits, but also 
for modern, easily-cared-for equipment. The Gold 
Medallion Homes* meet these requirements and the 
need for fine, quality homes at a reasonable cost. 
“The Gold Medallion Homes with General Electric 
equipment in our Lincoln Park development sold 
so well that we increased the number of them in 
our newest subdivision, Candlelight Village.” 


Architect for the Lincoln Park development, Paul 
V. Matkin, AIA, had this to say: “I’m sold on total 
electric living. I’m convinced electric heating is the 
coming thing.” 

To help you design Gold Medallion quality into 
moderate-priced homes, General Electric has joined 
with your local utility to prepare a complete Elec- 
tric Heating Institute, including training films and 
instruction manuals for all types of electric heat in- 
stallations. Your utility has probably scheduled 
this program. Ask them for time and place. 


*Gold Medallion Homes equipped by General Electric are electrically heated... 
have at least four major appliances . . . Full Housepower— ample wiring, switches 
and outlets for present and future needs—and lighting planned for modern living. 


Residential Market Development Operation, General Electric Co 
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Appliance Park, Louisville 1, Ky. 


Progress /s Our Most Important Product 


GENERAL @@ ELECTRIC 
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ALEXANDER MEMORIAL ARENA BUILDING, GEORGIA TECH OR. FASBENDER CLINIC, HASTINGS, MINN HISTORIC ““OCTAGON’’ HOUSE, WASH., 


Consider roofing materials for a moment, along with the roof itself which is still the 
neglected step-child of contemporary architecture. There is a new concept here, and a 


material—terne metal—which permits this enormously important visual area to become 


an integral part of the total design concept. From the standpoint of ror, ere 


makes available an almost unlimited range of linear effects, of subtle modulations in the 
interplay of light and shadow. From the standpoint of conor it allows a freedom of 
expression as broad as the artist’s palette. From the standpoint of FUNCTION i it is 
virtually unmatched among roofing materials, as many century-old installations dra- 


matically attest. Your inquiry is solicited. "Jf" FOLLANSBEE STEEL CORPORATION 
Follansbee, West Virginia 


tas a errno ener ennat 


ARCHITECT: AECK ASSOCIATES, ATLANTA, GA ARCHITECT: FRANK LLOYD WRIGHT HEADQUARTERS A.1.A. 
ROOFING CONTRACTOR: R. F. KNOX COMPANY, INC ROOFING CONTRACTOR: SWANSON ROOFING & SHEET METAL 
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™ Have you discovered 
4 _ the wonderful decorative possibilities of 


| HORIZON 


FREE COLOR PALETTE ot actual 
tiles showing complete range of 58 different available colors 
Design No. M-5 will be sent without cost to architects and designers who write 


Actual size tiles on their professional letterhead to Dept. F-605 





tects: Emerick, Albert & McGee 


z 


glazed ceramic mosaic 
produced in the U.S.A. 


» Suntile eas 


The Crucifixion — 

an 11'x 15’ mosaic mural 

Here’s a sure-fire way of giving your interior wall Gagne Save 
’ 7 : Columbus, Ohio 

Muroalist: Charlies L. Madden 
Design them with Horizon TILE. This new, colorful ne 
Phila., Pa 


designs an interesting fresh appearance... 


wall tile has an informal, handcrafted appearance 
that’s beautiful beyond description. 


HORIZON TILE achieves its distinctive appearance 
through the intentional variation and irregularity of 
its shape, its surface texture and its 58 beautiful 
color shades that range from soft pastels to solid 


or textured tones 


Whether you use HORIZON TILE to create a beautiful 
mosaic mural, like the one shown here, or use one of 
the many interesting “Buckshot” or “Striped Pattern” 
designs created by Suntile’s Design Department, 
you'll find that Horizon TILE adds greatly to the 
beauty of your finished wall. 


HORIZON TILE, made in America by Cambridge, 
is available through your local Suntile dealer. 
His name is listed in the Yellow Pages of your 
telephone directory. 


OUR DESIGN DEPT. 


under the direction of George Limke 
is ready to assist you with your tile 
design or layout problems. Send us 
your plans or elevations for sug- 
gested tile applications, or let 

us put your own tile de- 

signs in layout form. 


THE CAMBRIDGE TILE 
MFG. CO. 


P.O. Box 71, Cincinnati 15, Ohio pins ve aa 
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The Hush-Clip system can provide a sound 
transmission-loss rating as high as 56.4 
decibels! 
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LIP Partition System 


makes a fine building that much finer 


Obviously, tenant comfort was a 
primary consideration in the design 
of 1919 Bay Drive Apartments, Miami 
Beach, Florida. Each of the 42 apart- 
ments has its own balcony and a 
living area glassed in from floor to 
ceiling. Other amenities: Swimming 
pool, lounge, garden area and private 
parking. 

Privacy has been assured through 
the use of Penmetal’s Hush-Clip Par- 
tition System. Here, lath and plaster 
“float” on resilient clips snapped onto 
hollow-metal studs. Room-to-room 
noise is significantly reduced... 
and shocks are isolated within the 
structure, 


Corner beads of special zinc alloy 
were specified throughout. These were 
developed by Penn Metal Company 
for use in corrosive climates such as 
this. 

Ask for copy of catalog 631-L, 
which details the Penmetal line of 
lath and plastering accessories. 


PENN METAL COMPANY, INC. 


Metal Lath Sales Office: 
P.O. Box 1460, Parkersburg, W. Va. 
AXminster 5-4521 


Executive Offices: 40 Central Street, Boston 9, Mass 
Plant: Parkersburg, W. Va. 

District Sales Offices: Boston, New York, Philadelphia, 
Pittsburgh, Chicago, Detroit, Dallas, Little Rock, 
Seattle, San Francisco, Los Angeles, 
Parkersburg, St. Louis 
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a name to remember 


S. R. Joseph, Architect; W. C. Viadeck, Architect; E. Abraben, Designer; Escot Construc- 
tion Corp., General Contractors; Woolf Plastering Company, Inc., Plastering Contractors 
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The 1960 Gold Medal of the American Institute of Architects has 
been awarded to Ludwig Mies van der Rohe, and will be presented 
to him at the annual dinner of the A.I.A. convention in San Fran- 
cisco this month. In honor of Mies, ARCHITECTURAL RECORD pre- 
sents a retrospective survey of his work from the glass skyscraper 
project of 1920-21 to the Seagram Building; followed by a recently 
finished apartment group, another housing scheme in construction, 
and a small office project. 
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MIES VAN DER ROHE 


Since Mies van der Rohe has given twentieth century architecture several 
of its masterpieces, it is more than fitting that he should at last receive the 
A.I.A. Gold Medal. He should be so honored even if it were not for the 
masterpieces, for he has influenced present day American architecture more 
than any other architect. His is an architectural order which can be learned, 
and Philip Johnson, Eero Saarinen, Paul Rudolph and Gordon Bunshaft 
have been among his apt pupils. Some less able architects have been re- 
leased from the imperatives of originality and architecture is the better 
for it. They have found in the reasonable, detached clarity of Mies a system 
of architecture within which they are able to do a decent job. There are 
forces which run counter to Mies; a preoccupation with shell construction, an 
emphasis on plasticity, and now “the new freedom.” There are signs that 
Mies himself in several recent projects has handled details in a more plas- 
tic manner. He will not go too far. His strongly contrasted forms, precisely 
articulated structures and decisive details fulfill a yearning for a direct and 
simple experience of architecture more acute than ever in our complex age. 
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1920-1925: In the projects of this period Mies 
enunciated his major ideas. 1. Of the glass 
skyscraper he said, “. the important thing 
is the play of reflections and not the effect 
of light and shadow as in ordinary buildings.” 
2. Philip Johnson calls the concrete office 
building project the apotheosis of the ribbon 
window. 3. Plan of country house, 1923, is re- 
lated to a painting by Theo van Doesburg. 
In describing this house Johnson has written: 
“The unit of design is no longer the cubic 
room but the free-standing wall, which breaks 
the traditional box by sliding out from 
neath the roof and extending into the land- 
Indoors and outdoors are no long- 


be- 


scape, 
er easily defined; they flow into each other. 
This concept of an architecture of flowing 
space, channeled by free-standing planes, 
plays an important role in Mies’ later devel- 
opment and reaches its supreme expression 
Pavilion of 1929.” 4. The 
concrete country house project of 1924 was 
the first house planned to be “zoned” into 
separate elements for living, sleeping, etc 


in the Barcelona 


1925-1930: 5. The “Brno” and “Barcelona’”’ 
chairs illustrate Mies’s unfailing craftsman- 
ship. According to Philip Johnson: “Every- 
thing is calculated to the last millimeter: the 
width and thickness of the strap metal and 
the radius of the curves at the joints; the 
width and spacing of the leather strapping, 
the size of the upholstery buttons, the fine- 
ness of the welting and the proportions of the 
leather rectangles on the cushions.” 6. The 
Barcelona Pavilion is the masteriece of Mies’ 
career as a European architect, and is con- 
sidered the first modern building to rank with 
the great buildings of the past. Like the coun- 
try house of 1923, its space flows through 
vertical and horizontal overlapping planes, 
but unlike its prototype, the flow of space is 
finally caught and held by enclosing walls at 
opposite ends of the podium. 7. Of the pre- 
cise organization of the Tugendhat house in- 
terior Johnson has said: “Mies gives as much 
thought to placing chairs in a room as other 
architects do to placing buildings around a 


” 
square. 


1938-1952: In 1938 Mies became Director of 
Architecture for Armour Institute, now known 
as Illinois Institute of Technology. 8. Entire 
campus planned by Mies for I.1.T. is based 
on a modular bay 24 by 24 ft and 12 ft high. 
Spaces between buildings are controlled by 
the same module. 9. Johnson describes the 
mullion and corner details of Alumni Memo- 
rial Hall as follows: “The columns are 
faced with mullions, but these are not per- 
mitted to masquerade as supports; instead 
they are stopped short just above the ground 
to reveal their true nature. This is a remark- 
able subtlety, as is the fact that the mul- 
lions, in framing the brick and glass panels, 
never merge with them but are clearly sepa- 
rated by shadow casting indentations, giving 
to the walls somewhat the quality of a re- 
lief.” 10. In the Farnsworth house, floor and 
roof fascias are welded to eight steel columns. 
11. The Lake Shore Drive apartments are 
parents to Mies’ subsequent skyscrapers. 12. 
The I.I.T. Chapel suggests that Mies’ esthetic 
can accommodate worship. 


1. Glass skyscraper 


‘e J 
© 
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6. 


Top “Brno” 


8. Plot plan: 


9. Alumni Memorial 


h 


\ 
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1920 


{ 


German Pavilion, 


chair. 1930. Bottom: 


Illinois Institute of Technology, 


Co FO oe ee 


Hall, 


21. Plan and mode! 


International Exposition, Barcelona. 1929 


“Barcelona” chair. 1Y2y 


Chicago. 1940 


I.1.T., Chicago. 1945-46. Details 





3. Project:brick country house. 1923. Plan and rendering 
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2. Project:concrete office building. 1922 Project:concrete country house. 1924 


All photos except where noted, courtesy of Museum of Modern Art 


Tugendhat house, Brno, Czechoslovakia. 1930 


Hedrich-Blessing 12. Chapel. 1.1.T., Chicago. 1952 


Bea ee 
4 a 


 thethtih bh tlle 


10. House for Dr. Edith Farnsworth, Plano, Illinois. 1950 11. Apartment houses at 860 Lake Shore Drive, Chicago. 1951 
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Convention Hall, Chicago, 1953. Pro 


Chi 


School of Architecture and Design, 


Cullinan 


a 
Hall, Museum of Fine Arts, 


Bill Engdahl, Hedrich-Blessing 


ject 


ago Irchitectural 


1.1.T., 1952 


Houston, Texas. 


Photographing 


Hedrich-Blessing 


1958 


Seagram Building, New York. 1958 


1953-1958: 13. A Convention Hall for Chica- 
go’s South Side. The roof is a great steel truss 
based on a modular cube 30 by 30 ft and 30 
ft high. It will span 720 ft without interior 
columns, and will be 112 ft above the conven- 
tion floor. The four walls act as flat trusses. 
As yet unbuilt, it is called by Arthur Drexler 
“the most monumental image twentieth cen- 
tury architecture has yet produced.” 14. The 
main floor of the Architecture and Design 
Building for I.I.T. consists of a great undif- 
ferentiated space 120 by 210 ft enclosed by a 
roof hung from deep steel girders supported 
by exterior steel columns. The floor itself is 
supported by a regular bay system in the 
basement. This building does not function 
well for its present purpose either on the 
main floor occupied by architectural students 
or in the basement occupied by design stu- 
dents, but this was not Mies’ chief concern. 
More interested in the construction of clear 
spans at a large scale than in relatively tem- 
porary functional arrangements, Mies designs 
a universal space within which specific use 
may change with time. 15. Cullinan Hall ex- 
hibits Mies’ infrequent use of a curved ele- 
ment. Two earlier projects have curving 
facades; a design of 1933 for the Reichsbank, 
and another of 1937 for an administration 
building for the silk industry. 16. While 
America offered Mies the opportunity to re- 
alize his conceptions and to build on a far 
larger scale than he had in his European ca- 
reer, until the Seagram building there were 
no American works which allowed his master- 
ful handling of fine materials and _ skilled 
craftsmanship to come into play. Until Sea- 
gram there was no chance for the elegance 
of the Barcelona Pavilion or the Tugendhat 
house. The Seagram building embodies this 
and every other strength of Mies; in it each 
effort in a long career is fulfilled. 


All statements by Philip Johnson are from his book 
Mies van der Rohe. The Museum of Modern Art, New 
York. Second edition, revised: copyright 1953. Arthur 
Drexler’s statment was excerpted from Ludwig Mies 
van der Rohe by Arthur Drexler. George Braziller, Inc. 
New York, 1960 
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Mies van der Rohe 


Redevelopment Program for Detroit 


NAME: Lafayette Park 
LOCATION: Detroit, Michigan 


OWNER: Estate of Herbert Greenwald and Samuel Katzin 


ARCHITECT: Mies van der Rohe 


STRUCTURAL ENGINEER: Frank Kornacker 


MECHANICAL ENGINEER: William Goodman 


Hedrich-Blessing 


170 ARCHITECTURAL RECORD April 1960 


The finished twenty-story apartment building, called 
Pavilion Apartments, is the first of six high-rise 
buildings which are planned for a 78-acre site in 
metropolitan Detroit a few blocks from the Detroit 
River. This structure is actually a standard design 
planned to be repeated in the Detroit redevelopment, 
and already erected twice as part of a redevelopment 
program in Newark (see pages 174-177). The struc- 
tural module is identical in both the Detroit and 
Newark buildings and basic structural computations 
served both; the only marked difference occurs in 
each curtain wall. At Detroit each bay is divided in 
two, at Newark in four. Since the Detroit building 
is centrally heated and cooled, unlike the Newark 
buildings which have unit air conditioners, it has no 
air intake grilles on the facades. 

The site provides 4.16 acres for shopping facilities 
and 18.23 acres for a park and new school. The esti- 
mated total construction cost is $35,000,000. 


Twenty story apartment is the first of six to be com- 
pleted. There will be twenty-five low-rise structures 
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“Today the factor of economy makes rationalization 
and standardization imperative for rental housing.” 
MIES VAN DER ROHE from Bau and Wohnung, 1927 
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The low-rise structures are carefully related in space 
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Two story low-rise plans 


Model of complete redevelopment 


GROUND FLOOR 


High-rise plans 


Landscaping will improve front yards 





Mies van der Rohe 


Hube Henry, 
Hedrich-Blessing 


Model of complete redevelopment of 30-acre site. The two 
parallel slabs in the foreground are called Pavilion Apart- 
ments and are nearly finished. The large building at the rear 
known as Colonnade Apartments is scheduled for completion 
a little later. The remaining buildings have not been started. 
Estimated cost of the development is $20,000,000. 


Redevelopment Program for Newark 


Apartments structurally identical to 
high-rise unit in Detroit redevelopment 


NAME: Colonnade Park 
LOCATION: Newark, New Jersey 


OWNER: Estate of Herbert Greenwald 
and Financial General Corporation 


ARCHITECT: Mies van der Rohe 


STRUCTURAL ENGINEERS: Frank Kornacker 
and Robert Rosenwasser 
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MECHANICAL ENGINEER: William Goodman 
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Plans for Pavilion Apartments. Compare with Detroit high-rise plans on page 
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One of twenty floors in Colonnade Apartments 


Colonnade Apartments will include three bedroom units renting for $248 to $267 per month 
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Plans for Pavilion Apartments. Compare with Detroit high-rise 


ir 4 
R= sI 


CITE EEE eee Lit 


Scacaled 


One of twenty floors in Colonnade Apartments 


Colonnade Apartments will include three bedroom units renting for $248 to $267 per month 
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Bill Engdahl, Hedrich-Blessing 


OWNER: Bacardi Y Compania, S.A. 
LOCATION: Mexico D.F., Mexico 
ARCHITECT: Mies van der Rohe 


STRUCTURAL, MECHANICAL AND ELECTRICAL ENGINEERS: Saenz-Cancio-Martin-Gutierrez 


Under construction in Mexico City, this is Mies’ 
second commission for Bacardi. An administration 
building designed in 1958 to be built in Havana has 
not been started. Almost like a segment of the Sea- 
gram Building, this somber, restrained conception 
will be carried out in painted steel. 


Model showing relation of office structure to plant 





MIES VAN DER ROHE: 
1950 address to Illinois Institute of Technology 


Technology is rooted in the past. It dominates the present and 
tends into the future. Itis a real historical movement—one of 


the great movements which shape and represent their epoch. It 


can be compared only with the classic discovery of man as a per- 
son, the Roman will to power, and the religious movement of the 
Middle Ages. Technology is far more than a method, it is a world 
in itself. As a method it is superior in almost every respect. But 
only where it is left to itself as in gigantic structures of engineer- 
ing, there technology reveals its true nature. There it is evident 
that it is not only a useful means, that it is something, something 
in itself, something that has a meaning and a powerful form— 
so powerful in fact, that it is not easy to name it. Is that still 
technology or is it architecture? And that may be the reason 
why some people are convinced that architecture will be outmoded 
and replaced by technology. Such a conviction is not based on clear 
thinking. The opposite happens. Wherever technology reaches its 
real fulfillment, it transcends into architecture. It is true that 
architecture depends on facts, but its real field of activity is in 
the realm of significance. I hope you will understand that archi- 
tecture has nothing to do with the inventions of forms. It is not 
a playground for children, young or old. Architecture is the real 
battleground of the spirit. Architecture wrote the history of the 
epochs and gave them their names. Architecture depends on its 
time. It is the crystallization of its inner structure, the slow un- 
folding of its form. That is the reason why technology and archi- 
tecture are so closely related. Our real hope is that they grow 
together, that someday the one will be expression of the other. 
Only then will we have an architecture worthy of its name: Archi- 
tecture as a true symbol of our time. 
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“Architects as artists 
are essentially non-verbal. . . 


as business men, as verbal 


as Madison Avenue hucksters. 


Illustrations by Walker Cain 


“THE WELLSPRINGS OF DESIGN” 


by John A. Kouwenhoven* 


As I began to work on this address, I remembered 
something which a very great teacher said to us 
many years ago when I was a graduate student. The 
teacher was Mark Van Doren—himself a distinguish- 
ed poet—lecturing on epic poetry. He had the great 
teacher’s gift of saying things parenthetically, in the 
midst of something else he was saying, which did 
not interrupt the main thread of his discourse but 
which later grew and developed in fascinating pro- 
fusion—as if the enclosing parentheses formed a 
sort of pot in which the planted idea could germinate 
while the lecture went on, and in which you could 
take it away afterwards, if you wanted to, and watch 
it grow. 

The particular parenthetical remark I remem- 
bered in connection with this conference was this: 
“Of course poetry is not inspired by life, but by 
other poetry. It is not the girl you are in love with 
who inspires you to write a sonnet, but some sonnet 
which you have read about some other girl.” 

I remember being horrified by that remark, be- 
cause I had just written a sonnet about a girl and 


*Dr. Kouwenhoven is professor of English at Barnard College, Columbia 
University, and was formerly associate editor of Harper’s magazine. He 
is the author of Made in America and numerous articles published in this 
country and abroad. This paper was the concluding address at the First 
Pacific Rim Conference, sponsored by the California Council, A.I.A., and 
held in Honohulu, October 8-14, 1959. 


I wanted very much to believe that it was a direct 
response to her. Some years later, however, I ran 
across that sonnet among some discarded trophies 
of the past, and I ruefully discovered that there 
was no trace of the flesh and blood girl in it, though 
there were some painfully evident traces of one of 
the limper sonnets of John Keats. 

The bearing of all this on “The Wellsprings of 
Design” is, I hope, obvious. To a considerable ex- 
tent, what Mark Van Doren said is true not only 
of poetry but of all the arts. It is probably not a 
landscape, but a painting of a landscape, which 
drives the incipient painter to canvas and brush. 
And to an extent which each of you can judge bet- 
ter than I, it is architecture itself and not the emo- 
tional and physical realities of people’s work and 
play and worship which inspires the architect. 

In a sense it is true, is it not, that the architect 
as creative artist (the architect, that is to say, as 
distinguished from the builder and engineer) finds 
the wellsprings of design less in the physical, so- 
cial, and cultural realities of his environment than 
in the work of his fellow architects, the living and 
the dead? He may like to talk about the way his 
buildings grow organically out of the nature of his 
materials and the site, or out of the functions they 


ARCHITECTURAL RECORD April 1960 181 





“The Wellsprings of Design’”’ 


accommodate; or he may become eloquent about the 
way they are designed to express democratic ideals 
or serve democratic ends. But those of us who make 
a habit of reading what architects and designers 
say about their own work have learned not to ex- 
pect much correspondence between the things they 
assert in stone or steel or wood, and the things they 
assert in words. Architects as artists are essentially 
non-verbal; as business men or salesmen, they are 
frequently as verbal as Madison Avenue hucksters 
or college professors, but what they say as business 
men need not (and seldom does) have much to do 
with what they do as artists. 

If he puts his mind to it, an architect can make 
an excellent verbal case for a pseudo-Greek temple 
as a functional structure to house a bank, or for a 
glass box as an honest, democratic solution to the 
problems of sheltering the intimacy of suburban 
family life. But one suspects that the bank owes 
more to the Parthenon than to the process of cash- 
ing checks and storing securities, and that the house 
owes more to Gropius than to the needs and aspira- 
tions of the family who will inhabit it. 

I do not wish to be misunderstood. I am not em- 
ploying the easy trick of ridiculing the disparity 
between avowed intention and actual achievement. 
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. one suspects that the bank 
owes more to the Parthenon 
than to the process of 


cashing checks. . 


On the contrary, I am trying to interest you in the 
probability that in large measure the wellsprings of 
architectural design are in the buildings your prede- 
cessors (and you yourselves) have built in the past. 
To the extent that the architect combines in his 
own person the builder and the engineer, as well 
as the artist (to the extent, in other words, that 
he exemplifies Alberti’s renaissance ideal of an ar- 
chitect, and has avoided the spurious contemporary 
illusion that the specialization so essential to sci- 
ence must also be a good thing for art)—to that 
extent he will of course respond directly to the life 
about him. But the architect as artist is responsive, 
I think, to architecture and not primarily to life. 
Some of you will already have asked (as I did 
when I first heard Van Doren’s remark) how, if art- 
ists are inspired by art rather than by life, art ever 
got started. Obviously someone must at some point 
have produced a painting in direct response to a 
human figure or a natural landscape, because at 
some point there can have been no other paintings 
to prompt him. There must have been a first house, 
a first temple, a first pyramid, designed (or im- 
provised, if you prefer—though the terms are more 
nearly synonymous than we usually admit) as a di- 
rect response to physical factors, and to such basic 





social needs as those for shelter, for worship, or for 
the assurance of immortality. The forms which have 
been developed and refined, echoed and re-echoed in 
our various architectural traditions, obviously had 
their origins in primordial responses to physical, 
social and cultural realities, unhelped and unhin- 
dered by earlier formal solutions. 

Once a formal solution has been found, of course, 
it tends to be repeated; and the better the solution 
is, the more often it will recur in subsequent build- 
ings. In architecture, as in the other arts, it is with 
forms which have been developed over a long period 
by many craftsmen that the creative artist works. 
It is these traditional forms which provide him with 
the vehicle for his perceptions. They serve him, as 
the conventions of ballet serve the dancer, and be- 
come in effect the conventional costume he puts on 
while dancing his own dance. A ballerina wearing 
the standard frilled tutw and moving in a tradi- 
tional pas de deux is a good deal freer to express 
her unique vision than one wearing a polo coat. 

I am sure there must be an architectural equiva- 
lent to what the poet Robert Frost said about the 
exigencies of traditional verse forms. As Frost put 
it, writing poetry without rhyme or meter is like 
playing tennis with the net down. 

Frost’s remark is especially useful in our context 
because it permits us to ask whether there are not 
other nets than traditional English rhyme and 
meter which may put zest into the game of poetry. 
And of course, a number of poets, including such 
diverse figures as Walt Whitman, greatest of Amer- 
ican poets, and the Japanese haikku writers from 
Matsuo Basho to Masaoka Shiki, played the game 
with nets very unlike the traditional net of English 
verse and very unlike each other’s. 

There are people who argue that it is one thing 
for a Japanese poet, who belongs after all to a dif- 
ferent culture, to use a net unlike the one we are 
used to, but quite another thing for Whitman (and 
his successors) to do so. Whitman seems to them, 
as it were, a traitor to his class, willfully seeking 
a flatulent originality. The literary argument 
roughly parallels the architectural one which 
has been employed in a recent American book de- 
nouncing modern architecture in all its manifesta- 
tions, on the ground that it has merely seceded from 
tradition in a fruitless effort to be original. The 
author passionately recommends instead a new 
courthouse for San Francisco in what is called “the 
high classical manner,” with ‘“rusticated arched 
entrances, marked keystones, gold lanterns, and 
statues in profusion,” all designed by a man identi- 
fied as (and I quote) ‘an interested amateur who 
resides in Berkeley, across the bay.” 


In a sense the argument is sound. If we assume 
that the American or Mexican or Australian or 
Japanese world we live in is the same world whose 
“life” originally inspired the forms which were re- 
fined and developed by the great artists of the past, 
there is indeed no excuse for an urgent search for 
new or significant forms. The artist will employ the 
forms indigenous to his culture, as Milton and 
Wordsworth employed the sonnet form, not fretting 
at their “narrow gloom” but rejoicing in the know]- 
edge that he has at his command vehicles relevant 
to the experience of his fellow men, in which he 
can express his own personal vision of life’s abid- 
ing charm, or horror, or wonder (for all three, I am 
afraid, abide). As long as there is a basic conti- 
nuity in the culture, the traditional forms retain a 
valid relation to the vital forces in contemporary 
life. Modifications will, of course, be necessary as 
time brings gradual change. But there is no danger 
that artistic conservatism will resist them effec- 
tively. Society has plenty of built-in devices to in- 
duce even the most recalcitrant architect to adapt 
his work in some measure to contemporary reality 
—one of the most effective, the client’s bank roll. 

But what if the world we live in—in Japan, or 
New Zealand or California—is not a mere evolution- 
ary modification of the cultures which dominated 
these worlds a thousand years ago? What if it is 
something new under the sun, so transfigured by 
unprecedented influences that it is in effect a new 
ethnical epoch? We frequently say that the society 
in which we now live is a society founded upon and 
shaped by technology and its handmaiden science. 
To the extent that it is so, it is a society which puts 
a premium upon adaptability, mobility, and a will- 
ingness to forego the security of fixed status and 
dogmatic absolutes. For technology and science al- 
ways and everywhere make for change. They are 
not, as we sometimes think them, mere physical 
things like machines and test-tubes. They are modes 
of skilled behavior, processes by which we change 
our environment and thereby change ourselves. As 
such, they are the ineluctable enemies of all the 
static features of society as men knew it in the past 
—the enemies of all varieties of vested interest, of 
all the habitual and ceremonial aspects of institu- 
tions, of all fixed systems of dogma. 

Just here, I would like to suggest that we make a 
distinction between an ‘“urban-industrial’’ society 
and a society based upon technology and science. 
They are not quite the same thing. As an analytical, 
descriptive term in sociology, “urban-industrial” no 
doubt describes our kind of society very well. But 
it does not specify the basic forces, the driving ener- 
gies which are shaping the society. Rather, it is a 
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implicit assumption that whatever is wrong about 
our new world can be cured by reviving values 


inherited from a reputedly happier time . 


broad, general term which includes not only those 
forces but also the vast remnants of social institu- 
tions we inherit from a period when technology 


and science had not begun to shape man’s needs. 

It is frequently said, for example, that ours is an 
acquisitive society, as well as a mechanized one 
as if “acquisitive” and ‘‘mechanized” were merely 
different names for essentially the same thing, or 


as if a society which was mechanized was ipso facto 
acquisitive. But those of you who remember Veb- 
len’s classic distinction between the acquisitive mo- 
tives and the motives of production and service 
will have already detected the irony of such verbal 
juggling. For mechanization and acquisitiveness 
have nothing in common, and the values of a society 
based upon technology and science are profoundly 
at odds with those of an acquisitive society. An 
urban-industrial society may be acquisitive. Indeed, 
it will be, if its social institutions perpetuate the ac- 
quisitive motives which dominated most earlier so- 
cieties. But such a society is not a society shaped 
primarily by technology and science. 

We would do well, I think, to hold in our minds, 
as we return to our various countries after this 
conference, the question of how much or how little 
the life of contemporary Japan or New Zealand or 
America, or wherever, is really shaped by science 
and technology, and how much it is merely the same 
old wine in a new bottle—a little flatter, with a little 
more sediment, but still something we can identify 
by means of the old labels. 

There have been times, during the past century 
or so, when many people, in England and America 
at least, talked as if they were convinced that tech- 
nology and science really had made fundamental 
changes in man’s relation to the natural world about 
him, to his fellow men, and to God. But it is charac- 
teristic of the persistence of our mental and emo- 
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tional habits that—even in the face of some fairly 
impressive evidence that the changes were indeed 
fundamental—people in general have not acted as 
if they believed it, and have more or less refused 
to listen when anybody made a strong argument to 
support it. In the United States, at the turn of the 
century, the great engineer and bridge builder, 
George S. Morison, wrote a moving and most im- 
pressive book arguing that the discovery of ways to 
manufacture power had brought mankind into a 
new ethnical epoch, and that the change would be 
far greater in its influence during the next two or 
three centuries than any brought about by earlier 
advances such as the use of fire, the domestication 
of animals, or the invention of written alphabets. 
Morison’s book is the most plain-spoken, the most 
thoughtfully prophetic book I have read upon the 
subject; yet no historian of our culture, no study of 
the history of ideas, has reckoned with it so far as I 
am aware. 

Morison, writing in 1898 (more than sixty years 
ago) foresaw that the manufacture of power made 
possible by science and technology, would bring al- 
most inconceivable changes not only in material 
ways but also in man’s social and intellectual life. 
Let me quote a brief passage: 


The manufacture of power has separated 
power from the mind which must manage it; it calls 
for intelligent design and direction of the multitude 
of works which it has rendered possible; it has 
equipped our generation with tools for study and 
investigation as well as for mechanical work. The 
new epoch will alter the relations between the pro- 
fessions, business, and trades; it will readjust the 
duties of government and the relations of one gov- 
ernment to another; it will change our system of 
education. 





“the house . owes more to Gropius 
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than to the needs and aspirations 
of the family 


The new epoch differs from all preceding 
epochs, in that while they represented successive 
periods of progress, different races existed simul- 
taneously in every period of advancement, whereas 
the new epoch must from its very nature soon be- 
come universal .. . It brings all races together, and 
must in time remove all differences in capacity. 


This quoted passage deals in generalizations; but 
Morison’s book is specific. Referring to architecture, 
for example, he notes that the manufacture of 
power “has made the demands of the new epoch so 
different from those of the old that nearly every- 
thing which has to be used must be built anew.” 
In the new epoch, he said, “architecture, which as a 
fine art would consign itself to the museum, and 
which sometimes, following the rapid changes of 
fashion, seems to differ from millinery chiefly in the 
want of a beautiful object on which to place its 
novelties, will find its highest development in cor- 
rect construction.” 

One would have thought that in the days when 
the Bauhaus influence was in its ascendancy, archi- 
tectural theorists would have rediscovered Mori- 
son’s book, and perhaps even given some attention 
to the house he designed and built in Peterboro, 
New Hampshire. But they did not, and I suspect 
that the reason is that he was too blunt in his in- 
sistence that the new epoch is really new. We all 
talk wistfully at times about “fa new heaven and a 
new earth,” and to generations of men “the new 
world” has seemed, at moments at least, to be a 
social and cultural possibility as well as a geo- 
graphical reality. But the new is_ unfamiliar, 
and unfamiliarity as well as familiarity breeds con- 
tempt. When we move into our new glass box we 
are likely to take grandmother’s rocker and some- 
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body else’s grandfather’s cobbler’s bench along with 
us, and the carport is likely to be inhabited by an 
imported car which at least looks as if it were hand- 
crafted in the old Locomobile tradition. 

I suppose that our basic dislike and distrust of 
the new epoch and the emergent forms appropriate 
to it is the result of two facts: first, that as Mori- 
son foresaw, it has opened as an era of destruction. 
He understood that the new epoch would “from its 
very nature destroy many of the conditions which 
give most interest to the history of the past, and 
many of the traditions which people hold most 
dear.”’ Looking back from our moment in time, we 
can see that he was right in prophesying that there 
would be, for perhaps a century or more, “great 
destruction of old buildings, old boundaries, and old 
monuments, and furthermore of customs and ideas, 
systems of thought and methods of education.’ And 
destruction is sad—so sad that, like death, it some- 
times appears to us to be tragic. 

The destruction has come, and will continue, not, 
Morison said, because the things which are de- 
stroyed are in themselves bad, but “‘because however 
good and useful they may have been in the past, 
they are not adapted to fulfill the requirements of 
the new epoch.”’ The danger is that the destructive 
changes will come so fast that the new develop- 
ments, appropriate to the new world, do not come 
fast enough to fill the gap between them. And of 
course such developments (in architecture, educa- 
tion, or whatever) will not come fast enough if, each 
time that we are frightened by some destructive 
change, we decide that change itself is bad and 
that we must therefore renounce all attempts at 
new solutions and go back, as the phrase is, to “the 
high classical manner,” or the theology of Aquinas, 
or the politics of Aristotle, or whatever the “un- 
changing verity” in our neck of the woods may be. 
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For people in general these days, in the western 
world at least, there is an implicit assumption that 
whatever is wrong or distressing about our new 
world of technology and science can be cured—or 
at least ameliorated—by reviving or adapting the 
values we inherit from a reputedly happier time 
(before the discovery of ways to manufacture 
power) when society was based upon agriculture 
and handicraft commerce. We speak of science and 
technology as either essentially inhuman and evil 
(witness Charlie Chaplin’s version of the assembly 
line), or at best merely neutral (as when we say 
that atomic energy is neither good nor bad in it- 
self; it’s what the politicians, the generals, or the 
doctors do with it that matters). Either way, sci- 
ence and technology look pretty scary, and we there- 
fore conclude that a society based upon them is a 
Bad Thing and we had better return to the time- 
tested values which architects like the amateur who 
resides in Berkeley across the bay, and professors 
of liberal arts like me, make it our business to pre- 
serve and cultivate. 

We speak, despairingly, about the way life has 
been mechanized, and about the contrast between 
the “unnatural” life of the modern industrial mega- 
lopolis and the “natural” life of other times and 
places. But what does it mean to say that man’s 
life in pre-industrial society was natural while ours 
is not? Is it not natural for man to make tools, and 
to power those tools with machines, and to use those 
tools to remake his environment? What is unnatural 
about being mobile? Were we not born with legs 
and endowed by nature with minds capable of con- 
- ceiving the wheel—and a motor to drive it? Is mo- 
bility on wheels less ‘natural’? than mobility on 
legs, or only less brutish and more human? 

We are told, by a distinguished humanist, that 
our mechanized, urban way of life has made us 
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writing poetry without rhyme or meter 


is like playing tennis with the net down 


“isolated, rootless atoms.” But what is unnatural 
about rootless atoms.” Could there be anything more 
unnatural than a rooted one? Is it really true that a 
man and his family who have television, a car, and 
a telephone are more “isolated” than those who 
herded sheep in Palestine two thousand years ago, 
or those who lived in 18th century English country 
houses, or the villagers on remote Pacific islands? 

Are “stable traditions” more natural than un- 
stable ones? And are the processes of nature, to 
which we like to think of being close, really stable? 
I wonder how we can think so, when at the moment 
we gather here, small earthquakes are being re- 
corded on a neighboring island at the rate of 500 
a day and the threat of a volcanic eruption seems 
to be increasing daily. I would judge that Heisen- 
berg’s “uncertainty principle,” derived from his 
research in atomic physics, is a better guide to na- 
ture’s ways than any romantic notions we may once 
have entertained about the “everlasting hills.” We 
live, the scientists tell us, in an exploding universe 
as well as in exploding metropolises. 

In short, are not all the deprecatory comparisons 
of the “natural” life of other times with the “un- 
natural” life of our urban-industrial society either 
meaningless or—worse—a sentimental refuge from 
thinking about the challenge which our society re- 
ally offers us? 

That challenge, it seems to me, is the challenge 
to look about us, with minds and senses unclouded 
by stereotyped responses, and to think and speak 
and act in unhackneyed response to what we see. 
As artists, you architects have, I think, a primary 
obligation to accept the challenge, since no art can 
survive whose practitioners are unresponsive to the 
new elements in our environment. 

It is my conviction that the society we live in 
marks—as Morison said it did—a really new epoch, 





“A ballerina wearing the standard frilled tutu... 
is a good deal freer to express her unique vision 


than one wearing a polo coat.” 


but that it is shaped not by technology and science 
alone but by a unique combination of forces, a com- 
pound of scientific technology and the spirit of 
democracy. Some years ago—more than a decade— 
I tried to suggest that these twin forces had been 
revolutionizing man’s conception of his relations to 
nature, his fellow man, and his gods, for more than 
a century. And that it is an emergent environment, 
shaped by these twin forces, whose elements the 
artists of our time must arrange (and have begun 
to arrange) in patterns and forms which will satis- 
factorily express the values and attitudes appro- 
priate to the new epoch. 

It was my contention that the early, unschooled 
attempts to create satisfying patterns out of these 
novel elements in our environment constituted a 
new kind of folk art. The folk arts we are familiar 
with are the product of groups cut off from the 
main stream of contemporary life, and they are the 
surviving remnants of traditional forms and pat- 
terns. These new “folk arts” are, on the contrary, 
the product of people directly involved with the dy- 
namic forces of contemporary life, and their forms 
and patterns have no precedent, since the environ- 
mental elements to which they give shape are quite 
literally something new. 

In order to distinguish them from the more fa- 
miliar folk arts, I labeled these the vernacular arts 
—meaning by that the unschooled, empirical at- 
tempts of ordinary people to shape the elements of 
their everyday environment in a democratic, tech- 
nological age into satisfying patterns of color, 
sound, texture, and idea. Specifically, I meant the 
books, buildings, and artifacts of all sorts whose 
forms have been shaped as a direct response to the 
new elements which democracy and_ technology 
have introduced into our environment within the 
past one hundred and fifty years. 


The buildings produced in such a vernacular tra- 
dition (as, for example, the early balloon frame 
houses of the American midwest) were often ugly. 
So it is easy for the admirers of the “high classical’’ 
manner in Court Houses to dismiss them as “mere 
inventions in the construction industry,” and to ac- 
cuse those of us who are interested in them of writ- 
ing the kind of architectural discussion which 
would consider Venetian architecture solely in terms 
of pile-driving. But this misses the point. 

The point about the balloon frame houses which 
came out of Chicago in the 1830’s and spread all 
across America in the following decades, is that 
their builders empirically discovered a form which 
took full advantage of machine-made lumber and 
machine-made nails and machine transportation 
(three elements of the technological environment 
which traditional architecture had no use for), and 
a form, furthermore, which also incorporated the 
elements of economy, speed of construction, mobil- 
ity, flexibility, and universal availability which the 
spirit of democracy fostered. And, finally, the point 
is that out of this anonymous, unrefined, form, later 
architects evolved structures which, by any valid 
standards, are architecture of a very high order in- 
deed, however unrelated they may be to the more 
massive and rigid architecture of hand-hewn beams 
and hand-hewn stone, incorporating the aristo- 
cratic and hierarchical values of order and stability. 

We could illustrate the role of the vernacular in 
evolving new forms, appropriate to the new en- 
vironment, by reference to other examples, includ- 
ing the steel frame and the concrete shell. But the 
point would be the same: that in a time of rapid 
and future-founding change, the architect who ig- 
nores the vernacular, with its unselfconscious and 
uninhibited response to the elements of a new en- 
vironment, and who submits himself too devoutly to 
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“The Wellsprings of Design’’ 


the inspiration of past architecture (his own, or 
that of others), runs a grave risk of losing fruitful 
contact with the life about him. 

The risk is compounded, I think, in our time by 
the degree to which criticism of the arts is replac- 
ing the arts themselves as the source of artistic in- 
spiration. | know that in the literary arts this is 
so, and I have the impression that just as there is 
a good deal of poetry which owes more to the critics 
than to other poetry (let alone to life), so there is 
a good deal of architecture these days which owes 
more to what the writers in architectural maga- 
zines say than it does to the esthetic realities of 
the great buildings you and your predecessors have 
built (let alone to life). It would be a pity, I think, 
if we were to have a plague of architects who are 
less excited by architecture than by writers who 
are excited about architecture. Not that I have any 
objection to writers who are excited about architec- 
ture; | am one of them. But I don’t think you should 
pay much attention to what we say. 

Architecture is what you should pay attention to, 
as Mark Van Doren’s comment implied. I would 
only urge that, in these rapidly changing times, 
you include under that head not only the master- 
pieces of the past but, more especially, the humble 
vernacular which is springing up around you, wher- 
ever you live, in direct response to the new elements 
intro- 
ducing, and at an ever-increasing pace, into the 
lives of people everywhere. Remember that critics 
always want you to imitate the great artists of the 
present and the past, but that great artists never 
imitate their equals; they imitate (and plagiarize 
from) their inferiors. If you submit to the influence 
of the critics, they will hound you into the shadow 


which democracy and technology are still 


“frightened by change 


of some imperious, if dead, perfection. But the per- 
fection embodied in the great architecture of the 
past, as in the great poetry and great music, is the 
culmination of a growth which began far back in 
the inexpert gropings of ordinary mortals. The 
forms which reached their loveliest and most mov- 
ing expression in the Gothic cathedrals of the mid- 
dle ages were evolved not from those of classical 
temples but from those of common barns and mar- 
kets, just as Beethoven’s symphonies were an elab- 
oration of formal elements which originated in folk- 
music, and just as Shakespeare’s plays were the 
culmination of a long development in the popular 
theater. We tend to forget that Shakespeare did not 
write Hamlet because he was steeped in Aeschylus 
and Sophocles, but because he found in the crude 
forms which had been evolved by generations of in- 
ferior predecessors a vehicle, relevant to his time, 
which he could adapt and refine so that it fitly con- 
veyed a vision of life which his genius made rele- 
vant to all times. 

Vernacular forms, whose elements are the ma- 
terials and processes of technology and the atti- 
tudes and interests of democracy, will continue to be 
improvised wherever technology and democracy 
make themselves felt among the peoples of the 
earth. They will, of course, be modified in each re- 
gion by physical and social actualities and by the 
local cultural heritage which goes deeply into the 
quality of what we build. But they will share the 
quality of immediate responsiveness to the driving 
energies of the new epoch. They will be crude, un- 
refined, and—if you will—ugly, more often than 
not. But the architect as artist will neglect them at 
his peril. For they are perhaps the most life-giving 
of all the wellsprings of design. 


we must go 


back to whatever the ‘unchanging verity’ 


in our neck of the woods may be . 
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Roger Sturtevant 


Morley Baer 


1959 residence (above) for Mr. and Mrs. 
Wellington Henderson, Hillsborough, Cali- 
fornia. 1933 Henderson residence (below); 
William Wilson Wurster, Architect 


1958 El Peco Ranch House (below) for 
George Pope, Madera, California. 1936 Pope 
residence (above); William Wilson Wurs- 
ter, Architect. Thomas Church, Landscape 
Architect for both these early houses 


Roger Sturtevant 


TWO HOUSES 


Wurster, Bernardi and Emmons, Architects 
Thomas Church, Landscape Architect 


These two houses, most recent of the distinguished resi- 
dences designed by this firm, are strong statements, each 
in its own way, of the same directness, simplicity and bold- 
ness which guided the early work of the firm’s founder, 
William Wilson Wurster, and have continued to be its hall- 
mark. Totally different in concept (as in requirement and 
in site), these houses nevertheless have much in common: 
both are for clients of long standing; both are large, in 
volume and area; both are characterized by the mellow cer- 
tainty of the architectural decisions which give them their 
particular, and individual, quality. 





Vorley Baer photos 


A FORMAL HOUSE IN AN INFORMAL SETTING 


lhe elegant simplicity of this house is an eloquent state- knowingly balances the formal plan and amply propor 
ment of its purpose: to achieve the stateliness of a large tioned principal rooms (where 14-ft ceilings are appro- 
and formal house in what is essentially a small house, priate to the other dimensions) against an easy infor- 
containing only the number and kind of rooms suited to mality of indoor-outdoor relationships and the casual flow 
its owners’ tastes and way of living. Set among the pines between the main rooms and the great gallery around the 
‘f an old estate on the San Francisco Peninsula, the house central glass-enclosed court with its quatre foil pool 
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Two Houses: Wurster, Bernardi and Emmons 


Exposed on one side to a golf course, the house 
needs an interior focus to provide a place for pri- 
vacy and intimacy. The court and its surrounding 
gallery are this focus, the clear glass walls extend- 
ing the sense of space into and through the court. 
The high ceiling—14 ft, as in entry, living and 
dining rooms—contributes to the stateliness that 
is so strong a part of the quality of the house. 
Fine materials also contribute to this quality, but 
the simplicity with which they are used is an in- 
fluence toward informality. Terrazzo floors, used 
in the gallery, make maintenance easy; unfinished 
teak boards in entry, dining and living rooms add 
the warmth of natural wood; ceilings are plaster 
except in the gallery where acoustical tile is used 
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William B. Gilbert, Structural Engineer; Dan- 
lel Yanow, Mechanical Engineer; Thomas 
Church, Landscape Architect; Vail Kasper, 
Decorator; Aro and Okerman, Contractors 
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A Formal House 
In An Informal Setting 


The exterior walls, of concrete and re 
sawn redwood boards, are yellow; the 
trim and roof soffit are very dark green, 
almost black. Under the towering, dark 
pines, the color of the house comes 
as a surprise, like sudden sunshine. The 
flat roof permits the use of bubble sky- 
lights over halls and interior baths. The 
columns that support the roof over the 
terrace are steel, with a slightly flared 
wood cap inserted like a cork, painted 
dark green. Landscaping by Thomas 
Church is elegantly simple as the house 





Two Houses: Wurster, Bernardi and Emmons 


A RANCH HOUSE IN[CALIFORNIA’S CENTRAL VALLEY 


This is a true Valley house, designed for the Valley’s hot 
climate and its flat land—a ranch house on the grand 
scale, providing for a luxurious sort of casual living. Its 
2-ft-thick adobe walls and wide porches insulate against 
the intense heat; the second floor living areas are high 
enough above the ground to catch the view that extends 
almost without limit across the rich fields of the Valley; 
and the two handsome stairways—the double one on the 

William B. Gilbert, Structural Engi- south, the other rising from a mound—successfully tie 
neer; Daniel Yanow, Mechanical En- the house to the land. Although it continues and frankly 
gineer; Thomas Church, Landscape recognizes the tradition of the great house on the working 
Architect; Mary Norris, Decorator; farm, this house derives from the Wurster conviction, not 
Taylor-Wheeler Assoc., Contractors. from any style, period or region. 


Roger Sturtevant photos 





The house is set felicitously in the middle of its site, central to the ranch’s operation 
which involves both agriculture and the raising of thoroughbred horses. The screened 
porch off the entry and the living room overlook the paddocks as well as the Valley. 
Openings in the adobe walls are few and small in area to afford minimum protection 
from the heat and to minimize the load on the air conditioning system, and double doors 
are used wherever there is a direct connection with the outdoors. Skylights set into 
the roof over the hearth in the living room and over the stairwell increase the daylight 
in otherwise dark areas. The roof is galvanized iron painted dark red, an effective use 
of a simple material. Since it is a working ranch, landscaping has been kept simple 
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A Ranch House 
in California’s 


Central Valley 





Two Houses: Wurster, Bernardi and Emmons 
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Two Houses: Wurster, Bernardi and Emmons 


A Ranch House in 
California’s Central Valley 


The dark and beautifully curved form 
of this great walnut stairway against 
the soft white adobe wall is the one 
feature of the large recreation room on 
the ground level. Walnut is also used 
for casework; elsewhere woodwork is 
resawn sugar pine, painted 
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Two New 

Office Buildings 
in 

San Francisco 


The 
Crown 
Zellerbach 
Building 


ASSOCIATED ARCHITECTS: 
Hertzka & Knowles 

and Skidmore, Owings 

& Merrill, San Francisco 


STRUCTURAL ENGINEER: 
H. J. Brunnier 


GENERAL CONTRACTOR: 
Haas & Haynie 


OWNER: 
New York Life 
Insurance Company 
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CROWN ZELLERBACH 


ept as noted 


Crown Zellerbach Building 






Late last year San Francisco’s new- 
est tall building, the 20-story Crown 
Zellerbach building, modestly took its 
place on the city’s skyline. But this is 
its only modesty. At street level it is 
completely open, its glass-box lobby 
a great transparent, uncluttered jew- 
el case, the serpentine-faced columns 
standing free of it. The green glass 
sheath, wrapped around the _ build- 
ing’s steel frame, is a mature—even, 
perhaps, the ultimate—expression of 
curtain wall technology. It could be a 
part of a building without end, verti- 
cally or horizontally ; but it ends, ver- 
tically, with a two-story mechanical 
and storage floor, and horizontally 
with a cantilevered half-bay.* In re- 
fined detail, luxuriously provided of- 
fice space, rich materials, emphasis 
on art, the building makes an unmis- 
takable contribution. Some contro- 
versy over it is nevertheless inevit- 
able. The vast expanse of the core 
building’s umber-colored tile surface 
and the orientation are likely topics 
for discussion. For San Francisco, 
however, the perfection of detail, the 
unexpected setting in the plaza and 
the sophistication of the lobby floor 
are an exciting introduction to mid- 
twentieth century office building de- 
sign. But questions on its design are 
inevitable. The walled garden, the 
core building, the orientation, are 
subjects for hindsight judgments. 
Meantime, the city can enjoy a new 
open space as it learns to know its 
first true curtain wall building. 


4ll Crown Zellerbach photos by Morley Baer, ex« 


*Technical details appear in ARCHITECTURAL RECORD, 
April 1959. 


Two New Buildings in San Francisco 





PLAZA: The sunken landscaped plaza is 
Crown Zellerbach’s gift to San Francisco, 
particularly welcome in the crowded busi- 
ness district. Almost two-thirds of its area 
is open space, designed for public enjoy- 
ment, both at ground level and from above; 
the rest is shared by American Trust Com- 
pany’s gay round branch bank (Skidmore, 
Owings & Merrill, architects). While the 
plaza is flat, the streets around it have re- 
tained their original grade; the result is a 
series of levels and a variety of transitions 
between. Very heavy steel columns from 
garden to second floor allow open lobby level 


AUTO SERVICE 


© ‘ 


PARKING 


STORAGE 


BASEMENT: Below plaza level are two 
floors, almost as extensive as the site itself, 
for garage and service space. Use of an 8-ft 
reinforced concrete mat on bearing stratum 
(45 ft below grade) justified these floors. 
A new street was cut through the apex of 
the triangular site for access to garage 
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Crown Zellerbach Building 


LOBBY LEVEL: The open lobby level, made 
possible by the massive steel columns which 
frame the building and the separate core 
which contains elevators and other services, 
is undoubtedly the building’s most dramatic 
feature. The particular kind of sophistica- 
tion which it brings to San Francisco is 
tempered, unexpectedly, by the warmth of 
certain details: the natural teak rail around 
the open deck and the modeling of the 
travertine balusters on which it rests; the 
travertine floor; the plastic form of the 
bridge from Bush Street to the deck; the 
rich but very simple luminescent ceiling of 
the lobby with its hundreds of plexiglass 
dowels protruding from a polished brass 
panel and acting as conductors of light from 
the fluorescent fixtures in the plenum above. 
Marcello Mascherini’s ‘Woman in Bronze” 
is one of four works commissioned for the 
building; David Tolerton’s fountain in the 
plaza and Mark Adams’ mural in the cafe- 
teria and Emil Nouman’s horse are others 





Two New Buildings in San Francisco 


Jon Brenneis 
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SECOND FLOOR: Cafeteria and kitchen facilities take up 
most of the second floor; a large meeting room at the build- 
ing’s west end can be subdivided by folding doors for use 
by smaller groups. This is one of two floors on which modular 
services are not included; atypical, too, is its concrete floor 
required for utility lines 
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A: Telephone terminal cabinet. B: Filler panel 
to mullion. C: Convector. D: Standard modular 
demountable partition 


TYPICAL FLOOR: Crown Zellerbach’s 
generous 5 ft 6 in. module, the most basic 
design factor in the building’s concept, was 
chosen to satisfy the two primary space 
requirements, for partitioned executive office 
space and for completely open secretarial 
pool space. This is an elegant as well as a 
generous module, furnished with all services 

light, telephone and air conditioning—so 
that partitioning can take place anywhere 
on the module lines or not at all. With all 
columns ranged along two sides of the build- 
ing, interior space on all floors is clear. Heat 
absorbing green glass runs from ceiling to 
floor; the air conditioning unit, continuous 
on the perimeter, acts as a barrier to con- 


tact with the glass wall. On sunny days the 


south side offices need curtains because of 
sun glare. When curtains on all floors are 
drawn, the building has a completely differ- 
ent aspect—the dark green spandrels are 
set off by wide bands of white. Orientation 
of the core toward Market Street and the 
south cuts heat and glare from a part of 
the building. Although Crown Zellerbach 
now occupies about half the building’s space, 
it will take over the rest eventually 





Two New Buildings in San Francisco 


Crown Zellerbach Building 


EXECUTIVE OFFICES: The eighteenth 
floor is another atypical floor; the flexibility 
of the lower floors is not needed here be- 
cause its uses are fixed and so are its office 
partitions. The executive offices for the 
company are located on this floor from 
which there are superb views of the Bay and 
the hills of the city. Offices all open onto a 
central reception area, a wide and hand- 
some space which runs the length of the 
building and is the circulation for this floor. 
Secretaries’ stations are located outside the 
various offices. The walls are of sand-fin- 
ished plaster or of walnut veneer paneling. 
Ceilings are acoustical plaster with recessed 
down lights. Office files and other equipment 
are either in cupboards behind the wood 
paneling or set flush in the wall. Emil Nor- 
man’s hollow wood horse stands on a tra- 
vertine pedestal at the entrance to this 
reception area, backed by the travertine par- 
tition of the front reception room. Paintings 
on reception area walls and in offices are 
rented and change from time to time 
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except as noted 


photos by Roger Sturtevant, 


All John Hancock 


Although the arches at its base are the 
building’s most striking street-level feature, 
the great gray solid rectangle, alike on all 
sides, that rises above the second floor is 
its most imposing aspect. The lightweight 
concrete bearing walls—half solid, half 
glass—are faced with dark gray polished 
granite, laid like cleats to make a subtle pat- 
tern on the surface and break the reflec- 
tions of other buildings. The gray glass 
panels of the fixed windows, set in bronze 
frames, cover only half the wall area and 
rhythmically indicate the module—5 ft 1 in. 

of this building’s design. On the ground 
floor is commercial space for rent; on the 
second floor are the company’s regional 
executive offices; the remaining floors (ex- 
cept for the fifteenth which has mechanical 
equipment) are for office rental 
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Two New Buildings in San Francisco 


John Hancock Western Home Office 


ARCHITECTS: 
Skidmore, Owings & 
Merrill, San Francisco 


LANDSCAPE ARCHITECT: 
Lawrence Halprin 


CONTRACTORS: 
Cahill Brothers, Inc. 


OWNERS: 
John Hancock Mutual 
Life Insurance Company 


* Technical details of the design of 
the Hancock building appeared in 
ARCHITECTURAL Recorp, April 1959 


Morley Baer 


JOHN HANCOCK 


The conservativism which the sober elegance of the new Hancock building 
implies has nothing to do with it as architecture. For although its concept 
is structurally traditional, this building is architecturally radical.* Within 
a known design approach—the bearing wall with holes punched in it is 
no twentieth century invention—it is a classic statement; its importance, 
however, is not that it achieves a notable effect within this approach but 
that it boldly proposes re-examination of this esthetic for forgotten or un- 
suspected principles. Whether consciously so designed or not, the Hancock 
building inevitably recalls the early skyscraper concept derived from the 
column; base, shaft, and cap. This building begins, continues and ends; its 
clear, precise architectural expression of these concepts is stated not only 
in the form given to each element but in the choice of materials for them: 
natural concrete for the haunched arches at the base and the flat plane of 
the parapet at the top, and highly polished dark gray granite for the 12 
floors between. The arches at second floor level, through which are trans- 
ferred to the columns below the loads from the exterior walls, make possible 
the openness of the company’s executive offices. On this floor the 17-ft ceil- 
ing, formed by suspended vaults, echoes the arches outside. These vaulted 
forms, suspended from the flat structural surface above, do not deny their 
nature since they stop short of all main supports; but, like the balcony which 
runs around two sides of the building, cutting the line of the columns and 
the modest entrance, they will inevitably evoke discussion. 
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John Hancock Building 


The haunched arches transfer the loads 
from the exterior bearing walls to the set- 
back columns at first-floor level. Their sculp- 
tural form, derived with strict honesty of 
purpose and means from the structural re- 
quirement, is responsible for the building’s 
unique design expression. Along the build- 
ing line, the recessed columns widen the 
sidewalk and set the building off even at 
that level; basically, however, this is a 
tightly conceived building on a _ restricted 
site. Setting the building back on the east 
and south sides at the second floor not only 
meets fire code requirements but surrounds 
it with light and air and makes possible the 
landscaped outdoor areas at the second floor 
level. Seen from either direction on Cali- 
fornia Street, the building’s strong  indi- 
viduality is pleasantly assertive 





Image of the Architect IN PRACTICE 


ORGANIZATION FOR EFFICIENT PRACTICE 


a 
Eggers and Higgins 


Architects 


Right, above: Early organization 
chart developed by the firm. 
Right, below: Chart in use dur- 
ing the years from 1951 until 
the current circular chart (page 
209) has been developed 


For some months now, ARCHITECTURAL RECORD has been examining 
the role of the architect in our time. So far, the major concern has been 
with the Image of the Architect. In March, a new phase began with 
the publication of a number of letters from architects; in these, each 
told about his own approach to the realities of current practice. This 
month, the new phase continues by means of a study of the methods of 
organization now being used by one large firm to meet the demands of 
today. In succeeding months, methods of other firms will be presented. 
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Immediately after commissioning, a form similar 
to that above is prepared for each project and 
circulated within the firm. As may be noted, only 
the most important information is included. Post- 
ing on the bulletin boards assures that every em- 
ploye, regardless of his position, is kept in- 
formed. The form typical of the 
continuing index maintained on all projects 


below IS 


“The architect must be an astute businessman as 
well as a sensitive artist.”” This is the opening sen- 
tence on the first page of the Eggers and Higgins 
brochure. In order to accomplish these goals, the firm 
has set up methods for efficiently handling its inter- 
nal affairs. Through organization for the business of 
architecture, the firm is able to devote more time to 
its art and science. 

In a small office, the principal often assumes all of 
the responsibility for all jobs. He may retain all of 
the authority. In a larger office, for example one 
with two partners, each partner may assume a part 
of the overall responsibility and authority, yet each 


may be able to keep himself informed about most of 


the details of all projects. Decisions are relatively 
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easy since only the two principals are directly con- 
cerned in them. This is the position the firm of Eg- 
gers and Higgins was in at the end of World War II. 

After the war, the firm experienced a period of 
rapid growth. In 1953, the principals decided that 
further growth without lowering the standard of 
their services was impossible, unless the firm had a 
sufficient number of principals to offer every client 
personal attention by a firm member. In order to ac- 
complish this, Eggers and Higgins changed in that 
year from a dual to a multiple partnership. Today, 
the firm has nine partners and eight associates. It 
has more than 250 employes and has executed over 
1000 commissions. 

The growth of the firm was inevitably accom- 
panied by organizational and production problems. 
The solution to these problems has been the develop- 
ment of production methods based on workable con- 
trols. The status of the firm’s organizational think- 
ing before 1951 is indicated in the smaller chart on 
the preceding page. David L. Eggers, then chief of 
production developed the larger chart in 1951. After 
11 years with the firm as draftsman, designer, pro- 
ject manager, and construction supervisor, Gustave 
R. Keane was given the job, in 1956, of further de- 
veloping the production system. He was given au- 
thority equal to his responsibility. From study at 
that time and through continuing re-examination 
and revision the present system has evolved. 

The foundation of the production system is the 
policy formulated by the principals. Authority is 
delegated by the principals to individuals for par- 
ticular jobs. To supplement the general policy, job 
descriptions have been prepared. These designate 
the duties, responsibilities, and authority of all posi- 
tions in the firm. The key to all of this is the Cir- 
cular Wall Chart. 

In the Circular Wall Chart, the major lines of re- 
sponsibility and authority are indicated. Relation- 
ships between various functions are defined. As may 
be seen, one principal, Bradford N. Clark, acts as the 
administrative partner. He has direct charge of the 
business affairs of the firm. Through him, policy mat- 
ters are channeled to the production administrator. 
Another principal acts as chief of construction. 
Other principals act as administrative officers for 
projects. To them are assigned the permanent per- 
sonnel required for the work. This team is supple- 
mented, as necessary, by specialists on the staff or 
from outside the firm as circumstances warrant. 

By the use of the production system, the Circular 
Chart and other forms, the firm has been able to 
virtually eliminate overlapping of responsibility and 
authority between individual jobs. There are fewer 
misunderstandings. The firm’s capacity for new 
work, the availability of personnel and their capa- 
bilities, and projected future requirements may now 
be accurately determined. Continuing project re- 
sponsibility is centered within small work groups, 
yet specialists are available when needed. 
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This chart is the heart of the system. In actual use, it is in the form of a large wall 
chart, equipped with metal card holders. Into these, the names and numbers of 
projects and of the people working on each, are inserted. The chart is kept current. 
In general, it works this way: the principals (center) determine policy. Design policy 
is translated through individual principals (inner ring) in charge of particular projects. 
These are indicated in the next ring. A designer, project manager, and construction 
supervisor (their names are on cards in the appropriate rings) are assigned to each job. 
The outer ring is symbolical only; draftsmen are listed in other records. Production 
policy, initiated by the principals, is translated through production administrator 
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THE PRODUCTION ADMINISTRATOR 


The roles of the production administrator are many 
and diverse. He is directly responsible for the coor- 
dination of all of the technical or production opera- 
tions of the firm. In practice, this means that he is 
the person who schedules production and is respon- 
sible for maintaining the schedules. He assigns pro- 
ject managers and other personnel to individual 
projects. 

The production administrator works with depart- 
ment heads to insure smooth communications be- 
tween various departments. He prepares the produc- 
tion reports on the status of projects and makes 
estimates of production costs for unusual projects. 
When a question of the efficiency of production of a 
particular project arises, the production administra- 
tor makes a project analysis and has the responsi- 
bility for following through on his recommendations 
for correction. 

Hiring and discharge of technical personnel is the 
responsibility of the production administrator. He 
also reviews the performance of personnel semi- 
annually and makes recommendations for raises and 
bonuses ordinarily granted at these times. 

In addition to his administrative responsibilities 
directly related to the daily problems of production, 
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the production administrator has important tech- 
nical duties to perform. He initiates research on new 
materials, methods, and systems. Information on the 
latest developments in building technology are as- 
sembled and distributed to key personnel by his of- 
fice. Investigation of material or system failures are 
made and information distributed on methods of 
avoiding recurrences. The production administrator 
initiates the writing of guide specifications and ap- 
proves them for office use. 

Several miscellaneous functions are performed by 
the production administrator. Among these are ne- 
gotiations with labor unions, consulting engineers, 
and other consultants. Other duties include serving 
on A.I.A., B.R.I., and Building Congress technical 
committees. 

The production administrator is charged with the 
development of new ideas and revision of older pro- 
cedures to meet changing demands. These include a 
cost control system, methods for sub-contractors ap- 
provals, a system for obtaining approval of public 
agencies for hospital projects, an office manual, and 
the like. There is even a file on languages; at last 
count, present employes speak some 30 foreign lan- 
guages. 
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The Production Report (left) indicates the status 
of all current projects. Each principal receives a 
copy of the entire report listing all of the firm’s 
jobs. At monthly intervals, the principals note on 
their copies the changes in status of their own 
jobs and return the forms to the production ad- 
ministrator. Changes are then transferred to the 
master and revised copies are returned to the 
principals. Current lists of the jobs assigned to 
project managers (above), designers and super- 
visors are maintained. A report (right) on sched- 
ules, estimates of personnel required, and the 
like is prepared for each job, soon after it is re- 
ceived, by the principal in charge, and sent to 
the production administrator 


THE PRODUCTION SYSTEM 


When an individual commission has been received, 
the first step in putting the production system into 
operation is the appointment of a principal as over- 
all administrator for the project. He is chosen by the 
firm on the basis of his knowledge of the building 
type and availability. Soon after this, the adminis- 
trative partner issues form no. 1 (top, page 208) giv- 
ing the broad particulars of the project and its num- 
ber. Project is entered in Alphabetical Index (page 
208), on Production Report (across page), and on the 
Circular Wall Chart (page 209). At this stage, little 
more is known about the project than its name, loca- 
tion, and job number, the general building type, the 
scope of the services to be performed, and the prin- 
cipal in charge. 

After analysis of the project and necessary con- 
ferences with the client and others, the principal in 
charge of the project completes an estimate of the 
production schedule and manpower requirements for 
the work (above, right). This form contains consid- 
erable data on the timing of the project, estimated 
dates for the completion of various phases and of 
construction, and personnel information. The form 
is submitted to the production administrator. The 
information is then transferred to the Production 
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Report and to the Wall Chart. If circumstances re- 
quire, this form may be revised later to reflect ex- 
treme changes. 

The Production Report is kept up to date at 
monthly intervals. Each principal notes on his copy 
of the form current information on his own jobs. A 
space is provided for this purpose under each per- 
centage complete block and to the right of the re- 
marks block. Corrected forms are submitted to the 
production administrator, who then has all informa- 
tion transferred to the master. This is duplicated 
and a current copy is distributed to all principals 
and other key personnel. Each of the principal’s jobs 
are color coded to expedite easy identification. 


A number of auxiliary forms and charts are used 
for various specialized purposes. One of these is the 
project manager work load list (above, left). By 
means of this list, the production administrator 
readily keeps track of the assignments of the project 
managers. Thus, he has a quick and efficient means 
of determining the appointment of these people to 
new projects. Similarly, lists are maintained of de- 
signers, construction supervisors, and other key 
personnel. 
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All current jobs are listed on the Project Chart 
shown above. Information is included on the pres- 
ent stage of the work and a projection of the fu- 
ture stages. From this data, scheduling of jobs 
and controls over their production can be effi- 
ciently handled. In addition, the chart indicates 
present and estimated future personnel require- 
ments and other pertinent information. In prac- 
tice, the chart operates in this manner: personnel 
assigned to jobs are listed and job progress is 
indicated by coded bars. The figures over the bars 
show draftsmen presently assigned. Figures 
under the bars indicate the estimated numbers of 
people who will become surplus (plus signs) or 
the additional people needed (minus signs) in the 
various future stages of production. Totals are 
tabulated at the bottom of the form and carried 
forward to show the personnel requirements for 
the entire firm. The form below indicates the or- 
ganization for a particular project 
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The Production Report is supplemented by the Pro- 
ject Schedule chart shown above. Together with the 
Circular Wall Chart, these two forms provide an 
overall picture of the status of individual projects 
and of the firm as a whole. Their use in connection 
with the other systems and forms, permits decisions 
to be made concerning such important matters as the 
taking of new commissions, their scheduling, the use 
of present personnel, and the hiring or dismissal of 
employes. 

The Project Schedule chart includes information 
on the job number, name, and location, the project 
manager (he has overall responsibility for the job 
under the principal in charge), the principals’ ini- 
tials, and the names of assigned draftsmen. More 
importantly, it shows by means of bar graphs, the 
estimated time of production for various phases of 
the work. As may be seen, these schedules are pro- 
jected for at least six months ahead of the date of 
preparation of the chart. 

The bars are coded to indicate phases of the work. 
Above the bars are penciled figures representing 
the estimates of total number of draftsmen needed. 
3elow the bars are penciled figures representing the 
surplus or additional draftsmen required. In actual 
use, these figures are in red pencil for surplus per- 


sonnel, green if more draftsmen are needed. These 


figures are totaled at the bottom of the sheet. Totals 
from all sheets are added on the last page of the set 
of forms. In this way, a picture is obtained of the 
manpower requirements and availability for at least 
six months ahead. 

One of the miscellaneous forms used for special 
purposes by Eggers and Higgins is the Project Or- 
ganization Chart (left). 
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AIRPORT SITE PLAN (left): the design of the Memphis 
airport complex is based on projected requirements for 
1970. It will serve Memphis and the approximately 2.75 
million people in its market area. Projections indicate that 
this means an enplaning passenger volume of about 768,000 


people per year. Types of aircraft using the facility will 


include small and medium-sized jets and conventional air- 
planes. Traffic will include major airlines, feeder airlines, 
and non-scheduled flights. In the initial stage, 22 to 24 
gate positions will be provided 


PASSENGER TERMINAL SITE PLAN (above): in the 
front of the terminal building is shown the 1100 car park- 
ing lot. Split into sections, it provides for short-term public 
parking near the building, longer-term and employe park- 
ing further from the building. On the air side of the termi- 
nal are the two-level finger and the apron, with aircraft 
positions indicated by circles. To the right and left of the 
main building, future sub-terminal structures are indicated 
by dash lines. Addition of these would approximately 


double the gate positions 


FINGER PLANS (opposite page): the upper level is di- 
rectly connected with the main passenger level of the 
terminal building. On either side of the concourse, 24- by 
60-ft. gate lounges are shown. These will be shared by the 
major jet airlines serving Memphis. Directly below these, 
on the first level, are located the operations areas for these 
airlines. Stairs lead from the second level to the apron for 
use of airlines or for passenger loading if required. The 
one-level concourse at the end of the finger will be used 
for loading of smaller aircraft 





This airport was planned for the future. Rapid 
change and growth are the outstanding character- 
istics of aviation. In order to have validity and to 
function efficiently, airports and airport buildings 
must reflect these attitudes. The new 
brought by jets—fumes, blast, must be 
solved. Passenger walking distances are increasing- 
ly important as the volume of traffic increases. Pas- 
senger comfort and convenience have been markedly 
improved in the air, while seemingly becoming ever 
worse on the ground. 

The Memphis passenger terminal design is based 
on a projection of the requirements of the city and 
its surrounding area in 1970. The scheme allows 
for doubling the airport capacity in the years fol- 
lowing 1970. Basically, the terminal scheme is two- 
level. To begin with, all passenger traffic will prob- 
ably be handled through a Y-shaped finger, loading 
directly to the aircraft. If growth in volume dictates, 
buses or mobile lounges may be added, in the future, 
to augment the initial facilities. Thus, it will be 
possible to segregate various types of traffic for 
greater efficiency, when the volume becomes large 
enough to justify it. 

Each city and each airport has its own special- 
ized problems. Aviation is rapidly changing. These 
facts were immediately evident to the architects 
when they began their studies for Memphis. Work- 


problems 
noise 


Memphis Airport 


ing closely with the airlines that will use the ter- 
minal, the city Airport Commission, and the airport 
consultants, the architects went through an extend- 
ed, and unusually complete, period of data-gather- 
ing and research. They assembled a library of in- 
formation and visited most of the recent airport 
buildings in this country. Discussions were held 
with airport managers, pilots, airport architects 
and engineers, aircraft manufacturers, and any 
other individuals they could find who might have 
information of value. Careful analysis of the col- 
lected information led to schematics of five genera] 
types; a single-level terminal and fingers, a bus or 
mobile lounge scheme, satellite buildings with tun- 
nels, a two-level scheme with single-level auto traf- 
fic, and a two-level type with auto traffic on both 
levels. 

After comparative study, the last scheme—a two- 
level terminal, with auto and pedestrian traffic on 
two levels—was chosen. It was felt by the architects, 
their consultants, and the other organizations con- 
cerned that this scheme best suited the particular 
problems at Memphis, the traffic volume expected, 
and the budget available. In addition, the scheme 
has quite a bit of flexibility. In the future, addi- 
tional fingers might be added; mobile 
lounges may be used; satellites may be constructed; 
or some combination of these may be employed. 


buses or 
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A large number of overall schemes for the airport were studied 
by the architects. On the opposite page are shown two of the 
schematics developed. Variations also studied include a two- 
level finger, bus or mobile lounge, and a number of combina- 
tion schemes. The one chosen is the two-level finger. However, 
as shown above, considerable study has been given to the 
possibility of adding to this buses or mobile lounges, if ex- 
perience and growth of the airport indicate the need. The sys- 
tem chosen has been kept extremely flexible, to allow combina- 
tions of buses or mobile lounges with the finger scheme as 
the various future stages of the terminal are built 


Memphis Airport 


The basic concept of the terminal building is that 
of a great hall, two stories high with a mezzanine 
at the second level. Below this is the ground floor, 
on a level with the apron. Major facilities for en- 
planing passengers are concentrated on the main 
floor of the great hall. Around its perimeter are 
located the various auxiliary facilities required for 
the convenience of the passengers. Ticket counters 
are, for the most part, located directly in front of 
the passengers as they enter the space, along one 
wall. Moving stairs are available in the center of 
the space for ease in reaching the ground level. The 
entrance to the finger is centrally located between 
the ticket counters on the air side of the lobby. Pas- 
senger traffic flow is direct, unimpeded, and logical. 
On the mezzanine are located such spaces as the 
restaurant and spectator gallery. Thus, functions 
not directly related to the needs of the passengers 
are separated but easily available. 

On the first level are located facilities required by 
the deplaning passengers. These passengers enter 
the building, on this level, from the finger concourse 
and may proceed directly to the baggage claim area. 
This is centrally located and easily identifiable. 
They may then go straight to the front of the build- 
ing to board ground transportation. Vehicles for en- 
planing passengers approach the building via the 
ramp on the main level; those for deplaning passen- 
gers are handled on the ground level. 
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LONGITUDINAL SECTION 


Top: view of the great hall of the terminal building. Shown are the second floor (the 
main passenger level) and the mezzanine. In the center may be seen the moving stairs 
leading to the ground level. On the right, the airline ticket counters are located running 
along the entire length of the wall. In the center of the hall, on the left is one of the 
entrances from the ground side of the terminal; directly opposite this, on the right is the 
entrance to the main concourse or finger. On the mezzanine, to the right, is shown the 
spectator gallery. This continues out onto the top of the finger. Elevation shows terminal 
as seen from apron on air side of building. Opposite page: aerial view shows service road 
in front of terminal at ground level, passenger road at second level. 

Note: Allen and Hoshall are project engineers for the entire airport, as well as mechani- 
eal and electrical engineers for the terminal building. Important contributions to the 
building design were made by the following members of the staff of the architectural 
firm: Robert Ernest, Mel O’Brien, Jack St. Martin, Donald Winklemann 
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After the selection, by the Memphis Airport Com- 
mission, of the two-level scheme from among those 
studied, the terminal building was designed. Study 
indicated that the main floor (second level) should 
contain the airline ticket counters and offices, 
a coffee and snack bar, major waiting rooms, and 
other public facilities needed primarily for the 
convenience of enplaning passengers. The ground 
floor would contain the facilities for deplaning pas- 
sengers, including airline baggage rooms, baggage 
claim areas, the airplane meal catering kitchen, 
utility rooms, and the like. The next step was the 
decision to include a mezzanine floor. In this way, 
functions not directly related to the requirements 
of passengers could be provided for in a convenient 
place, without disrupting the smooth flow of pas- 
senger and airline operation traffic patterns. The 
architects placed on the mezzanine the main dining 
room (most customers were found to be other than 
passengers), spectator gallery, management offices, 
and various secondary concessions. 

The architects first studied islands placed within 
the building, each containing one or more of the 
functions of the terminal. In this concept, circula- 
tion patterns moved around and between the vari- 
ous islands. Further inquiry indicated that a prefer- 
able treatment would be a large open space in the 
center of the building, with the various functions 


Memphis Airport 


placed around it against outside walls. Thus, the 
decision was made to base the overall planning of 
the terminal on the concept of a great hall. In this 
scheme, the mezzanine becomes a gallery or balcony 
surrounding and overlooking the interior space. 

A major problem was the organization of ground 
transportation to and from the building. Three gen- 
eral solutions to this problem were studied—drive- 
ways as separate elements of the design, incorpora- 
tion of the driveways into the building as a solid 
element related strongly to the building and to the 
ground, and the incorporation of the driveways into 
the mass of the building proper. The last-named 
was chosen because the architects felt the solution 
was practical, functional, and unified the entire 
building concept. 

Another important problem solved in the design 
was the relationship of the main building to the 
finger. Analyses of the problems of jet blast and 
the like led the architects to design a straight-for- 
ward and logical finger, which directly expresses 
its function. The hyperbolic paraboloid roof on the 
main building was chosen because engineering stud- 
ies indicated that it would be economical and func- 
tional, architectural studies that it would express 
the design requirements and concentrate visual in- 
terest on the main element of the design—the termi- 
nal—rather than of the finger. 
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Above: view of the terminal and finger, 


from the aircraft parking apron, showing 


activities which will take place on various 
levels of the building and apron. The air- 
port signs shown on this page and on page 
213 give some indication of the attention 
paid by the architects to the analysis and 
planning of the airport and to all of its 
details. At an early stage, consultants 
were engaged to make a thorough study 
of the signs and other graphics. The 
results are signs that express their 
messages directly and simply. Most of 
them could be used in any airport, or for 
that matter, in other commercial build- 
ings or building groups. The signs are 
unified through the use of a 3-ft square, 
divided as required into thirds or combi- 
nations of thirds. Colors will be standard 
in all signs. The letter faces (German 
Standard bold caps and Clarendon bold 
numerals) will be the same for all signs. 
The graphics system should go a long 
way toward reducing circulation prob- 
lems in the airport. In addition, it should 
help in the overall unification of the en- 
tire airport scheme. Signs and Graphics: 
Jane Davis Doggett, Architectural 
Graphics Assoc., Dorothy Jackson and 
Michael Rolston 
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HOSPITALS 


The hospitals in this study are, in principle, based on the 
planning criteria developed by the U.S. Public Health 
Service or (in the case of the Canadian example) its coun- 
terpart in Canada, the Ministry of Health. Yet none of 
the architects for the hospitals have slavishly followed 
the criteria. Each of the examples exceeds the criteria 
minimums in most respects. Each hospital is an individ- 
ual solution to the particular problems faced by its archi- 
tects. Thus, one of the hospitals is a high-rise building and 
contains unusually complete research facilities. Another, 
of approximately the same size, is essentially a one-story 
hospital. A third example was planned around a highly 
organized supply system. Another is particularly noted 
for its large and complete emergency suite. The last is an 
out-of-the-ordinary combination of a general hospital and 
a rehabilitation center. All of the hospitals make assets 
out of site characteristics which might otherwise have 
been liabilities. Though all of the hospitals are based on 
common criteria, the design of each is highly specialized 
and derived from its own location, site, functions, and the 
purpose of its architects. 
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Hospital Planned For 
Unusual Emergency 
Requirements in 
Industrial Area 


NORTH KANSAS CITY 
MEMORIAL HOSPITAL, 
NORTH KANSAS CITY, 

MISSOURI 


ARCHITECTS & ENGINEERS: 
Hewitt and Royer; 

Harry L. Wagner, Associate; 
F. Wm. Shuler, 

Supervising Architect 
CONTRACTOR: 

Bennett Construction Company 
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A major problem which was solved in the design of 
this 100-bed general hospital was the abnormally 
large number of accident cases to be treated. The 
number of emergency cases of this type is due large- 
ly to the industrial nature of the surrounding area 
and the frequency of auto accidents occurring on the 
nearby highways. To facilitate the efficient handling 
of accident cases, the emergency entrance is promi- 
nently located, and easily identified. The area allotted 
to this section is larger than might otherwise have 
been provided. For purposes of control, it is located 
in a position adjacent to the central business office. 
Although the number of outpatients is relatively 
small, facilities for them were also located near the 
business office, thus facilitating treatment. Double- 
loaded corridors are used throughout the surgery, 
delivery, and outpatient areas in order to minimize 
patient circulation between these and other areas in 
the hospital. Plans include provisions for eventual 
expansion to 250 beds if required. 

A steel frame structure, with concrete floor and 
steel roof deck, is used in the building. Exterior walls 
are brick with a curtain wall of porcelain enamel 
panels and glass in aluminum frames. Ceilings 
throughout are finished with acoustical plaster. In- 
terior partitions throughout the entire building are 
metal studs with plaster. 
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As may be seen in the plans, the scheme for this hospital in- 
volves a one-story building with a basement, part of which is 
unexcavated. All patient facilities are located on the main floor. 
Nursing wings are arranged for segregation of different types 
of patients. The two nurses’ stations are placed so that each 
has control over two of the four nursing areas. In this way, 
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approximately one-half (50) of the patients are handled from 
each station. Four-bed wards and semi-private rooms only are 
provided. The only private accommodations are the isolation 
and psychiatric rooms required under the Hill-Burton pro- 
gram. Because of the slope of the site, the basement is partially 
above grade. In it are located various service areas 
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North Kansas City Hospital 


Left, top: view of waiting room toward 
the entrance vestibule. Left, center: 
each nurses’ station is located at the 
intersection of two nursing wings. Sta- 
tions are larger than normal, because 
of greater than usual number of nurses 
needed for handling of 50 patients from 
each station. Left, bottom: typical 
rooms have two patient beds. The large 
glass area permits unrestricted view of 
the river and provides patients with 
maximum amount of light and sun. 
Heavy glass fiber curtains are used 
for sun control. Space economy was 
achieved in the patient rooms by the 
decision not to build any private rooms. 
However, all rooms are air conditioned 
and have individual controls. Each room 
is equipped with radio and television 
with individual pillow speakers, nurse 
call, telephone, and piped oxygen 





Right, top: view of one of two major 
surgeries. The surgeries are connected 
to each other by a scrub-up room (right, 
center). Right bottom: view of a nurs- 
ery toward the workroom which con- 
nects it with the second nursery. Double- 
loaded corridors are provided for these 
areas and throughout other hospital 
areas in order to minimize patient and 
staff travel between various facilities. 
COST TABULATION: 
Total Area (sq ft) 50,480 
Total Usable Beds 100 
Basic Construction Cost $1,116,731 
Group I, II, III Equip., Fees, 

other equipment 253,269 

TOTAL PROJECT COST $1,370,000 

TOTAL COST PER BED $13,700 


Hospital constructed with assistance of 
Hill-Burton funds, administered by 
Division of Health, State of Missouri 
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High Efficiency, 
Lowered Costs 
Achieved in 
Low-Rise Hospital 


THE GREATER NIAGARA 
GENERAL HOSPITAL 
NIAGARA FALLS, 
ONTARIO 


ARCHITECTS & ENGINEERS: 
John B. Parkin Associates 


HOSPITAL CONSULTANTS: 
Agnew, Peckham & Associates 


CONTRACTORS: 
Smith Brothers Construction, Ltd. 
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The scheme for this hospital was based on studies 
made by Dr. MacKinnon Phillips, former Provincial 
Minister of Health. These studies showed that a 
large percentage of the beds in a general hospital are 
occupied by non-acute cases. These patients require 
a minimum of care. Using this information, the 
architects placed nursing units for intensive care 
patients near the core of the building where diagnos- 
tic and treatment facilities are located; patients re- 
quiring a minimum of care are housed in a series of 
one-story nursing wings connected to the central 
core. The three-story central core contains all diag- 
nostic and active treatment facilities on the main 
floor. Below this are the service departments. The 
natural slope of the site allowed both floors to have 
grade level entrances. On the third floor, over the 
center of the core, the acute medical and surgical 
unit is located. 

The structure of the main (core) building con- 
sists of fire-proofed steel columns supporting rein- 
forced concrete flat slab floors. For the wings, struc- 
tural clay tile bearing walls are used with poured- 
on-grade floor slab and a precast concrete roof. Ex- 
terior walls are brick with double glazed aluminum 
sash. Interior partitions are structural clay tile- 
glazed in halls, operating and delivery rooms, pan- 
tries, and utility rooms, plastered elsewhere. 





Hospitals 


Panda photos 


Above: in the rendering may be seen 
the three-story central core, with the 
boiler and laundry room at the extreme 
left, the sub-acute nursing wing's to the 
right, and the nurses’ residence in the 
background. Right and below: views of 
the core building. The projecting wall 
separates the emergency entrance from 
the main entrance. The grade slopes 
from this side down to the rear, per- 
mitting a grade level entrance to the 
basement on the rear 
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Greater Niagara Hospital 


The ground level of the central core (shaded in main floor plan) contains areas for 
supply, kitchen and cafeteria, storage, and related facilities. On the same level, the 
delivery suite is connected to the maternity nursing wing by the nursery. Wings are 
provided for medical, surgical, and pediatric patients. As indicated, future wings have 
been planned and a separate pediatric nursing unit is now under construction. In the 
view of the hospital (opposite page, bottom), the various levels of the buildings and their 
relationships with finished grades may be seen. A separate entrance for maternity pa- 
tients is provided, located on the extreme right side of the building. The second floor 
of the core is located over the shaded area of the large plan. This floor (immediately 
above) contains zoned areas for administration, physical therapy, laboratories, out- 
patients, radiology, surgery, and emergency. The third floor contains a nursing unit 
for intensive care 
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Greater Niagara Hospital 


Left, top: view of a typical corridor. 
Nursing unit corridors are no longer 
than is usual in hospitals of this size. 
Less frequently used corridors are quite 
long, but are pleasant and open. Left, 
center: view of one of the four major 
operating rooms. In addition, there is a 
surgery for minor operations. All are 
closely related. Below: view of the lob- 
by, toward the reception desk. In the 
background may be seen the meditation 
room. To the left are located the in- 
formation desk, administrative offices, 
the medical records room 








Hospital Plan 


Development Based 
On Supply System 
Organization 


CARROLL COUNTY 
xENERAL HOSPITAL, 
WESTMINSTER, 
MARYLAND 


ARCHITECT: 
(Working Drawings, Specifications) 
B. E. Starr 


ASSOCIATE ARCHITECTS: 
(Design, Supervision ) 
Edward H. Noakes & Associates 


HOSPITAL CONSULTANTS: 
Gordon A. Friesen Assoc. 





The basic guiding principle behind the planning of 
this 64-bed general hospital was the idea that better 
nursing care is possible in a hospital if the nurses 
are freed from responsibility for supplies. In order 
to achieve this, the architects and hospital consult- 
ants worked out a design based on a highly organized 
and efficient supply system. In the hospital, clean 
supplies will be handled and distributed and soiled 
supplies collected and processed, by the supply crew. 
Control will be the responsibility of a dispatcher. 
Routine supply handling will be done automatically 
by the crew. An intercom station in each patient 
room will permit nurses to call for extra or special 
supplies, without leaving the room. These will be 
delivered by the supply crew. 

All of the 32 patient rooms in the hospital are 
planned for double occupancy. Facilities were sized 
for eventual expansion of capacity to approximately 
110 beds. The emergency entrance is controlled from 
the switchboard location and connects directly with 
the emergency suite, radiology, laboratory, and other 
patient facilities. A separate entrance is provided 
for maternity patients and doctors. This leads di- 
rectly to the delivery suite and maternity nursing 
unit. Administrative elements are located in (and 
shared with) an existing health center adjoining the 
hospital. 
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Carroll County General Hospital 


Utilizing the 10 per cent grade of the site, the architects entrance to each room where they are available to nurses with- 
placed all service elements in the basement, all patient facil- in the rooms. Soiled supplies are placed by nurses in the soiled 
ities on the main floor. The core of the main floor plan is the compartments of the cabinets. From here, they are picked up 
central supply area. New supplies are received at special en- in the corridor and returned to central supply on carts. Total 
trance on ground level. These and soiled supplies are processed Area: 52,550 sq ft, total beds: 64, estimated cost including 
on this level and distributed on special carts. Clean patient sup- site work and Group I equipment: $1,156,000, estimated cost 
plies are delivered to patient supply cabinets located near the Group II and III equipment $150,000, cost per bed: $20,400 
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Limited Site Size, 
Extreme Grade 
Helped Determine 


Hospital Plan 


MISERICORDIA HOSPITAL, 
BRONX, NEW YORK 


ARCHITECTS: 
Kiff, Colean, Voss & Souder, 


The Office of York & Sawyer 


STRUCTURAL ENGINEERS: 
Di Stasio & Van Buren 


MECHANICAL & 
ELECTRICAL ENGINEERS: 
Meyer, Strong & Jones 


FOOD SERVICE CONSULTANT: 
Howard L. Post 


CONTRACTOR: 
Vermilya-Brown Company, Inc. 
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Sigurd Fischer 


This is a complicated hospital. In addition to the 
usual medical and surgical requirements for a 210- 
bed general hospital, there is a nursing school with 
150 student nurses, a home for 32 unwed mothers, 
and a convent for the Sisters of Misericorde who 
operate the hospital. An extensive research program 
is carried on; a large number of emergency cases is 
cared for. 

In order to achieve the best solutions to the many 
intricate and interrelated problems inherent in the 
functions of the hospital, in the limited size of the 
4-acre site, and in the steep grade, the architects 
designed a scheme with three buildings: main hos- 
pital (seven floors and basement), nursing school, 
and unwed mothers home. These are interconnected 
with covered walkways. The extremely steep grade 
made it possible to provide major entrances on three 
floors: service entrances on the ground floor, main 
hospital entrance on the first, outpatient and emer- 
gency entrances on the second floor. Because of the 
grade, the two-level parking system was feasible. 
Thus, various types of circulation to and from the 
hospital have been separated, making increased effi- 
ciency possible. 

Building structure is concrete frame with flat 
plate floor arches. Exterior walls are aluminum 
framed porcelain enamel curtain walls and brick with 
limestone trim. Interior walls are plastered concrete 
block; ceilings are plastered. 
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Ground Floor: service elements are on 
this level of the hospital. Because of the 
slope of the site, the staff dining room 
is located above grade and high win- 
dows provided in several of the areas. 
The service entrance is located on this 
level, as are the enclosed passages to 
the nursing school and unwed mothers 
home. First Floor: the main entrance 
and lobby are located on this floor. One 
wing is used mainly for admission of 
patients, medical records, and admin- 
istration. The other large wing con- 
tains quarters for internes, doctors 
lounge, and nurses’ locker room. En- 
trances from the staff parking area are 
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Misericordia Hospital 


Left, top: view of medical records room 
which is located on the first floor. Ad- 
joining this area are a small room for 
dictation and the medical library. Left, 
center: view of a laboratory. All labs 
are located on the second floor, as are 
the pharmacy, radiographic and fluoros- 
copy suite and similar facilities. Thus 
all facilities required for examination 
and treatment of outpatients are on the 
floor where the outpatient clinic is lo- 
cated. Efficiency is improved and the 
load on elevators is decreased. Left, 
bottom: view of a typical operating 
room. There are five of these rooms, 
located on the third floor. All are quite 
similar in design. They are arranged 
in surgical suites, each having two 
operating rooms connected by a shared 
scrub-up room. One operating room is 
separated from the others and is used 
for special operations 
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Second Floor: the public parking area 
is on this level, adjoining the entrance 
to the clinic. A separate entrance is 
provided for emergencies. In the emer- 
gency suite, a waiting room is provided. 
The emergency rooms and _ plaster 
room are adjacent to this space. The 
emergency waiting room is closely re- 
lated to the elements of the clinic; this 
relationship allows the clinic areas to 
be used for emergencies involving mass 
casualties. Third Floor: the surgical 
suites are located on this floor, with 
the two surgical nursing unit wings 
adjoining. The architects originally 
planned to include centrally located 
nursing stations in each nursing wing 
where the utility rooms are shown, but 
were forced to combine these for rea- 
sons of economy in operation 
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Misericordia Hospital 


Left, top: view of a typical private 
patient room. Nearly all of these rooms 
are exactly the same size as semi-pri- 
vate rooms. They were planned for use 
as either private or semi-private rooms 
as required. All patient rooms have at 
least two large windows; most have 
three, but a few corner rooms have 
more as shown. Left, center: view of 
a typical semi-private room showing the 
interior arrangements, curtains hung 
from the ceiling, and furnishings. In 
addition to rooms of this size, several 
four-bed wards are provided in the 
hospital nursing wings. Left, bottom: 
view of the emergency suite, located on 
the second floor. As shown, the emer- 
gency room is directly connected with 
the plaster room. Ceiling-hung curtains 
are provided for division of the rooms 
into several areas when required 
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Fourth floor: the central wing of this 

floor is devoted to delivery elements and 

the nursery. Closely related to this is 

the maternity nursing unit in the wing 

to the right. The other wing contains 

a medical nursing unit. Fifth floor: the 
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General Hospital 
Combined with 
Rehabilitation 


Center 


GOTTSCHE 
REHABILITATION CENTER 
AND HOT SPRINGS 
MEMORIAL HOSPITAL, 
THERMOPOLIS, WYOMING 


ARCHITECTS: 
Fisher and Davis 
STRUCTURAL ENGINEERS: 
Ken R. White Engineers 


MECHANICAL ENGINEERS: 
Marshall and Johnson 


ELECTRICAL ENGINEERS: 
Swanson and Rink 


CONTRACTOR: 
J. C. Boespflug 
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In this unusual building, a 51-bed general hospital 
is combined with rehabilitation facilities for chil- 
dren and adults. Officially, there are two institutions 
here—the county hospital (built with the aid of 
Hill-Burton funds) and the rehabilitation center 
(built by a private foundation). By combining their 
efforts and sharing certain facilities, the two insti- 
tutions have been able to achieve improved services 
and economies not possible if each had been built 
separately. 

The new buildings are near an existing home for 
the aged. The rehabilitation center is equipped for 
the treatment of patients with polio, multiple sclero- 
sis, cerebral palsy and other crippling diseases. The 
hospital beds are subdivided as follows: general 
acute—27 beds, maternity—8 beds, and rehabilita- 
tion—16 beds. The rehabilitation beds are in addi- 
tion to those for children in the cottages and are 
intended primarily for occupancy by adult patients 
from outside the county. They are supported by the 
rehabilitation foundation. 

The foundations of the buildings are concrete on 
wood piling. The frame is steel with a concrete slab 
floor and gypsum roof deck. Exterior walls are brick 
and native sandstone with aluminum sliding win- 
dows. Interior partitions are plaster on steel studs; 
plaster or acoustical suspended ceilings are used. 





Above: the facility is located in a val- 
ley near the Big Horn River of Wyo- 
ming. The site is essentially flat and 
surrounded by low foot-hills. To the left 
of the entrance canopy is the rehabilita- 


tion center; to the right, the general 
acute patient wing. Right, top: the main 
entrance with the rehabilitation center 
in the background. The emergency en- 
trance is located on the right side of the 
building. Right, center: view of the cen- 
tral court of the rehabilitation center. 
This area is used for recreational activ- 
ities for the patients. On the right is 
the barbecue. pit, in the background, the 
cafeteria. Right, bottom: the main lob- 
by, between the hospital and the rehab 
center, serves both areas. The rehabili- 
tation center also has a public entrance 
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Rehabilitation Center 
and Hospital 


General-acute beds are located in the 
hospital wing projecting toward the 
front; the rear wing contains beds for 
adult rehabilitation patients; maternity 
and obstetrics are located in the front 
portion of the main hospital and are 
segregated from other facilities. The 
kitchen, laundry, and other service 
areas are located in the basement. The 
rehabilitation center facilities are 
grouped around a central court. In each 
of the two detached children’s cottages 
six two-patient bedrooms, a living room, 
bath, and supervisor’s room are pro- 
vided. The unfinished basement area 
will eventually be used for a swimming 
pool and expanded therapy areas. Left, 
top: view of the occupational therapy 
area. Left, center: the rehab section of 
the main hospital was planned for 
specialized needs of these patients. Left, 
bottom: each of the patient rooms in the 
hospital is planned for two beds 
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Rehabilitation Center 
and Hospital 


If the need should arise, a portion of 
the basement of the rehab center may 
be used for a kitchen for the center, 
separate from that of the hospital. Also, 
the storage area of the hospital, adja- 
cent to the present kitchen, was de- 
signed for possible use as a future hos- 
pital cafeteria. At present, a single 
dietary service is used for both facili- 
ties. However, separate dish storage 
and washing areas for the two facilities 
are now provided. Left, above: view 
of the adult gymnasium. A separate 
gym is provided for children. Left, cen- 
ter: view of one of the children’s cot- 
tages of the rehabilitation center. Left, 
bottom: view of a living room in one 
of the children’s cottages 
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Progress for “Wood, the most traditional material for house construction, is being neglected 


Engineered Wood 


Air Conditioning: 
Up-grading Design 


Prefabbing 
with BX 


This Month’s 
AE Section 


by today’s designers in favor of carefully manufactured materials with engineered 
design” —from an article in the AE section, October 1954 by Albert G. H. Dietz 
and William J. LeMessurier. While design procedures—and fabricating methods 
for engineered constructions such as stressed skin plywood panels had been avail- 
able for a number of years, the design methods generally were too tedious and 
time-consuming for the designers of houses and buildings of light construction. 
As a matter of fact the Time-Saver Standards accompanying the article men- 
tioned above gave for the first time, to our knowledge, tabular solutions for floor 
and roof stressed skin panels. Now, in an effort to promote wider use of plywood 
building components, the Douglas Fir Plywood Association has (1) simplified 
the design of existing components, (2) developed structural design methods for 
new components, and (3) tied the bow on the package by establishing a service 
for inspection and quality control of factory-produced components. Plywood Fabri- 
cator Service, Inc., an affiliated, non-profit organization, is licensing fabricators 
across the country, with plant operations and products subject to inspection by 
the Service’s regional offices. Thus the designer will have a guarantee that ply- 
wood components will meet the specifications, and he can use them with the same 
sense of confidence he does rolled steel beams or standard roof decking. 


It’s no secret that air conditioning design is not an exact science, but rather 
the application of technical data together with engineering judgment. While this 
always may be true to a certain extent, a recent study by the Federal Construc- 
tion Council (a voluntary group of Federal agencies active in building construc- 
tion) suggests that it ought to be possible to tie down some of the design vari- 
ables more precisely. FCC, with the assistance of the Building Research Advisory 
Board, surveyed 10 Federal agencies, four building owners and 13 consulting 
engineers to find out what design values have been used by government and indus- 
try and to evaluate these values and resolve as many variables as possible—all 
with an eye to making air conditioning design practices more consistent. In its 
report, FCC makes a number of observations and recommendations. Samples: (1) 
arbitrary use of multiple safety factors should be eliminated since this leads to 
overdesign and thus excessive costs; (2) a universal complaint of design engi- 
neers is the lack of understanding that architects have of the air-conditioning 
engineers’ problems. In many cases, the equipment is located according to the 
demand of the architectural design, rather than for the best results obtainable. 
“Air Conditioning Design,” Federal Construction Council Technical Report No. 
35, is available from: National Academy of Sciences—National Research Council, 
Printing and Publishing Office, 2101 Constitution Ave., Washington 25, D. C., $1.50. 


The electrical industry ought to come up with a speedier, less-complicated method 
of installing home wiring, Norman Raab, Union Electric Company, St. Louis, said 
recently at the annual University of Illinois Small Homes Council-Building Re- 
search Council’s 15th annual Short Course in Residential] Construction. The wir- 
ing of the future may come already “built-in” in prefabricated walls, so that 
wall panels placed next to one another will form a continuous wiring system to 
connect to the power line. While this is in the dream stage, a plan in some use 
provides pre-assembly of residential wiring. Each circuit is wired on a bench 
under ideal shop conditions—rather than at the job site—with all internal de- 
vices (convenience outlets, switches) completely installed. 


THIN SHELLS: Engineering Fitness and Architectural Form, (Part 2), p. 246. 
A New Approach to AIR DISTRIBUTION FOR OPERATING ROOMS, p. 251. 
THE LONG AND SHORT OF COLOR DISTANCE, p. 254. 

PRODUCTS REPORT, p. 257. LITERATURE, p. 258. 

TIME-SAVER STANDARDS, Residential Warm Air Heating and Air Condition- 
ing, pp. 261, 263, 265. 
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THIN SHELLS: 


Engineering Fitness 


and Architectural Form 


by Gunhard-AEstius Oravas 


Assistant Professor Engineering Mechanics 


McMaster University, Hamilton, Ontario 


The critical review of thin shell struc- 
ture begun last month is concluded 
here with an examination of doubly- 
curved shells and folded plates, fo- 
cussing again on the role of the 
boundary disturbances in determin- 
ing their performance as “true’ 
shells. Dr. Oravas points out that 
while some of the criticism contained 
in these articles may seem harsh, ‘‘it 
does not pay to be meek when driving 
Thin shells are here 
and that 
editors—that this discussion 


home an idea.” 
to stay, but it is his hope 
of the 
may furnish a new perspective from 
which to examine them, and that it 
may stimulate a heightened aware- 
ness of the critical relationship be- 
tween the thin shell as structure and 
the thin shell as architecture. 


Positively Curved Shells 

Shells of double curvature whose 
two principal radii lie on the same 
side of the shell are said to be posi- 
tively curved: that is, in terms of 
differential geometry, their Gaus- 
sian curvature is represented by 
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Part 2 


1 1 
R, R 
Spheroidal domes, for instance, be- 


> 0 


long to this class of shells. Many 
beautiful spheroidal thin _ shell 
structures have been built, among 
them the striking domes shown in 
Figure 1. In these, the boundaries 
of the shells with their 
geometry in a way that results in 
nearly ideal shell behavior. 

Another type of spheroidal shell, 
the calotte shell, is set on a polyg- 
onal rather than a circular base. 
The grand-daddy of such shells is 
the square-based calotte (Figure 2) 
designed by Germany’s Dr. Franz 
Dischinger, who their 


coincide 


pioneered 
analysis and construction. 
The boundary disturbance gener- 
ated in the thin calotte shell is of 
very limited extent when the edge 
members are stiff enough to prevent 
any appreciable vertical deflection 
in their own plane, but are quite 
flexible horizontally. It is most 
prominent at the corners formed by 
the intersecting sides. The more 


acute the corners, the more pro- 
nounced is the local peak of bound- 
ary disturbance in their vicinity. 
Thus the local boundary disturb- 
ance of calotte shells is less for 
shells over a square base than for 
shells over a triangular base, since 
the sides of the quadrangular shell 
subtend a more obtuse angle. 
Sometimes a calotte shell is sup- 
ported vertically only at the cor- 
ners of its polygonal base, as is the 
case with the octagonal calotte shell 
roof of Eduardo Torroja’s market 
hall in Algeciras, Spain (Figure 3 
Because the edges of the roof are 
not fully restrained from vertical 
deflections, there is considerable 
boundary disturbance around the 
columns. The resultant horizontal 
boundary thrust around the octag- 
onal base is absorbed by a tension 
member which was prestressed so 
that the tensile stress system was 
kept to a minimum. There is still 
considerable boundary disturbance 
present, but the prestressing has al- 
leviated the more critical peaks of 





1. Trickling Filter Domes for 
Sewage Plant, Hibbing, Minne- 
sota, Roberts & Schaefer Co., 
Engineers. 2. Test Dome, Wies- 
baden-Biebrich, Germany. Dr. 
Franz Dischinger with Dycker- 
hoff and Widmann, Engineers 
3. Market Hall, Algeciras, Spain. 
Eduardo Torroja, Engineer; R. 
Barredo, Contractor. 4. Kresge 
Auditorium, Massachusetts In- 
stitute of Technology, Cam- 
bridge, Mass. Eero Saarinen & 
Associates, Architects; Anderson 
& Beckwith, Associate Archi- 
tects; Ammann & Whitney, 
Structural Engineers 


tensile stress within the thin shell. 
shell segments 
arching between the columns are 
primarily designed to maintain the 
geometry of the shell’s edge, which 
is highly stressed and would other- 
wise have a tendency to buckle out 
of shape. This phenomenon must be 
guarded against in all shell prob- 
lems where concentrated forces oc- 
cur along the perimeter of the shell. 

A recent spherical calotte shell 
structure, which has a triangular 
horizontal base, is shown in Figure 
4. Since this structure has aroused 
some controversy, it may be instruc- 
tive to examine it in detail. 

Since the rate of increase in the 
boundary disturbance of a calotte 
shell is largest going from a square 
base to a triangular base, the tri- 
angular shell is not the best solution 
from the structural point of view. 

On the other hand, if the princi- 
ples of architectural design are con- 
sidered, it would be just as un- 
natural to force any other form of 
base plan upon this project. 


The secondary 


Garcia Moya 


In weighing these factors against 
each other, one may conclude that, 
in this case, the architecture was 
justified in forcing the pace of the 
structure, especially since the peak 
boundary disturbance was _ allevi- 
ated by the curved edges of the 
shell, which formed right angles at 
their intersection measured on the 
surface of the shell. 

Additionally, the architect’s de- 
sign has been severely criticized be- 
cause a series of baffles suspended 
to produce acceptable acoustical 
qualities for the auditorium par- 
tially hide the structure of the shell 
from view within its interior. The 
writer’s contention is that hardly 
ever can shell structures be devised 
that are mechanically and architec- 
turally perfect and fully fit for im- 
mediate human occupancy. 

In order to realize its full value 
showpiece, a shell structure 
should “read” from at least one of 
its sides, and preferably from the 
outside since it is always harder to 
appreciate thin shell structures 


as a 
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from the inside. This thin shell ob- 
viously has its character fully ex- 
pressed from the exterior, and 
therefore its adoption would seem 
to be entirely justified. 

Some questions have also been 
raised with respect to the advis- 
ability of supporting concentrated 
loads, in this case the reactions of 
the suspended baffles, from the skin 
of the thin shell. It is true that a 
thin shell is most capable of trans- 
ferring loads that are reasonably 
uniform, but if the concentrated 
loads are small and densely distrib- 
uted over the shell’s surface as here, 
their effect is in any case very sim- 
ilar to that of a continuously dis- 
tributed load, which can easily be 
carried by the shell. A few widely 
scattered concentrated loads are 
also admissible if the localized 
transverse bending disturbance 
propagated from the point of appli- 
cation of the load is equal to or 
smaller than the unavoidable out- 
side boundary disturbance. It is 
hardly reasonable to reject a thin 
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shell structure simply because a few 
concentrated loads have to be sus- 
pended from its skin. 

However, the outside boundary 
members in this project should have 
been supported at more frequent 
intervals in order to diminish the 
heavy edge arches. This would have 
brought with it a less pronounced 
boundary disturbance, a_ lighter 
shell, and consequently a structure 
more in tune with the architect’s 


stimulating concept. 


Compound and Translational Shells 
Figure 5 shows a compound shell 
structure by France’s René Sarger, 
which was engineered for repeti- 
tive use of the formwork. In this 
case, the characteristic shell unit 
has a double curvature that helps 
to confine the boundary disturbance 
of the shell within reasonable limits. 

In comparison, the segmental 
shell structure shown in Figure 6 
does not accomplish its 
structural purpose. The leading mo- 
tive behind the dissection of this 


seem to 


248 ARCHITECTURAL RECORD 


April 1960 


spherical dome into a large number 
of narrow pie-shaped segments was 
also an expected economy resulting 
from the re-use of forms. But unfor- 
tunately the proportions and boun- 
dary conditions of the segmental 
shells were chosen to be such that a 
significant shell action of the struc- 
ture was entirely lost. The spherical 
segments are so narrow that a state 
of transverse bending exists prac- 
tically everywhere. 

Another important type of shell 
structure is the translational shell 
whose surface is generated by slid- 
ing one curve along another. Such 
shells are quite efficient in transfer- 
ring their loads primarily by mem- 
brane forces. If their boundaries 
are supported at reasonable inter- 
vals so that the edge members can 
be of moderate size, the boundary 
disturbance induced in the shell’s 
skin is quite small and an effective 
shell structure is possible. Transla- 
tional shells can develop resultant 
diagonal tensile membrane forces 
of considerable magnitude in the 


John Maltby, courtesy London County Council 


vicinity of the corners, but these 
can ordinarily be absorbed by re- 
inforcement or prestressing. 

It is important, however, to note 
that concrete deforms with time 
when subjected to constant stress. 
This phenomenon is called plastic 
flow or creep. If a shell’s boundary 
members support long spans, then 
they are subjected to high bending 
stresses which produce appreciable 
deflections of the members due to 
the plastic flow of the concrete. 
Since these changes in the geometry 
of the boundary members impose an 
additional boundary disturbance on 
the shell, it is evident that every 
effort should be made by the de- 
signer to prevent appreciable de- 
flections of the edge members. 

The plastic and statical displace- 
ments of boundary members can be 
reduced considerably by supporting 
them at moderate spans, and can be 
practically eliminated by an appro- 
priate prestressing. Figure 7, for 
example, shows a translational shell 
structure with diaphragm’ type 





edge beams which were prestressed 


in order to mitigate their deflec- 


tions. The resulting supporting con- 


dition of the shell reduced its 
boundary disturbance to such an 
extent that the shell started to be- 
have essentially as a membrane. 
with translational 
shells, it is worthwhile to present 
an incident which demonstrates a 
common pitfall for shell engineers. 
The architect of a thin translational 
shell structure very much like the 
one shown in Figure 7 once pro- 
posed to me to build this shell with- 
out any edge members at all. The 
tempting challenge posed by such a 
thin shell blinded my judgment to 
such an extent that a complete 
structural analysis of considerable 
complexity was actually carried out. 

Finally, when I recovered my 
sense of reality, I was able to draw 
the following conclusions, which 
could have been put forth without 
actually carrying out the painfully 
elaborate theoretical analysis: 

A thin shell without 


In connection 


any edge 


members is no doubt a visual ec- 
stasy, but structurally it is a total 
loss. All major benefits of thin 
shell behavior lost because 
the shell persists in a predomi- 


are 


nant state of transverse bending 

all across the skin of the shell, 

thus obviously 

requisite exility. 
A reintroduction of the appropriate 
edge members of course restored the 
chaste structural behavior to the 
thin shell and re-established its true 
structural nature. 


undermining its 


Negatively Curved Shells 

Doubly shells whose two 
principal radii lie on opposite sides 
of the shell are said to be negative- 
ly curved: 


curved 


1 

ae 
Such shells have excellent proper- 
ties against buckling, but their 
greatest disadvantage lies in the 
fact that they usually develop con- 
siderable tensile membrane stresses 


which 


Gaussian curvature < 0 


can be a nuisance in rein- 


5. Covered Market, Royan, France. Simon 
& Morisseau, Architects; René Sarger, En- 
gineer. 6. Dallas Convention Center, Dallas, 
Texas. George L. Dahl, Architect; Ammann 
& Whitney, Consulting Engineers. 7. Assem- 
bly Hall, Kidbrooke School, Kings Lynn, 
England. Ove Arup and Partners, Consult- 
ing Engineers. 8. Officine Alfa Romeo, Milan, 
Italy. Guido Baroni, Structural Engineer. 
9. Black Forest Hall, Karlsruhe, Germany. 
Prof. Schelling, Architect; Dyckerhoff & 
Widmann, Structural Engineers 


forced concrete thin shell structures. 

Hyperbolic paraboloidal shells, 
which are developed by the transla- 
tion of a straight generator, are one 
of the most widely used among such 
types of shells. The late Bernard 
Laffaille of France, and Guido Ba- 
roni of Italy, were the pioneers in 
the development of this type of thin 
shell structure. (Figure 8 shows a 
factory roof by Baroni which is an 
arrangement of four hyperbolic 
paraboloids. ) 

It is important to point out that 
the structural design of hyperbolic 
paraboloidal shells of unusual pro- 
portions should be entrusted only to 
experts. These shells are so temper- 
amental in their behavior that many 
dangerous boundary conditions can 
occur for uncommon shell propor- 
tions. Very often an examination of 
their statical equilibrium is not 
sufficient for reasonable safety of 
the structure and an analysis of de- 
formations becomes mandatory. 

There have been several rather 
misleading articles written on such 
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M. Garcia Moya 


a 
10. Technical Institute of Tarrago- 


na, Spain. Eduardo Torroja, Engi- 


Thee 


neer. 11. 
Illinois, 
Abramovitz, 


& Whitney, 


Arena, University of 
Urbana, Ill. Harrison & 
Architects; Ammann 
Structural Engineers 


which 
convey the impression to the reader 
that the membrane solution of hy- 
perbolic 


shells in various journals 


paraboloidal shells is a 
structurally safe solution. Nothing 
could be farther from the truth. 

These shells have not as yet been 
fully investigated for all aspects of 
their structural characteristics, but 
there is already sufficient evidence 
available to indicate that critical 
discontinuities in membrane stress- 
es and strains are possible. The 
boundaries of such shells are very 
often in a precarious state of equi- 
librium with an omnipresent threat 
of some lateral kickout. 

Usually such fine points of struc- 
tural behavior remain undetected 
by designers with inadequate train- 
ing in structural mechanics, who are 
liable to draw broad and erroneous 
conclusions based on their rather 
primitive understanding of the 
whole problem. Consequently a few 
negatively curved thin shells have 
been constructed that seem to be 
able to stand up rather by the grace 
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of Nature than by the prowess of 
their designers. 

On the other hand there are quite 
a number of negatively curved 
shells in existence which have been 
skillfully proportioned or ingenious- 
ly prestressed in order to avoid the 
structural shortcomings of the 
genre. Figure 9, for example, shows 
a negatively curved shell of rein- 
forced designed by Dr. 
Finsterwalder who prestressed it in 
such a way that all membrane ten- 
sile stresses within its skin were ef- 
fectively erased. 


concrete 


Folded Plates 

Modern folded plate structures 
were pioneered by Dr. Hermann 
Craemer and Dr. Georg Ehlers of 
Germany in the late twenties. They 
are not really shells and their struc- 
tural behavior compares unfavor- 
ably to that of a pure shell. They 
are, however, much superior to flat 
plate structures because the folded 
plate supports the greater part of its 
load by bending action which takes 


place within its own plane. 

In general, the folded plate’s 
structural behavior includes waste- 
ful transverse bending everywhere, 
but the magnitude of the bending 
can be made, in most cases, moder- 
ate enough to make the folded plate 
design more economical than a con- 
ventional structure. 

The advent of prestressing has 
enhanced the economic appeal of 
these hybrid structures consider- 
ably, as in the early prestressed 
folded plate structure shown in Fig- 
ure 10. The information provided 
by the model test in this case con- 
firmed conclusively the correctness 
of Torroja’s original theoretical 
analysis for this unusual folded 
plate structure. 

The folded plate dome for the 
arena shown in Figure 11 also seems 
to possess a good margin of orig- 
inality, although it remains to be 
seen whether the final design of this 
novel structure is carried out to 
the limit of the structural efficiency 
it deserves. 
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Theoretically, an ideal form of air flow (top) would 
be from the ceiling as a supply to the floor as an ex- 
haust. Since this is impractical, the engineers have 
used portions of the ceiling for supply outlets, and 
registers on sidewalls for exhaust. The center sketch 
shows how a portion of the ceiling is used for air 
supply in the neurological operating rooms. The 
bottom sketch shows air supply from the periphery 
of the observation dome for cardiac operating rooms 


A New Approach to 


Air Distribution 


In Operating Rooms 


by Edward A. DeVan 


Krey & Hunt, Consulting Engineers 


Operating Facilities for Cardiovascular 
and Neurological Surgery, Clinical 
Center, National Institutes of Health, 
Bethesda, Md., Jack Masur, M.D., 
Director; D. L. Snow, Chief, Sanitary 
Engineering Branch 

Kiff Colean, Voss & Souder, The Of- 
fice of York & Sawyer, Architects; 
Krey & Hunt, Consulting Mechanical 


and Electrical Engineers; Bolt Beranek 
and Newman Inc. (Instrumentation) 


A novel approach to the distribution 
of conditioned air has been developed 
for new operating facilities at the 
National Institutes of Health in an 
effort to improve the sterility of the 
air, especially in the vicinity of the 
operating table. This is particularly 
significant in light of the medical 
profession and hospital authorities’ 
taking a new look at aseptic tech- 
niques to minimize infection. 
Essentially, the idea is to bathe 
the patient in a current of fresh sup- 
ply air so that this clean air pro- 
vides a protective curtain about the 
operating field. The thinking behind 
this is that outdoor air generally is 
free of pathogenic organisms, so if 
proper precautions are taken in the 
design of the air supply system, the 
conditioned air that enters the room 
will have a very low bacteria count. 
But actual studies indicate that 
if supply air is introduced into the 


operating room in such a way that a 
turbulent pattern is created, this 
air can wipe the room surfaces, 
equipment and clothing, and pick up 
sufficient pathogens to create an un- 
satisfactory condition, particularly 
for cardiovascular and neurological 
surgery. 

Based on this premise, the ideal air 
distribution would be one in which 
the entire ceiling is an air supply and 
the entire floor is an exhaust, re- 
sulting in a complete and constant 
purge of the room, with minimum 
local recirculation. But obviously 
this is impractical. The operating 
facilities at NIH will have instead a 
modified version in which the air 
supply is directly over the operating 
table and an exhaust opening is pro- 
vided near the floor on all four walls. 

In the new operating rooms at the 
National Institutes of Health, 65 F 
air will be directed at the operating 
field, but the ceiling air supply cov- 
ers a larger area than the operating 
table itself. 

In the case of the cardiac operat- 
ing room, the placement of supply 
outlets was dictated by the perime- 
ter of the dome required in the ceil- 
ing for observation, for televison 
and camera ports, and for the mount- 
ing of a circle of 24 recessed incan- 
descent fixtures. These lights are di- 


rected at the operating field, and can 
be individually controlled at a console 
by the surgeon. 

In the neurological operating 
room, no dome was required, since 
observation will be from the record- 
ing room. The air supply issues from 
perforated metal pans with air 
valves, set in a dropped ceiling. Re- 
cessed fixtures for general illumina- 
tion are interspersed with the pans. 
Suspended surgical lights also will 
be provided in both types of operat- 
ing rooms. 

While the supply air is the clean- 
est air in the room, its temperature, 
at 65 F, makes it also the coldest 
and a normally clothed person might 
fee] drafts. However, there are mit- 
igating circumstances in this case. 
The designers and the NIH staff are 
hoping that the heavy gowning of 
the surgeon and his team will offset 
any discomfort associated with the 
direct air stream. 

Supply outlets are designed so that 
air quantities can be varied to 
achieve an optimum combination of 
cleanest air and least objectionable 
drafts. Layout of the rooms made it 
impossible to have four-wall ex- 
haust; instead, two walls are used. 
The system is designed to permit all 
bottom exhaust if tests should prove 
this desirable. Top exhaust also is 
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available to modify the air distribu- 
tion pattern, if necessary. 

The maintenance of a sterile at- 
mosphere is not a function of any 
one item, but several: (1) cleanliness 
of air supply, (2) method of air dis- 
tribution and air change rate, (3) 
operating room cleaning, (4) oper- 
ating procedures and techniques. 1. 
Cleanliness of Air Supply. It was 
mentioned that outdoor air is gen- 
erally free of pathogens, which is the 
prime reason 100 per cent outdoor 
air is used for operating suites. If, 
however, fresh air intakes are too 
close to exhaust outlets, the fresh air 
can become contaminated. 

Studies have shown that air also 
can become contaminated in the air 
handling system due to build-up and 
accumulation of bacteria on cooling 
and/or heating coils, and air leak- 
age from fan room into the casing 
(which cannot be made air-tight) due 
to negative pressure. These studies 
indicate the need of filters immedi- 
ately before the air outlets to oper- 
ating room suites, regardless of the 
type of air conditioning system used. 
2. Method of Air Distribution and 
Air Change Rate. Air distribution 
has been discussed earlier. Air 
change rates for operating suites 
published in the literature vary from 
10 to 20 changes per hour, even 
though in many cases a rate of 6 to 7 
a.c. will handle the heat gain. While 
the higher air change rate will pro- 
duce the greatest dilution of bacter- 
ia, at the same time it can create ex- 
cess air motion and pick up bacteria 
clusters on linen, equipment, etc. For 
the present, until further studies are 
made, 10 to 12 a.c. are recommended 
as a compromise. 





3. Operating Room Cleaning. It is 
common practice in operating suites 
to wash the floors, part of the walls 
and furniture after every operation, 
or at least once a day. In some hos- 
pitals, however, scant attention is 
paid to the higher parts of the 
walls and ceilings, and in particular 
to the air conditioning outlets. Air 
conditioning outlets, both supply 
and exhaust, can be focuses of dust 
collection. 

4. Operating Room Procedures and 
Techniques. Recent tests in a neuro- 
surgical suite showed that the sup- 
ply air contributed only 18 per cent 
of the bacteria count during surgery 
and only 10 per cent during draping. 
It was deduced that contamination 
of air was due to partially sterilized 
linen and equipment, carelessness on 
the part of personnel and inadequate 
cleaning of rooms. Historically, all 
physiological data _ collecting in 
and neurological 
surgery has been done in the operat- 
ing room. However, this will be done 
in a separate room, the recording 
center, at the new operating facili- 
the National Institutes of 
Health. This remote location of in- 
struments and centralization of 
vacuum and_ hypothermia 
lines achieves an operating room re- 
quiring a minimum of personnel 
and machines. This is accomplished 
by the use of a console unit to which 
the patient (anesthesia and instru- 
mentation lines) is attached. 
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Architectural Engineering 


The Long and Short of Color Distance 


by R. M. HANES, Applied Physics Laboratory, Johns Hopkins University 


In this re port ona recent color study, 
a scientist raises some pointed ques- 
tions about the effect of color on ap- 
parent contradicts 
thumb. 
For example, persons participating in 
the experiments found that a black 


room size o and 


some architectural rules of 


panel seemed farther away than a 
white panel at the same actual dis- 
tance. Is a black room, then, “larger” 


than a white one? 


“Warm colors advance; cool colors 
recede.”” How often have you heard 
or read this statement? Or perhaps 
even used it yourself? If provides one 
very convenient rule of thumb for 
color selection— if it is valid. It is the 
validity of this statement, as well as 
other color 
and apparent distance, that we shall 
examine in this article. 

Let’s 
but not 


relationships between 


with a 
unusual, 


start hypothetical, 
decorating prob- 
lem: a room with a high ceilinz—too 
high to satisfy one’s sense of propor- 
tion. We decide first to “drop” the 
ceiling color to a convenient point on 
the side walls. This practice is fairly 
standard and is said to be effective. 
Let’s assume that it is. Now we wish 
to select the color to be used. How 
shall we select it? Shall we be con- 
with the exposure of the 
room, whether it faces north, south, 


cerned 


east, or west? Assume that our room 
faces south and that we should like 
to use a so-called cool color. But 
“cool colors recede!’ Suppose that 
we want to use blue, a hue always 
called cool. Will the blue recede so 
much that it will offset the effect of 
the “dropped” ceiling color? Will dif- 
ferent blues have different effects, or 
will they all recede about the same 
amount? It is unlikely that all blues 
will seem equally cool. It therefore 
seems unlikely that all blues will ap- 
pear to advance or recede to the same 
degree. Our rule of thumb appears 


*See bibliography page 348 
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to be inadequate, even if valid. We 
must seek further information. 

We turn to one of the sources on 
color application! and quickly find 
some promising information to the 
effect that “advance” and 
tints “recede.” It appears, then, that 
a shade of blue would be both cool 
and advancing. It would satisfy both 
the exposure 


shades 


requirement and the 
distance requirement. This is exactly 
what we are seeking, so we pause 
only momentarily to ponder the ap- 
parent contradiction to our rule. 

We should next like to determine 
something about the degree of effect 
to be expected, for we do not want to 
have the ceiling appear too low, nor 
do we want it darker than necessary. 
The books on color application* do 
not supply the desired information, 
so we turn to the experimental liter- 
ature. Katz’ reports an interesting 
little laboratory demonstration in 
which broad-headed nails, which 
projected distances from a 
board, were covered alternately with 
red and blue paper squares. At a 
viewing distance of approximately 
thirty-one inches, the reds appeared 
nearer than the blues by about one 
per cent of the viewing distance. This 
is the sort of quantitative informa- 
tion we are seeking, but the degree of 
effect is disappointingly small. Fur- 
ther searching is necessary. 


equal 


We find a disconcerting report by 
Pillsbury and Schaeffer’ to the effect 
that, with red and blue lights, eleven 
out of fifteen observers reported that 
the blue light appeared nearer! Now 
we are confused. We forget quanti- 
tative matters for the moment and 
seek reassurance that red does really 
appear nearer than blue. Freund? 
gives us some help, for he reported 
that red, yellow, and green were ad- 
vancing colors as compared to blue. 
We have now got red and blue back 
into the “right” relationship. Per- 
haps we should stop while we are 


ahead but, inveterate seekers after 
truth that we are, we push on. We 
find that Taylor and Sumner’ report- 
ed brightness to be more important 
than hue in distance judgments and 
that Johns and Sumner® found that 
brighter colors, as compared with 
darker ones, appeared closer when 
both were objectively equidistant 
from the observer. Now we are really 
confused. Our authority on applica- 
tions stated that shades (or darker 
colors) advance relative to tints (or 
lighter colors), but we find an experi- 
mental study reporting that lighter 
colors appear relatively closer. 

At this point we might decide on 
one of two courses of action: (a) the 
whole subject is trivial and we shall 
forget it, or (b) there is sufficient 
evidence to suggest important prac- 
tical effects, but we need more and 
better information. The present writ- 
er chose the latter alternative some 
years ago and conducted several ex- 
periments in an attempt to obtain 
more useful practical information. 
This effort will be described later, 
but first a few words about why the 
evidence is so confusing. 

First of all, the subject of per- 
ceptual and affective reactions to 
color is a very complex one. It is 
scarcely surprising, therefore, that 
we find contradictory evidence even 
in laboratory studies. It is not at all 
surprising to find contradictions and 
confusions between experimental 
evidence and anecdotal evidence, for 
the latter is rarely objective and may 
even, in some cases, be exaggerated 
or contrived for commercial pur- 
poses. Also, such evidence will fre- 
quently be based on individual ex- 
perience and judgment, which are 
not necessarily indicative of groups 
or average effects. Shall we then ac- 
cept only evidence from controlled 
laboratory experiments? The answer 
must be no, for such experiments, 
while suggestive, do not ordinarily 





duplicate with sufficient accuracy the 
practical situation. Both kinds of 
evidence are therefore inadequate; 
much additional information is need- 
ed before the effects of color can be 
assessed. 

In an attempt to obtain some of 
the needed data, the present writer 
performed two experiments. The 
first was conducted in a standard 
laboratory setting for the purpose of 
measuring independently the effects 
of each of the three color dimensions 
(hue, lightness, and saturation). The 
second was carried out in a full- 
scale room in order to obtain some 
better indications of the degree of 
effect to be expected in a more re- 
alistic setting. 

In the first experiment a special 
depth-perception apparatus was used 
with painted test materials. Results 
indicated that lightness alone could 
cause differences in apparent dis- 
tance of as much as five to seventeen 
per cent, depending upon the hue. 
Hue effects varied between nine and 
nineteen per cent for saturated 
(strong) colors, and between two and 
three per cent for relatively unsatu- 
rated colors, with red and yellow ap- 
pearing to “advance” relative to 
green and blue. The results for satu- 
ration were not as clear-cut. While a 
saturated red did appear about fif- 
teen per cent closer, on the average, 
than an unsaturated red, no reliable 
or consistent differences were found 
for the other hues. 

With this further evidence that 
color can cause considerable changes 
in the apparent distance of surfaces 
under laboratory conditions, the next 
logical step was to test for such ef- 
fects in a more realistic applied situ- 
ation. This second experiment will be 
described in some detail so that you 
will have enough information to 
evaluate its implications. A room 
shell (12 feet long, 22 feet wide, and 
8 feet high) was constructed with 
movable end walls and a luminous 
ceiling to give uniform illumination 
throughout the room. All surfaces 
were made as smooth and continuous 
as possible to eliminate extraneous 
clues. The end walls consisted of re- 
movable panels mounted on rolling 
carriages at each end of the room. A 
storage rack was provided at one end 
of the room for the end-wall panels, 
and provision was made for easy 
transfer of the panels to the electri- 
cally-driven carriage at that end. 

Eight colors were used in the ex- 


periment. The side walls and one end- 
wall panel were painted a medium 
gray. This medium gray panel served 
as the standard at one end of the 
room in all comparisons. The other 
seven colors were used on the re- 
maining seven panels. The approxi- 
mate Munsell notations for the colors 
were as shown in Table 1. 

The average room illumination at 
eye level (sitting position) was 
about forty foot candles. The amount 
of illumination on the end walls did 
not change noticeably as the walls 
were moved from the end toward the 
center of the room. Observers were 
seated in a fixed position ten feet 
from the standard gray wall. This 
location allowed for a maximum ad- 
justment of two feet for the variable 
end-wall beyond the physical equal- 
ity point when the standard end-wall 
was set at the end of the room. Ob- 
servers were tested for color defi- 
ciency, instructed in the use of the 
control lever for the power-driven 
carriage, and given practice until 
they were able to manipulate the car- 
riage satisfactorily. After such in- 
struction and practice, the experi- 
mental trials were started, with each 
observer making two settings for 
each of the seven colors. The various 
colors were presented in random or- 
der, and other necessary experiment- 
al precautions were observed. At the 
end of his test, each observer was 
asked to do three things: 

1. Tell how he had made the settings, 
i.e., what he had used as cues or cri- 
teria for his settings. 


2. List all eight colors of the experi- 
ment in the order of his own prefer- 
ence for them. 

3. List all eight colors in order from 
most to least “advancing” as they 
had appeared during the experiment. 

One hundred and _ twenty-eight 
persons served as observers—sixty- 
four male and _ sixty-four female. 
The males ranged in age from 18 to 
57 years, with a mean of 38. The fe- 
male range was from 16 to 58 years, 
with a mean of 32.5. Of the male 
group, all had at least a high school 
education and thirty-eight of the 
group were college graduates. 
Twelve of the females had not com- 
pleted high school and only seven 
were college graduates. Most of the 
females were small town housewives, 
but the rest of the females and nearly 
all of the males were office and re- 
search laboratory employes. 

These observers were divided into 
four different groups, each group 
being given somewhat different in- 
structions. One group was told that 


TABLE 1 


Approximate 
Color Name Munsell 


Notation 





Red 7.5R 5/14 
3.5Y 9.2/12 
Green 2.5G 5.5/10 
Blue 2.5PB 5/10 
Black N 2.5 

Light Gray N 8.0 
White N 9.4 
Medium Gray N 6.0 


Yellow 


TABLE 2: MEAN SETTING (IN INCHES) FOR EACH COLOR 


Red 


Light 


Black Gray 





12.8 


TABLE 3 


Most to least 
advancing from 
experimental settings 


Yellow Red 
Green Black 


Red Yellow 


White Blue 
Light Gray 


Medium Gray 


questionnaire 


0.1 +1.6 


Most to least 
advancing from 


Most to least 
preferred 





Green 
Blue Medium Gray 


ARCHITECTURAL RECORD 


Yellow 

Green 

Blue 

Light Gray 
Medium Gray 
White 


Light Gray Red 
Black White 


Black 
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red, yellow, and black were “advanc- 
ing” colors, while green, blue, and 


white were “receding” colors. An- 
other group was told that these col- 
ors had just the opposite effects 
The third group was told that no 
information was avail- 
able on such color effects. All three 


of these groups were given detailed 


satisfactory 


instructions about avoiding the use 
of any cues other than the end walls. 
The fourth group was not told any- 
thing about extraneous cues; they 
were left to their own devices. The 
instructions were varied for two 
purposes: (a) to determine whether 
or not the color effect could be in- 
fluenced by statements 


about the way in which color affected 


positive 


apparent distance, and (b) to pro 
vide some degree of check on the use 
of extraneous cues by the subjects. 

The results produced by this rath- 
er elaborate experiment were both 
pleasing and While 
statistically effects due 


disappointing. 
significant 
to color were found, the average 
magnitude of such was small. The 
mean settings of the movable end 
wall for all observers for each color 
are listed in Table 2. A positive value 
indicates that the variable panel was 
set farther away from the subject 
than the standard gray panel when 
the two appeared equidistant to the 
subject. In other words, the positive 
sign indicates that the color or, more 
properly, the wall, appeared to ad- 
vance or seemed closer. Since all the 
signs are positive except for black, 
all colors except black, on the aver- 
age, appeared to advance compared 
to the gray standard. Since all the 
colors contrasted strongly with the 
side walls, it was expected that they 
would all “advance” in greater or 
lesser degree. 

Examination of the effects of the 
different colors relative to each other 
indicates that yellow was the most 
with red and green 
next, white third, then light gray, 
blue, and black. Red and green are 


“advancing,” 


listed together because their means 
are essentially equal. While this is 
the order without consideration of 
the three color dimensions, we need 
to examine each dimension separate- 
ly in order to arrive at a reasonable 
explanation and understanding of 
the effects. With this limited num- 
ber of different 
evaluate 


colors, we cannot 


each color dimension as 
thoroughly as we would like, but we 


can draw some conclusions. 
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So far as hue effects are concerned, 
the colors fall in spectral order from 
most to least if we al- 
low for effects due to lightness differ- 


“advancing,” 


ences. While yellow appeared to ad- 
vance most, it had a much higher re 
flectance than the other hues. Ac- 
have 
been expected to appear closer than 


cording to theory, red might 


green, but since these hues were 
highly saturated, it seems likely that 
the obtained result is due partly, at 
least, to the strong contrast. 

When the lightness dimension 
alone is considered, it is apparent 
that the greater the lightness the 
more a color advances in this situa- 
tion. The order from most to least 
“advancing” is white, light gray, and 
black. Note that this result for light- 
ness is exactly opposite to what has 
customarily been said on the basis of 
practical observation about the dis- 
effects of black and white. 

So far as saturation is concerned, 
all the highly saturated colors ap- 
peared closer than the medium gray 
standard, as indicated earlier. While 
this result could be attributed partly 
to a position effect, since the variable 
was always on the right, it seems 
more likely that saturation was the 
determining factor. 

Before we consider the implica- 
tions of this study, a few words are 


tance 


necessary concerning the other vari- 
ables in the experiment. There was no 
statistically significant effect due to 
groups, trials, trial orders, or sex. 
While there were differences in the 
mean settings for these factors, none 
of the differences were large enough 
to provide a statistically significant 
difference. There were, on the other 
hand, some significant interactions, 
but none of these involved the color 
factor and were probably due to dif- 
ferences in age and educational level 
among the subjects in various sub- 
groupings. 

The questionnaire results, when 
compared with the experimental set- 
tings, provide very interesting data. 


To allow for convenient comparison, 
Table 3 is provided to show: 
1. The rank order of the colors from 


most to least 
mined 


“advancing” as deter- 
from the experimental set- 
tings. 

2. The rank order of the colors from 
most to least advancing as deter- 
mined from the subjects’ judgments 
as reported on the questionnaires. 
3. The rank order of the colors so 
far as the subjects’ preferences were 


concerned, as reported on the ques- 
tionnaire. 

Calculations show practically zero 
correlation between the order for ap- 
parent distance due to experimental 
settings and that reported on the 
questionnaire, but there was an ap- 
preciable correlation between experi- 
mental settings and color preference. 
Apparently preference had 
some influence on the experimental 
settings, but there was essentially no 
relationship between the actual ex- 
perimental performance and the sub- 
jects’ feelings about the way the vari- 


color 


ous colors appeared to “advance” or 
“recede.” 

What can we conclude from this 
experiment? Have we demonstrated 
anything important? The answer is 
a qualified “Yes.” Color distance ef- 
fects have been obtained for the 
first time, so far as the writer knows, 
in an objective, controlled situation 
of practical significance to architects, 
decorators, and others concerned with 
architectural appearance. The aver- 
age size of effect, on the other hand, 
is disappointingly small—a matter 
of no more than about three per cent 
at most. These average results do not 
reveal, of course, some much greater 
effects for some individuals. There 
were numerous differences, for exam- 
ple, of 12 to 24 inches among the dif- 
ferent colors for some subjects. Nev- 
ertheless, since we must generally be 
interested in group reactions, we can- 
not consider the demonstrated ef- 
fects, even though they are statisti- 
cally significant, to be of much prac- 
tical importance. 

Furthermore, again from the pure- 
ly practical standpoint, since the ex- 
perimental evidence for the effects of 
black and white is exactly opposite 
to the effects commonly attributed to 
these colors, we must conclude either 
that the effect of brightness varies 
with the situation or that the effect 
is so small that it is unimportant. Or 
perhaps we might even conclude that 
the effects attributed to black and 
white have generally been in error. 
The conclusion that one reaches de- 
pends largely upon how much im- 
portance one attaches to the critical, 
analytical attitude in the experimen- 
tal situation as contrasted with ordi- 
nary observation. This problem be- 
comes especially sticky when we con- 
sider the questionnaire results, in 
which black and white assumed the 
roles commonly attributed to them. 

continued on page 348 





Product Reports 


New Anodizing Process Guarantees Uniform, Fadeproof Colors 


A new anodizing process developed 
by Kaiser Aluminum with all the se- 
crecy that surrounds the designs for 
next year’s automobile promises to 
end many of the bugaboos that have 
plagued manufacturers—and 

of color-anodized aluminum. 

Its end result is aluminum extru- 
sions, sheet and castings anodized in 
a series of restrained tones that have 
earned from those privy to the till- 
now secret the description of “ivy- 
league” gold, amber, tan, 
brown, olive, gray and black, in either 
matte or gloss finishes. 

Handsome though the colors are, 
no small part of their appeal lies in 
the fact that the new process assures 
near-perfect color uniformity from 
one batch to the next. Designers and 
specifiers will also be interested to 
note that the long (7-year) period of 
development and testing has made 
it possible for Kaiser to offer a five- 
year guarantee of color fastness, cor- 


users 


colors: 


rosion resistance and abrasion re- 
sistance of the Kalcolor anodic coat- 
ings. Moreover the cost will be im- 
mediately competitive with that of 
other commercial  color-anodized 
coatings despite the heavy capital 
investment of the anodizers licensed 
for the new process, and Kaiser ex- 
pects to eventually bring costs down 
to the level of clear anodizing. 

The new process itself differs from 
standard anodizing techniques in 
that the colors are produced, not by 
organic dyes, but by the conversion 
of alloying elements within the metal. 
Ordinarily the oxide film produced 
by anodizing is porous and so can ab- 
sorb water-soluble dye-stuffs and pig- 
ments until the pores are sealed by 
dipping the coated metal in boiling 
water. In the Kalcolor process, the 
oxide itself is colored, and, because 
it is “burned on” during the electro- 
(This is 
due to the electrolyte used, about 
which Kaiser says noncommittally 
“It is not sulfuric acid.” ) 

The alloys which produce this col- 
ored oxide film are said to be com- 
parable to common alloys in their 
other physical properties, and, in- 
deed, in some instances superior. 

The proof of the pudding lies in 
tests conducted over the past five 
years, during which every color-al- 
loy was tested in at least 50 batches 
and some in 100. The Kalcolor pro- 
cess results in a coating 20 to 40 per 


lytic process, non-porous. 


cent denser than standard anodic 
coatings, and hence more resistant 
to abrasion and corrosion. There was 
no perceptible fading or corrosion 
during accelerated tests under salt 
spray, water fog and high intensity 
ultraviolet rays, and outdoor expo- 
sure tests gave similar results. 

The Kalcolored aluminums are 
available nationally through licensed 


anodizers and fabricators, and have 
already been specified on several ma- 
jor projects. Immediate uses are ex- 
pected to be primarily architectural, 
but plans are afoot to apply the new 
finish to such fabricated items as 
hardware and stock window frames. 
Kaiser Aluminum & Chemical Sales, 
Inc., 300 Park Ave., New York 22, 
WN. F. 


Vinyl Finish Spray — Applied to Fabrication Metal 


The development of a new system for 
the spray-application of decorative 
vinyl finishes makes it possible to 
apply textured or smooth vinyl dis- 
persion coatings to plain or textured 
metal—steel or aluminum—after it 
has been fabricated, resulting in sig- 
nificant savings over previously used 
methods which start with pre-lam- 
inated or pre-coated metal sheet. 
Because of their resiliency, tough- 
ness, unlimited color range, and re- 
sistance to corrosion and chemicals, 
vinyl-metal combinations have al- 
ready found wide acceptance in spite 
of their premium cost. By largely 
eliminating the problems inherent in 
their fabrication and production, the 
new spray technique is expected to 
bring finishing costs down enough to 
encourage the use of vinyl-coated 


metals for architectural applications 
as well as for consumer and indus- 
trial products. Metal & Thermit 
Corp., 100 Park Ave., New York, 
Nt. 


Dry Wall System Cuts Installation Time, Costs 


The Steelfast system for installing 
dry wall, now in the final stages of 
development by the Research Insti- 
tute of the National Association of 
Home Builders, in collaboration with 
U. S. Steel’s Research Center, is ex- 
pected to cut at least two days from 
the construction schedule for a 1200- 
sq-ft home. It will also offer small, 
but significant, savings in actual in- 
stallation costs. 

The system employs formed steel 
strips that receive dry wall sheets at 
all 90 degree intersections, as shown 
right. Level ceilings and plumb cor- 
ners are assured because the panels 
are held in place by the steel members 
instead of following the contours of 
the framing. The strips themselves 
are aligned by clips that join them at 
the corners. 

In field tests, use of the Steelfast 
system has eliminated the backing 
lumber normally used to provide 
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nailing surfaces at the ceiling line 
and most corners, and precluded the 
use of metal strapping plates across 
frame openings for plumbing and 
ductwork. It also eliminated taping 
and spackling at the joints. Research 
Institute, National Assn. of Home 
Builders, National Housing Center, 
1625 L St., N.W., Washington 6, D. C. 

more products on page 268 
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Office Literature 


ARMCO 
STAINLESS 
STEELS 


for architecture 


ARMCO 


Architecture 


STAINLESS STEELS fo 
(A.LA. 15-H-1) is de 
signed to provide the designer and 
specification writer with basic current 
data that will assist them in using 
architectural stainless steels at mini- 
mum cost. In presenting the informa- 
tion, the authors have avoided the in- 
clusion of gratuitous data on properties 
and fabrication and have limited them- 
selves to data directly pertinent to 
architecture, with the result that the 
manual is both complete and concise. It 
includes sections on the types of stain- 
less steels recommended for architectu- 
ral use, on the selection of optimum 
forms, sizes and thicknesses, on finishes, 
and on fabrication, and concludes with 
a summary specification guide and 
check list. 28 pp. Armco Div., Armco 
Steel Corp., Middletown, Ohio 
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Fir Plywood 

for Today's Construction 
A.I.A. 19-F) contains basic infor- 
mation on fir plywood standard 
grades and specialty products. Form 
S-60, 16 pp. Also available: two 
booklets on the technical properties 
and recommended uses of western 
softwood plywood sheathing. Doug- 
las Fir Plywood Assn., Tacoma 2, 


Wash. 


Basic Design Measurements 

for Sitting gives such measure- 
heights, depths, widths, 
angles and curves of seats and backs 


ments as 


of sitting devices; discusses the 
basic types of sitting positions; and 
recommends sizes and shapes of 
chairs which best fit the basic meas- 
urements and the preferred sitting 
positions of men and women. Bul- 
letin 616, 94 pp. Agricultural Exper- 
iment Station, University of Arkan- 
sas, Fayetteville, Ark. 

Toilet Compartments 

(A.I.A. 35-H-6) Shows Sanymetal 
line of toilet compartments, shower 
hospital 


architectural 


stalls and cubicles; and 


gives specifications, 
information on new types of urinal 
screens and new colors available, a 
description of the new Sanyvinyl- 
Metal finish, and details of engineer- 
ing developments. 32 pp. Sanymetal 
Products Co., Inc., 1689-C Urbana 
Rd., Cleveland 12, Ohio* 


Refrigerant Coils 

(A.LA. 30-C-4) Contains complete 
information on water and direct ex- 
pansion refrigerant coils, with phys- 
ical and dimensional data charts, 
piping diagrams, and architectural 
and engineering specifications. Cat- 
alog 5559, 27 pp. Young Radiator 
Co., Racine, Wis.* 

Wasco Skydomes 

(A.I.A. 12-J) Features Skydome Se- 
lector Tables which chart the infor- 
mation needed for quickly estimat- 
ing the number and type of day- 
lighting units required for various 
levels of daylighting in each of 
geographical “brightness 
zones.” Wasco Products, Inc., 5 Bay 
State Rd., Cambridge 38, Mass. 


three 


Foamed Plastic Insulation 

Eight-page brochure outlines physi- 
cal properties of Genafoam expand- 
ed polystyrene, and discusses its use 
as perimeter’ insulation, plaster 


base, backer board, roof insulation 
and cold room 
Plastics 


insulation. General 
Foam Portsmouth, 


Va. 


Corp., 


Doric Office Furniture 

Describes and illustrates the Doric 
line of office furniture, including 
desks, modular storage units, secre- 
tarial units and accessories. 16 pp. 
Corry Jamestown Corp., Corry, Pa. 


Strength of Concrete 

Under Combined Stresses, by 
B. Bresler and K. S. Pister, presents 
a criterion for failure of plain con- 
crete subjected to combined stresses, 
and a procedure for determining the 
shearing strength of a special class 
of rectangular reinforced concrete 
beams without web reinforcement. 
Bulletin No. 12, 60¢. Published by 
the Reinforced Concrete Research 
Council of the Engineering Founda- 
tion. Copies available from The 
Portland Cement Assn., 33 West 
Grand Ave., Chicago 10, Ill.* 


Post-Tensioning 

for Prestressed Concrete de- 
scribes force development calcula- 
tions, detailing and placement plans, 
tendons and anchorage assemblies, 
stressing and grouting equipment, 
and field labor procedures for cast- 
in-place and precast post-tensioned 
concrete construction. Bulletin 70-6, 
16 pp. Joseph T. Ryerson & Son, 
Inc., Box 8000-A, Chicago 80, IIl.* 


Engineering and Testing Services 
Describes complete range of soils 
and foundation § testing 
with typical procedures and sample 
reports. Such special engineering 
services as the design of natural 
earth structures, compaction con- 
trol, construction inspection and 
concrete testing are also described 
in detail. 8 pp. American Testing 
and Engineering Corp., 5204 East 
25th St., Indianapolis, Ind. 


services, 


Dual Duct Air Mixing Units 
(A.I.A. 30-F) Contains detailed per- 
formance data, specifications, di- 
mensions and arrangements of high 
and low velocity dual-duct systems 
for different types of buildings and 
zoning arrangements. Bulletin DD- 
6, 16 pp. Buensod-Stacy, Inc., 45 
West 18th St., New York 11, N. Y. 
* Additional product information in 
Sweet's Architectural File 

more literature on page 318 





WELL LIGHTED-vt: seconp te! 


The famous LOCHMOOR CLUB of Detroit now uses 
the same TOTAL WATTAGE as before to get 
TWICE as much light 


BEFORE 


DOWN LIGHT— TOO CONCENTRATED KIRLIN—WIDE SPREAD — GLARE-FREE 
Low- brightness on the object you are looking at All objects to be seen are well lighted 
No brightness on the vertical surfaces Wide distribution lights the vertical surfaces 


No “Hot Spot” with Kirlin Lenses 


LAFAYETTE (IND.) SUPER MARKET » es . FORT LAUDERDALE AIRPORT 


Down lights are intended for spot lighting \ | te Kirlin wide angle lenses light both vertical 
not for area lighting—Bascart in foreground and horizontal surfaces. 
is hardly distinguishable Note how car in background stands out 


_ SALES ENGINEERS IN PRINCIPAL CITIES @ Available in many types and sizes 


@ In stock at leading wholesalers 


ai KIRLIN C 3435 E. JEFFERSON AVE. —_ 
(a time cit @ Underwriters Laboratory and 1.B.E.W. labels 
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Pittsburgh’s Children’s Hospital gets 


Complete Hospital Sanitation with Natco Vitritile 


Few of the young patients at Children’s Hospital in Pittsburgh, Pennsylvania 
know what the word “sanitation” means—much less what it means to their 
own general health. But the hospital’s management is aware of its impor- 
tance. That’s why Natco Vitritile was selected for all areas where sanitation 
is a “must”... food processing areas, hallways, laboratories . . . just to name 
a few. 

Vitritile is a ceramic glazed structural clay facing tile that is non-porous 
and easily maintained. As a matter of fact, an occasional cleansing with 
common soap and water or detergent is all that’s necessary to keep Vitritile 
spotlessly clean and sanitary. 

To assure yourself — and your patients — of complete sanitation consider 
Natco Vitritile in your remodeling or new building plans. 


Natco Vitritile is a completely fireproof, load 
bearing, genuine fire clay building material. 
It comes in three nominal face sizes: 8” x 
16”, 54%” x 12” and 544” x 8”. 


NATCO CORPORATION 2B ccc esc sor sn se, rer 2, oe rae 


Sales Offices: Boston, Chicago, Detroit, Houston, New York, Philadelphia, Pittsburgh, Syracuse, Birmingham, Ala., Brazil, Ind. In Canada: Natco Clay Products Ltd., 57 Bloor St., W., Toronto 
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RESIDENTIAL WARM AIR HEATING AND AIR CONDITIONING: 4—DUCT SYSTEMS 


by S. Konzo, Professor of Mechanical Engineering, University of Illinois; E. J. Brown, Research Associate in Mechanical Engineering 


Design of Air-Distribution Systems 
Flexibility of the forced warm-air system 


has resulted in dozens of different design 
methods for special buildings and special 
Detailed information for these is 
available in the Manuals of the National 
Warm Air Heating and Air Conditioning 
Association, 640 Engineers’ Building, Cleve- 
land, Ohio. In the following pages we will 


cases. 


outline the design steps for two common 
forced warm-air systems, to indicate design 
procedures and the extensive tables and 
data available in the literature. For illustra- 
tion of these systems see Sheet 3. 

The first step in the design of any warm- 
air heating system is to determine the de- 
sign heat loss of the individual rooms to be 
heated. The furnace capacity at the bonnet 
should be equal to, or slightly greater than, 
the total design heat loss of the house. Pro- 
cedures are given in Manual No. 3 of the 
National Warm Air Heating & Air Condi- 
tioning Association, 


Perimeter-Loop System 

(For Concrete Floor Slab) 

Following are the steps to be taken in the 
design of a perimeter-loop system for small 
houses in which the design heat loss does 
not exceed 100,000 Btuh (Btu per hr), where 
the perimeter of the house is less than 210 
ft, and where the maximum length of feeder 
duct is less than 30 ft. Detailed design pro- 
cedure is given in Manual No. 4 of the Na- 
tional Warm Air Heating & Air Condition- 
ing Association: 

1) Locate the perimeter-loop duct on floor 
plan, avoiding kitchen cabinets and plumb- 
ing. 

2) Locate diffusers below or near windows, 
allowing one diffuser for each 6000 to 8000 
Btuh design heat loss. For rooms with two 
or more exposed walls, place diffusers on 
each of the exposed walls if possible. 

3) Locate the feeder-ducts from the sub- 
floor plenum to the perimeter duct so that 
the feeders supply the perimeter loop at the 
areas of greatest heat loss. Allow one 
feeder duct for each 15,000 Btuh heat loss. 
In general, no more than 35 ft of perimeter 
loop duct should exist between any two 
feeders, and no more than three diffusers 
between two feeders. The feeders should 
connect at right angles to the perimeter loop 
and at least 18 in. from a diffuser. If the 
distance between diffusers is more than 20 
ft, that section of perimeter loop should be 
served by its own feeder. 

4) Determine the diameter of the feeder 
duct from Table 1. Assume that each dif- 
fuser will be supplied by the nearest feed- 
er. The Btuh delivered to the feeder, to- 
gether with the length of the feeder, de- 
termines the diameter of the feeder duct. 


Architectural Engineering 


5) The perimeter loop duct should be con- 
stant in diameter and should be equal to 
that of the largest feeder duct. 

6) Determine the total free area of all the 
diffusers required for each room by means 
of Tables 2a, 2b, or 2c. The particular table 
to be used depends upon the “length of the 
feeder duct under room plus '% length of 
perimeter duct under room.” Obviously, if 
this length is great, a large heat input to 
the room occurs through the floor slab. The 
total free area for the diffusers in the room 
is divided by the number of diffusers to ob- 
tain the average free area of individual 
diffusers. Actual diffuser sizes can be de- 
termined from manufacturers’ catalogues. 


Perimeter-Radial System 
(For Crawl Space or Basement) 


Essentially, the procedure is as follows: 

1) Locate the diffusers on the floor plan, 
allowing at least one diffuser for each 
room. The diffusers should be located under 
windows if possible and the maximum de- 
livery should be limited to about 7000 
Btuh. 

2) Make a line drawing of the perimeter- 
radial duct system, in which the ducts ex- 
tend from the plenum to the individual 
registers through individual ducts. 

3) Measure the length of each radial duct 
and note the number of elbows in the duct. 
4) With the information at hand, and with 
the aid of Table 3, the heat delivery to the 
room through a 6-in. diameter duct can be 
determined. The table refers to sidewall 
and floor diffusers only. Additional data 
are provided in the manuals for other sizes 
of ducts and for other types of register 
outlets. 

5) If the total Btu which all radial ducts 
will actually deliver to a room is less than 
the design heat loss of the room, more ducts 
and diffusers are required. 

6) Use the “cfm values” in the table to de- 
termine the size of diffuser required, as 
listed in the manufacturers’ tables. 


A complete design procedure for the use 
of 4-in. diameter pipes, referred to as the 
small-pipe perimeter system, is available in 
Manual No. 10 of the National Warm Air 
Heating and Air Conditioning Association. 


Extended Plenum Systems 
(Use with Perimeter Register Systems) 


It is possible, of course, to use a trunk 
duct system in which all the branch ducts 
are taken off from a central large duct, in 
the same manner that tree branches are 
taken off from a tree trunk. (See Sheet 3). 
The extended plenum duct differs from the 
conventional trunk-and-branch arrangement 
since the main trunk is constant in size from 
the plenum to the end of the trunk. At first 
glance the arrangement appears to be a 
wasteful use of metal. A careful scrutiny 
will show, however, that savings in cost 
can be made because of the absence of 
special transitions for reducing the size of 
the trunk duct every few feet, and the use 
of standardized take-off fittings for branch 
ducts. The pressure characteristics of the 
extended plenum system have also been 
found to be most favorable, since the use of 
a constant sized duct tends to provide for 
a more nearly constant pressure along the 
entire duct. 

Detailed design procedures for the ex- 
tended plenum system are presented in 
Manual No. 4 of the National Warm Air 
Heating and Air Conditioning Association. 
Several tables are presented for top take- 
off fittings, side take-off fittings, and for 
various register outlet types. These many 
tables are necessary because of the diversity 
of systems used in the field. For the purposes 
of this article, however, the many tables 
would be confusing and hence have not 
been included, 


Return-Air Duct Systems 
The return-cir duct system in a house in- 
stallation is a relatively simple arrangement, 


TABLE 1: Diameter of Feeder Ducts for Perimeter-Loop System 








= 
Btuh 
Per Feeder 
up to 
8,000 to 
9,000 to 
11,000 to 
12,000 to 
13,000 to 





Length of Feeder in Feet 
0-15 Feet 


4 
16-30 Feet 


+ 


6” 6” 
6” ” 
™ | 9% 
™” 8” 
™ | 8 
8” 8” 





Tables on Sheets 4, 5, and 6 have been adapted from Manual 4, 
National Warm Air Heating and Air Conditioning Association 
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Where the 


elements are} REINFORCED CONCRETE 


... specify 


Architects and Engineers: Connell, Pierce, Garland & Friedman, Miami, Florida 


General Contractor: Graves Construction Company, Miami, Florida 


es 


Along our seaboards where salt air often corrodes construction materials, 

RSL reinforced concrete is used extensively for buildings of all types and 

= sizes. At the Allapattah Baptist Church Educational Building in Miami, 

Florida, reinforced concrete was specified for its outstanding corrosion 

— resistance, as well as its lower construction costs, lower maintenance 
Steel Institute costs, and greater fireproofing qualities. 

38 S. Dearborn St. 

Chicago 3, Illinois 


Before you build, investigate the superior design and cost-saving quali- 
ties of this extremely flexible construction medium. 
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RESIDENTIAL WARM AIR HEATING AND AIR CONDITIONING: 5—DUCT SYSTEMS 


by S. Konzo, Professor of Mechanical Engineering, University of Illinois; E. J. Brown, Research Associate in Mechanical Engineering 


TABLES 2a, 2b, 2c: TOTAL FREE AREA OF ROOM DIFFUSERS 


2a: Length of Feeder—2 to 10 ft 


Heat Loss of Room Let. of feeder duct under rm. plus ‘% lgt. of perimeter duct under rm., ft 
Btuh per Hr. 0-9 Ft. | 10-19 Ft.| 20-29 Ft. | 30-39 Ft. | 40-49 Ft. | 50-59 Ft. | 60-69 Ft. 


Total Diffuser Free Area Required for Room, Square Inches 


Oto 3,999 | 20 | 

4,000 to 5,999 32 27 23 18 

6,000 to 7,999 | 43 39 | 34 | | 25 20 

8,000 to 9,999 55 50 45 41 36 32 
10,000 to 11,999 66 61 57 52 48 43 
12,000 to 13,999 i 72 68 63 59 54 
14,000 to 15,999 88 84 79 | % 70 66 
16,000 to 17,999 100 95 91 86 82 17 
18,000 to 19,999 | 111 106 102 97 | 98 88 
20,000 to 21,999 122 118 | ie 109 104 100 
22,000 to 23,999 134 129 125 120 116 111 
24,000 to 25,999 | 145 | 140 136 131 | 127 | 122 
26,000 to 27,999 156 151 147 142 138 133 
28,000 to 29,999 168 163 159 154 150 145 
30,000 to 31,999 179 174 170 165 161 156 
32,000 to 34,000 190 | 185 182 176 173 167 


2b: Length of Feeder—10 to 20 ft 


Heat Loss of Room | Let. of feeder duct under rm. plus % lgt. of perimeter duct under rm., ft. 
0-9 Ft. 10-19 Ft. | 20-29 Ft. | 30-39 Ft. 40-49 Ft. | 50-59 Ft. 60-69 Ft. 


Btuh per Hr. 


Total Diffuser Free Area Required for Room, Square Inches 


Oto 3,999 | 23 18 18 

4,000 to 5,999 36 31 26 21 16 16 

6,000 to 7,999 | 49 | 44 | 39 | 84 | 29 | 24 

8,000 to 9,999 61 56 51 46 41 36 
10,000 to 11,999 73 68 63 58 53 48 
12,000 to 13,999 86 81 | 176 | 71 | 66 | 61 
14,000 to 15,999 99 | 94 89 84 79 14 
16,000 to 17,999 111 106 101 96 91 86 
18,000 to 19,999 | 123 118 113 _ 108 103 | 98 
20,000 to 21,999 135 | 130 | 125 120 | 115 110 
22,000 to 23,999 148 143 138 133 128 123 
24,000 to 25,999 161 156 | 151 _ 146 | 141 | 186 
26,000 to 27,999 174 168 164 158 154 148 
28,000 to 29,999 186 181 176 171 166 161 
30,000 to 31,999 198 194 188 184 178 174 
32,000 to 34,000 211 206 | 201 196 191 186 


2c: Length of Feeder—20 to 30 ft 


Heat Loss of Room Let. of feeder duct under rm. plus % lgt. of perimeter duct under rm., ft 
Btuh per Hr. 0-9 Ft. | 10-19 Ft. | 20-29 Ft. | 30-39 Ft. 40-49 Ft. | 50-59 Ft. 60-69 Ft. 


Total Diffuser Free Area Required for Room, Square Inches 


Oto 3999 | 27 21 21 

4,000 to 5,999 42 36 30 24 18 
6,000 to 7,999 57 51 45 a) 33 | 27 
8,000 to 9,999 12 66 60 54 48 42 
10,000 to 11,999 86 80 14 68 62 56 
12,000 to 13,999 | 101, 95 | 89 | 83 17 | 71 
14,000 to 15,999 116 110 104 98 92 86 
16,000 to 17,999 131 125 119 113 107 101 
18,000 to 19,999 145 139 | 133 _ 127 | 121 | 115 
20,000 to 21,999 160 154 148 142 136 130 
22,000 to 23,999 175 169 163 157 151 145 
24,000 to 25,999 190 184 178 172 166 160 
26,000 to 27,999 | 205 | 199 | 193 | 187 181 175 
28,000 to 29,999 220 214 208 202 196 190 
30,000 to 31,999 234 228 222 216 210 204 
32,000 to 34,000 249 | 243 | 237 | 281 | 225 | 219 
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Restaurant chooses NEO-RAY ccunc 
..- Within a ceiling* =~ 


ALR Sh tam bas 
Pee ese carconen.- 


ff 


Restaurant, Edward Malley Dept. Store, New Haven,Conn. 
Designer: Edward T. Wassell, Wilkes Barre, Penn. 


adds superior app 


* Gentlemen: 
eeeeeeeseessewe chose the Neo-Ray ceiling to conceal all 
piping, duct work, wiring, etc. 
coeceoeeoees WO SEG a Standard acoustical tile on the 
dropped portions, and the Neo-Ray on the larger higher 
central areas. We are very pleased with the effect. 


Very truly yours, 


1 2) deere See ourcatalogin = SPECIAL LOUVRE DESIGNS? 
* ALUMINUM LOUVRE Sweet's Architecturai File Sec. NE Neo-Ray is recognized as the pioneer in the devel- 


a” ag We opment and manufacture of louvred ceilings 
Ce Se Me Be IN THE SOUTH with years of louvred ceiling experience. Let the 


exclusive CEL-LOK PROCESS See our permanent display at “know-how” of our engineering department assist 


" k d whit ARCHITECTS & ENGINEERS INSTITUTE you. No obligation, of course 
wceigungrese peas 230 Spring St., Atlanta, Ga eS la i aE ag 
a Com mete Send for the following literature: 


the louvre with the canton COAST si a oe a 
PT Ena ait .. Sweet's Architectural File for 19 
ad 8336 W. 3rd St., Los Angeles 48. Calif ... Louvred Ceiling Catalog No. 544 


weer, aie =e NEO-RAY PRODUCTS. Inc. 
Tew SOR SSB TPESre yo eae Come Ch a en 


MANUFACTURERS OF LIGHTING FIXTURES INCLUDING 


wo 


LOUVRED CEILINGS ROTO-STRIP e MODULARS TROFFERS 
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RESIDENTIAL WARM AIR HEATING AND AIR CONDITIONING: 6—DUCT SYSTEMS 


by S. Konzo, Professor of Mechanical Engineering, University of Illinois; 


consisting of a return plenum at the fur- 
nace, a simple duct, and one or more re- 
turn-air grilles in the rooms. The sizing 
table for return-air ducts is presented in 
Table 4, from which it may be observed 
that the length of duct, the number of 90- 
degree turns in the duct, and the design 
Btuh heat loss that will be served by the 
duct are required. The design procedure 
can be stated as follows: 


1) Locate the return-air grille in the floor 
plan. The grille can be placed low in the 
sidewall, high in the sidewall, or in the 
ceiling. 

2) Make a line drawing of the duct sys- 
tem. 

3) Determine the Btu design heat loss to be 
served by the return-air grille. For example, 


a grille in a central hallway may serve a 


E. J. Brown, 


large number of rooms adjacent to the 
hall. 

4) Measure the length of the return-air 
duct, and determine the number of elbows 
in the duct. This information, together with 
Table 4, enables one to determine the free 
area of the duct. The free area of the 
grille is shown also in Table 4 (Column 1), 
and a manufacturer's catalogue will give 


the required commercial size. 


Heat Losses, Insulation, Vapor Barriers 
Heat losses may be substantially reduced 
by: (1) the addition of insulation to the 
walls and ceilings, (2) the use of storm sash 
and storm doors, (3) the application of 
weatherstripping to doors and windows, and 
(4) the caulking of the joint between the 
sill and the foundation. 


In new construction, full-thickness insula- 


Research Associate in Mechanical Engineering 


tion in the sidewalls and as much as 6 in. 
in the ceiling are recommended. The in- 
sulation must have a vapor barrier which 
should be applied on the room side of the 


insulation. 


The best vapor barriers are often punc- 
tured by electrical wiring and plumbing, 
reducing the effectiveness of the barrier. 
Any water vapor that does pass through 
the insulation should have an unimpeded 
path towards a vented attic space. In 
tightly enclosed attic spaces, especially with 
flat-deck roofs, any water vapor that passes 
through. the sidewall and ceiling insulation 
will be trapped in the space and will con- 
dense on the cold underside of the roof 
sheathing. Ventilation of such attic spaces 
is essential, even when vapor barriers have 


been specified for the insulation. 


Table 3: Heat Delivery Through 6-in. Diameter Duct 


Capacity 

Btuh 
CFM 
Btuh 
CFM 
Btuh 
CFM 
Btuh 
CFM 
Btuh 
CFM 
Btuh 
CFM 
Btuh 
CFM 


10] 15] 20 | 25 | 30 | 35 | 40 | 45 


+ + + + } + } + 


50 


|! 


8620 8000] 


[ize 81120. 


’ 


86001 7900/7 7: | 68601 6 3801 59401 5530) § 


118.5 | [16 


8640] 8020| 
{114. 0112.0 110.0 108. 


2i14. 


+ 


_— 8160} 7580) 7050 6540] 6080) § 


|110.2|108.4/106. 6105 0103. 


+ 


88501 8250] 7670| 7140) 6e4ao|617 
106.8} 105.0) 1103.5 1102.0 | 1100. 5| 99 
+ +> a 


90! 50 84201 78401 


1104.0/102.5 |100.7| 99.2! 97.8 | 95 


96.5 


tee ls060 


+ t 
7280) 6750 | 6300 | 5850) £ 


Actual Length of Pipe in Feet From Bonnet to Diffuser 


60 | 65 | 70 | 75 | 
7460)| 6920 | 6430 |5960/| 5550 
ape 4.8 /122. 3)119.7/117. 4/115 0)113.0 
7430 6900| 6400| 5930 5500) 5100 
0} piv. 6 115 3} 113.0 111. 0} cc 


5150) 4800 
Ojl12 2.0 |110. 0} 107.8) 1206.0 {104.5 — 0 


80 


] 55 


7450) 6950) 6460! 60201 5600) 5% 2001 48501 4500 


2/106.5 {104.7 {103.0) 101.4 | 99.6] 98.0 
+ 
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Table 4: Return Air Duct and Grille Sizes 








No. of 
90° Turns | 




















11 TO 20 FT. 


22 | 
39 
52 
63 
1 
75 | 
+-—+ 
85 | 
4 


+ 


—+ 
116] 124] 
138) 150 | 
161 


+ 
«| 108] 99 
| aaa 124 


95 | 
: t 
| 129 145 | 


102 
119 
135 

151 


187 | 151 
156 | 171 
uve. 





21 TO 30 FT. 


+ 
88 | 
— 
99 | 108 
‘ss 
et 
+ 
117 | 129 129 | 142 


188 | 203 | 219 | 231 
188 | 203 | 219 | 231 


31 TO 40 FT. 


28; 30 

49 51 
+ { 

64, 67 
Ss 


29 
61 


24 
43 
67 56 | 61) ' 
82 68| 74| 78/| 83 
oo oe - + + +—-—_—4 
96 80| 87) 92] 98 

+--+ gor 

108 5 91 | 99! 104] 110 
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Stated 
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47 
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17) 
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186 | 201 


| 186 | 200 | 213 | 144 193| 203 | 216 
160 | 


| | 
{218 | 240 | 256 
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Your 


structural steel 


fabricator 


serves you in 
all these ways 
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CONSULTANT 


What's new in steel 
technology? (Lots! 
How does it contribute 
to better structures built 
more cheaply, more 
quickly? (In many 
ways!) Just ask your 


fabricator. 


STRUCTURAL 
ENGINEER 


Your fabricator knows 
the cost Saving ““ins- 
and-outs’’ of every steel 
construction method. 
He knows when to use 
which—and he knows 


how to use it. 


ESTIMATING 
ENGINEER 


Your fabricator studies 
every cost factor. He’ll 
incorporate every mon- 
ey-saving suggestion he 
can think of. Since he 
works with stee/, he can 
think of plenty. 





DETAILER 


Your fabricator will pre- 


pare a final shop detail 


drawing for each part of 


an assembly to assure pre- 
cision fabrication, preci- 
sion fit—whether it’s a 
50-ton girder or a 500- 
pound floor beam. 


FABRICATOR 


Your fabricator will ‘‘tail- 
or’’ the shapes you need— 
exactly the way you need 
them. He can help you 
capitalize on the full versa- 
tility of today’s most flex- 
thle structural material— 
structural steel. 


BETHLEHEM STEEL COMPANY, BETHLEHEM, PA. 


COORDINATOR 


Your fabricator will deliver 
the fabricated structural 
steel—on the spot, on time. 
He'll schedule every pro- 
duction aspect of your job, 
ship finished parts in the 
right sequence. 


Export Distributor: Bethlehem Steel Export Corporation 


BETHLEHEM STEEL 
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ERECTOR 


Your fabricator will erect 
the framework he _ fabri- 
cates for you—fast! His 
equipment and tools are 
modern; his crews are ex- 
perienced. And what other 
structural material goes up 
as fast as steel? 
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Product Reports 


vy 
4 


continued from page 25 


heavy as glass. Syntek panels will be 
sold in conjunction with Alumiline 
969 curtain wall, shop glazed where 
required, so that the modules arrive 
at the job site with the panels pre- 
installed. Alumiline Corp., Pawtuck- 
ot, &.. 2. 


Thinner Insulating Glass 

The development of a new GlasSeal 
Thermopane unit made of single 
strength glass, which is 25 per cent 


window manufacturers to use insu- 
lating glass in double-hung sash on 
a mass-production basis. The advan- 
tages cited for double-glazed, double- 
hung sash include elimination of 
storm windows, heating and cooling 
economy, and free air circulation at 
top and bottom. Six millwork com- 
panies are already producing the 
new double-hung windows, and oth- 
ers are expected to go into produc- 
tion in the near future. Libbey- 
Owens-Ford Glass Co., 608 Madison 


Ave., Toledo 3, Ohio 


more products on page 272 


lighter than double strength Ther- 


' oe — . mopane, iS making it possible for 
Space-Saving Unit Ventilators I g I 


Even when installed free-standing, a 
new line of classroom unit ventila- 
tors project 24 in. less than previous 
recessed units, thus saving as much 
as 14 sq ft of floor space in the aver- 
age classroom when placed in a con 
tinuous unit with equally slim (11%- : y fl * 
matching shelving. Since 
the units are available for steam, hot 


in.-deep ) WOOD BLOCKING 8 FURRING 


0) Mr ad- 1 an a 


i F SER 
heating, and ; . ae aa 


chilled water cooling, and in five 


water and. electric 
possible arrangements of fans, coils 
and other internal components, they 
can be used to meet most classroom 
heating requirements. Both heating 
and cooling units come in 28- and 32- 
in. heights for installation under 

high or low sills. The Trane Co., La 

Crosse, Wis. 

S/i6"MIN. STOP TO BE 

. REMOVABLE AT CLOSER 
ieee ie 
loan +I5/I6"MIN. STOP 
It T Ws 41/4" it OF CLOSER TO 
| EDGE OF STOP 


a itt) iW 


a 


a a 


Lit} i} 


§ OF| DOOR 


HEAD SECTION AT VESTIBULE DOOR 


a a 
CONSTRUCTION DETAILS 


LCN Overhead Concealed Door Closer Shown on Opposite Page 
The LCN Series 200 Closer’s Main Points: 
Efficient, full rack-and-pinion, two-speed control 
of the door 
Mechanism entirely concealed; arm disappears into 
door stop on closing 
Hydraulic back-check prevents door’s being thrown 
open violently to damage walls, furniture, door, 
hinges, etc. Door may open 180°, jamb permitting 


Hold-open (optional) set at any one of following 
points: 85°, 90°, 100° or 110° 


Easy to regulate without removing any part 
Used with either wood or metal doors and frames 


Complete Catalog on Request—No Obligation 
or See Sweet’s 1960, Sec. 18e/La 


LCN CLOSERS, INC., PRINCETON, ILLINOIS 


Canada: Lift Lock Hardware Industries, Ltd., Peterborough, Ontario 


y Gy ~N 


Custom-Patterned Curtain Wall 

Available in 22 architectural colors, 
the new 
panel for exterior curtain walls can 
be custom-formed with designs to 


Syntek contour sandwich 


meet the architect’s specifications. 
Because the panel face is formed of 
Rohm & 
costs are low enough to make custom 
panels practical even for small proj- 
ects. The Plexiglas face also has ex- 
cellent weathering characteristics 
and is extremely light—43 per cent 
as heavy as aluminum, 50 per cent as 


Haas’s Plexiglas, tooling 
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MODERN DOOR CONTROL py LLM. CLOSERS CONCEALED IN HEAD FRAME 


COMMUNITY HOSPITAL, INDIANAPOLIS, INDIANA 
LCN CLOSERS, INC., PRINCETON, ILLINOIS 


Construction Details on Opposite Page 


Daggett, Naegele & Daggett, Inc., Architects 





New J-M Colorlith Chalkboard is available in 3 eye-pleasing 


colors: Cyprus Green, Charcoal Gray and Cameo Brown. 


270 ARCHITECTURAL RECORD April 1960 





—— eae tol _ABll\ 





Te er ee rt as ou 


New Johns-Manville Colorhth Chalkboard 


Never before has one material solved so many classroom problems 


\ tect — Handsome color and texture run all the 
way through this homogeneous sheet . . . can’t wear off. 


hers say—Colorlith makes an ideal smooth, hard 
writing surface — erases easily —reduces writing fatigue. 


—We like the color . . . it’s easy on the eyes 
. and we can always see what's written on it. 


Maintenance Superintendents say—Colorlith is easy to 
maintain. Wash occasionally with clear water. Remove 
stains with household cleansing agents. 


C 01 —Colorlith chalkboards have the 
strength a dur: ‘bility to withstand daily classroom 
usage and give many years of service. 


laxpayers — Meets the requirements of premium 
qui ality boards at low prices . . . and it’s strong enough 
not to need any expensive backing. 


Everyone connected with today’s school problems of 
cost vs. quality finds an answer in new J-M Colorlith 
Chalkboard. Here is a dense, new homogeneous sheet 
developed to provide the same smooth, hard writing 
surface and light reflectance values as premium chalk- 
boards — but at lower cost. 

Colorlith gets great strength from integral mixing of 
Portland cement, carefully selected asbestos fibers, and 
selected pigments. It can be used in 4” thicknesses with- 
out expensive backing to make it rigid. Accurately 
butted joints need no divider strips which could hinder 
writing. Comes fully finished and ready to use as a self- 
supporting wall member. Its natural finish is durable — 
colors and pattern cannot be scratched off. Withstands 
heat, flame, moisture (fully washable) . . . acids and sol- 
vents in working concentrations. 


Write for Colorlith specification sheet IN-230A and 
brochure EL-62A. Johns-Manville, Box 14, New York 
16, N. Y. In Canada, Port Credit, Ontario. 


JOHNS-MANVILLE 


JOHNS-MANVILLE yy 


PRODUCTS 


ARCHITECTURAL RECORD April 1960 








leading architects specify 






ai 
UNVEIL 
USS ae] 
HU Tat 


STEEL TO CONCRETE 


WOOD TO STEEL 


STEEL TO STEEL 


INSIST OW THE REO TIPAND THE @ror 
a 








INTO STEEL 


INTO CONCRETE 


Ramset, the proven 

powder-actuated fastening 

system, has the wide acceptance of architects 
on hundreds. of fastening applications, ranging 
from installation of heating duct to hanging 
curtain wall..For fastening into steel and 
concrete, Ramset offers tremendous speed and 
holding power without costly and time-consuming 
drilling, chipping, plugging of concrete or the 
drilling and bolting of steel 

Ramset's versatility permits architects to 
streamline fastening specification with the 
added assurance of guaranteed holding 

power. Your Ramset dealer is listed under 
Tools" in the Yellow Pages. Call him, or 

write us direct, for complete information 


FRamset’ Fastening System 


Q OLIN MATHIESON CHEMICAL CORP. - 


WINCHESTER-WESTERN DIV. - 301-D WINCHESTER AVE. NEW HAVEN 4, CONN. 


Product Reports 


Thermostatic Fire Detector 

The new N-Co-Stat thermostatic fire 
detector is recommended for use in 
areas 20 by 20 ft or less and in all 
locations subject to rapid tempera- 
ture fluctuations (boiler rooms, dry- 
ing rooms, kitchens, bathrooms, etc.) 
where rate-of-rise detection devices 
can cause false alarms. The resetting 
detectors operate on the fixed tem- 
perature principle, and were designed 
for easy installation in standard out- 
let boxes. The operating element is 
protected by an inconspicuous, wa- 
ter- and air-tight housing. Notifier 
Corp., 8700 N. 56th St., Lincoln 4, 
Neb. 


Flexible Form for Curved Concrete 
Radi-Lok, a new flexible steel form 
for pouring uniform inside or out- 
side curves in concrete walls, side- 
walks, curbs and gutters, can be pre- 
set to hold any desired contour, 
shortens set-up time, and cuts labor 
costs by practically eliminating sur- 
face finishing. Curves are formed by 
setting the supporting stakes, ad- 
justing the band to the desired con- 
tour, and tightening the lock nuts. 
After pouring, the form can be re- 
positioned to repeat the same curve 
without additional adjustments. 
Radi-Lok comes in 10-ft lengths in 
heights ranging from 4 to 24 in. As 
shown above, units may be joined in 
series to make up a variety of con- 
tours. Binghamton Metal Forms, 
Box 848, Church St. Station, New 
York 8,N.Y. 

more products on page 276 





In-stock 
Steel Doors 
and 
Frames 
to architects’ 
specifications 


Aetnapak offers these custom features in steel door & frame pack- 
ages, in stock for speedy delivery (no custom engineering delay): 
Doors constructed of 18-gauge steel, reinforced with continuous,, 
vertical 20-gauge stiffeners spaced 6” on centers. Completely 
flush design. Uniform clearance. Standard bevelled stiles. Rein 
forced for closers and other surface hardware. Mortised flush bolts. 
Order Aetnapak with or without hardware —doors and frames, 
doors separately, frames separately. 

Complete U-L service including “A” labeled Aetnapak Fyr-Chek 
doors with single-point locks. Smoke screens, borrowed lights 
and transoms. Send for Aetnapak order-from-stock catalog today. 


sabes a 
AETNA STEEL PRODUCTS CORPORATIO 
730 Fifth Avenue, New York 19, N. Y 
Please send free catalog of Aetnapak 

& custom-quality, always-in-stock Steel Doors, 
Frames and Hardware AP-6) 
Name & Title 


Company Name 
DISTRIBUTED THROUGHOUT THE UNITED STATES* AND CANADA BY UNITED STATES PLYWOOD CORPORATION. address 
AETNA STEEL PRODUCTS CORPORATION, 730 FIFTH AVENUE, NEW YORK 19, N.Y. necress 


Other Aetna products: Aetnawali Metal Office Partitioning Systems Cit 
*With the exception of the Metropolitan New York area wy 





Modern narrow design drawn 
seamless trim. 


Four popular finishes. White, 
aluminum, brass, chromium. 


Adjustable inner knob for snug 
ceiling fit. 


Fast, easy installation with snap- 
on extension bars. 


Push-latch releases glass easily. 


Adjustable mounting ears. 
Jumbo size outlet box. 


Eight pryout knockouts. 


Heavy gauge steel corrosion- 
resistant housing. 


Full-size one-piece interlocking 
aluminum reflector. 


Removable outlet box cover plate 
inside housing. 


Pull-in outlet box. 


Triminterlocks with reflector, elim- 
inates light leaks. 


Frame within a frame—outer trim 
need never be removed. 


Removable outlet box cover. 


Hinged inner trim for easy relamp- 
ing. 


Matching color two-part trim. 


Now from 


MOE so 


MOE LIGHT’S 3 -mourt SUPERIORITY 


s® FRAME WITHIN A as FULL REFLECTOR— # PUSH-LATCH— 


FRAME—Exciusive MOE Light 
interlocking reflector and trim 
design means an absolute end to 
light leaks. Available in MOE 
Light's new vertical housing, as 
well as horizontal. 
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Maximum lighting efficiency as- 
sured by full-size one-piece inter- 
locking aluminum reflector with 
**POL-SPEC" finish (300-watt has 
“ALZAK" finish). 


April 1960 


Releases hinged glass easily for 
relamping or cleaning (no tools 
needed); holds it tightly when 
closed. Outer frame need never be 
removed, eliminates cracking of 
paint. 
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ENGINEERED FOR SUPERIORITY! Never before has a recessed 
line been developed that embodies all the features long demanded by 
architects, decorators and builders. Now Thomas Industries brings 
you an outstanding selection of engineered recessed units of all types. 
Every unit in this complete line is designed for easy installation. Mass 
production prices are possible because of Thomas Industries’ exten- 
sive manufacturing facilities and know-how. 


ENGINEERED BY EXPERTS! Only through the combined talents 
of two great Thomas engineering staffs— Benjamin, with its long and 
noteworthy experience in industrial lighting, and Moe Light, with 
its residential and commercial lighting skill—could this engineered 
recessed line be produced. Thousands of engineering man hours, 
hundreds of laboratory tests, no sparing of expense—have resulted 
ina Thomas-engineered recessed line that is superior in every respect. 


100 — 150 — 300 Watt 
Squares 


Rectangles 

Opal Glass—Trimless 
Rounds 

Adjustable Beam Units 
Shower, Aisle Lights 
Budget Squares 


Data-packed 
NEW CATALOG! 


a completely new, unique 


ENGINEERED \ new design! 
RECESSED outstanding new 
LINE features! 


THOMAS INDUSTRIES INC., Lighting Fixture Division 
Executive Offices: 207 E. Broadway, Louisville 2, Ky. Dept. AR-4 


The World's Largest Source of Lighting for Home, Commerce and Industry 


FREE new technical catalog 


| Send new free 34-page Technical Catalog and Reference Manual on 
MOE Light Engineered Recessed Lighting. 


FULL INFORMATION ON COMPLETE 
MOE LIGHT LINE OF RECESSED 


Complete technical data on MOE light en- 
gineered recessed fixtures. Easy to use 
detailing commercial and residential use. 
Shows fixtures, complete with specifications, 
coefficient and candle power tables, section 
and plan views, trim details. An invaluable 
aid to architects, decorators, electrical 
distributors, contractors, builders. 


COMPANY 

ADDRESS 

CITY ZONE STATE 
YOUR NAME 


meee ee ee ee ee eee 
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Product Reports 


N EW! Hon mat. 


with built-in protection 


cee OE 


Non-Shrinking Insulation Cement 
New in the field of thermal insula- 
tion is a castable, quick-setting one- 
coat insulation cement that can be 
applied by any standard method di- 
rect to such hard-to-cover materials 
as fiberglass, cork board, foam glass 
and rock wool. It sets to a smooth 
hard finish without shrinking, blis- 
tering or dripping; can withstand 
freezing; is non-corrosive to metal; 
and has a K-factor low enough for 
any temperature range. Two-piece 
pre-molded jackets for pipe fittings 
are available in addition to the bulk 
cement. Thermold Products’ Co., 
Grandview, Mo. 


Latching speed slowed 


Shocking stops overcome by 
by hydraulic cushion 


Positive back stop 90° or 105° 
Hydra-Cushion slowdown 


hold open 90° or 105° 


The new Dor-O-Matic Hydra-Cushion concealed-in-floor door 
control gives maximum protection to doors and frames. Stops 
and overhead holders which cause damaging shock when doors 
are banged open are unnecessary! Now doors are gently cush- 
ioned to a stop by an adjustable hydraulic action as they 
approach open position. No need for expensive, heavy-duty 
anchor or pivot reinforced hinges because the Dor-O-Matic 
Hydra-Cushion eliminates the damaging stresses transferred to 


hinges and door frames when doors are brought to a smashing 
halt. Positive built-in back stop . . . and built-in hold open... 
eliminate door or floor applied stop devices. 

Available for either offset or center pivoted doors. Write for 
complete information on these new No. 2500 and 2600 series 
Hydra-Cushion door controls. 


a SS 


Wie <=" Fe j 


ca 


Eliminate damaged doors, frames, butts . . 


St DOR-O-MATI 


CANADA: Dor-O-Matic of Canada, Ltd., 


At —ae 


. overhead door holders .. . 


7358 West Wilson Avenue 
Chicago 31, Illinois 
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division of REPUBLIC INDUSTRIES, IN 


overhead door closers 


C. 


550 Hopewell Ave., Toronto 10, Ontario 


Free-Standing Multiple Showers 
The new Space’anea free-standing 
shower system is available in units 
of one to six stations for schools, 
colleges or industrial use. The basic 
stainless steel unit includes con- 
cealed piping; a choice of hot and 
cold water compression valves, tem- 
pered water valve or no valve; and 
an optional lather type soap dis- 
pensing system. All functional parts 
are accessible from the outside for 
maintenance or servicing. Logan 
Mfg. Co., P. O. Box 111, Glendale, 
Calif. 

more products on page 285 





New from American-Standard 
Industrial Division 


Air-Lift‘ 
for modern 
hospitals 


is a new concept of coordinated produc 


ind. ser’ American-Standard 


ices from Industrial 
Division. Its purpose is to help you lift the efficiency 
ot tod iV’ 


specialized buildings through better con 


trol of indoor climate 


\ir-Lift offers you one-source 
responsibility for quality and performance in air 
conditioning, heating, and ventilating equipment 
is designed 


work together 


tnat 


engineered, and manufactured to 


To see how Air-Lift can benefit your building 


(— LIFT THE FLAP 


? 


’ 





American-Standard Industrial Division 


AIR-LIFT IN ACTION 


Air conditioning... 


the unseen member 
of the 
hospital staff 


As today’s hospitals are designed, air-conditioning 
systems must serve many functions . . . each of them 
vital, in the truest sense of the word. 

Precise control of temperature, humidity, air move- 
ment and air cleanliness in operating rooms, labora- 
tories, and nurseries . . . year-round supply of process 
steam for sterilization and for laundries . . . all demand 
a closely integrated system. It is here that the 
American-Standard Industrial Division Air-Lift goes 
into action. 

With long experience in providing heating, cooling, 
refrigeration, ventilating, and air-handling components 
for complete air-conditioning systems in specialized 
buildings of every description . . . American-Standard 
Industrial Division can offer valuable assistance with 
equipment selection and on-the-job problems to assure 
a smooth-functioning system that will lift the efficiency 
of your building to new highs. 


COPYRIGHT 1959, AMERICAN RADIATOR & STANDARD SANITARY CORPORATION 





THOROUGH... 


Multiple changes of air—with little 
or no recirculation—are recom- 
mended to clear operating rooms 
of pathogenic bacteria carried by 
occupants. Further, air-handling 
equipment must maintain a posi- 
tive pressure within the room to 
prevent entry of air from un- 
sterile areas. 


Delicate balance of air supply and 
exhaust is imperative in infectious 
disease laboratories. A constant 
supply of fresh air, sometimes 
under strict humidity control, is 
needed to protect personnel—yet 
air velocity and pressure must be 
kept low to minimize movement 


of contaminated air. Industrial Division 





... ALL from American- Standard 


VERSATILE... 


Wall units in patients’ rooms heat 
and cool quietly, even compensate 
for sun and shadow. Room tem- 
perature and humidity may be 
individually controlled .. . but the 
central system conditions the air. 


DEPENDABLE 
EQUIPMENT... 


Special units provide ventilation 
air, maintain constant temperature AIR-HANDLING SYSTEM 
and relative humidity in nurseries 
and throughout maternity sections. 





BUILT-UP OR UNIT-TYPE 





One-source responsibility 


The heart of 
American-Standard Industrial Division’s 
Air-Lift Service 


Now ... with the combined American Blower, Ross Heat 
Exchanger, and Kewanee Boiler product lines . . . American- 
Standard* Industrial Division offers all the major components 
for complete, integrated air-conditioning systems. 

You benefit by getting heating, cooling, refrigerating, and 
ventilating equipment designed, engineered, and manufactured 
to work together. And—most important— you have one-source 
responsibility for its quality and performance. 

Offices in all principal cities are staffed by product specialists whose 
practical knowledge of the selection and application of air-conditioning 
equipment may prove most helpful to you. May we serve you? 
AMERICAN-STANDARD INDUSTRIAL DIVISION, DETROIT 32, MICHIGAN. IN 
CANADA: AMERICAN-STANDARD PRODUCTS (CANADA) LIMITED, TORONTO, 
ONTARIO. EXPORT DIVISION, AMERICAN-STANDARD, NEW YORK CITY. 


Products designed, engineered, and manufactured to work together 


AIR CONDITIONING 


HEATING 
Centrifugal Refrigerating ene Coo oF 
Station Air Conditioners + Package Water Chillers Firebox, Scotch-Type, and Package Boilers 
Room Fancoil Units + Induction Units « Multi- Steam, Hot-Water, and Gas-Fired Unit Heaters 
Zone Air Conditioners *« Sprayed Coil Dehumidi- 
fiers « Air Washers « Cooling Coils « Self-Contained 
Air Conditioners * Cooling Towers « High- 
Pressure Fans 


SERVICE-WATER HEATING 


VENTILATION AND FLOW CONTROL 


Centrifugal Fans + Propeller Fans + Axial Fans 
: Instantaneous Water Heaters for service-water 
wer Roof Ventilators « Utility Sets » Specialized : ae ne 
gues and <a Utility booster, or convertor duty e Gyrola Fluid Drives 


to drive water-service pumps—eliminate com- 
pressed-air system or roof tank 


* Amenican-Standard and Standard ® are trademarks of American Radiator & Standard Sanitary Corporation. 
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AMERICAN BLOWER PRODUCTS ¢ ROSS PRODUCTS © KEWANEE PRODUCTS 
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GEOMETRIC PATTERNS that add a new concept 


to interior and exterior applications 


Specify ANOTEC* for new construc- 
tion or modernization! Ideal for sun 
deflectors, decorative wall panels, 
spandrels, column facings, window 
guards, room-dividers, parapet and 
terrace railings, swimming pool enclo- 
sures, patio screens, grilles, louvers, 
gates, fences, etc. 


Complete information and specifications 


available upon request. 


1379 N. North Branch Street + Chicago 22, Illinois » MO-hawk 4-4530 


KLEMP INTERNATIONAL AR -12 
1379 N. North Branch Street 

Chicago 22, Illinois 

(1 Please send complete information and specifications on 


ANOTEC.* 
(0 Please have one of your representatives contact me. 
Name 
Firm 
Address_ 
City. 


*Trademark Telephone. 





Tile 

Council 
dry-set ! 
Portland Cement 
mortar j 


... makes a better bed... faster 


The new mortar for installing ceramic tile provides the 
architect and builder with a better setting bed for many 
important applications. The new mortar has been par- 
ticularly satisfactory for concrete masonry, cement plaster 
and poured concrete floor construction. 

This new mortar reduces radically the time and labor 
of tile installations. It gives a bonding strength of double 
that of conventional types of mix. The secret: A Tile- 
Council-developed additivewhich makes Portland Cement 
water-retentive and gives it more tensile strength. Re- 
sult: setting beds are thinner, mixing time is cut to a 


minimum, tile does not have to be soaked, backup walls 
do not have to be sprayed and the tile mechanic finds the 
mortar easier to work. 

The new mix is one of many developments at the Tile 
Council Research Center in Princeton, New Jersey. This 
industry-sponsored research program continues to dis- 
cover new uses and better installation methods for 
ceramic tile. 

Manufactured by L. & M. Tile Products, Inc., Technical 
Adhesives, Inc. and the Upco Company, the new mortar 
is available nationally. Look for the seal of approval. 


a Modou- Sie v0 ee 


TILE COUNCIL OF AMERICA, INC. 800 Second Ave., N. Y. 17, N. Y.; Room 933, 727 West Seventh St., Los Angeles 14, Calif.; 
Room 207, 5738 North Central Expressway, Dallas, Texas * American Encaustic Tiling Co., Inc. 
Ceramics, Inc. * Cambridge Tile Mfg. Co. * Carlyle Tile Co. * Continental Ceramics Corporation « General Tile Co. * Gladding, 
McBean & Co. * Hood Ceramic Corporation « Jackson Tile Mfg. Co. * Jordan Tile Mfg. Co. * Lone Star Ceramics Co. * Monarch 


¢ Atlantic Tile Mfg. Co. © Aztec 


lI 


Tile Mfg. Inc. * Mosaic Tile Co. * Murray Tile Co., Inc. * National Tile & Mfg. Co. * Olean Tile Co. ¢ Oxford Tile Company 
Pacific Tile and Porcelain Co. * Pomona Tile Mfg. Co. * Redondo Tile Company « Ridgeway Tile Co. * Robertson Mfg. Co. 
Stylon Corp. * Stylon Southern Corp. * Summitville Tiles, Inc. * Texeramics, Inc. * Wenczel Tile Co. * Winburn Tile Mfg. Co. 
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ANOTHER WAY RCA 


SERVES YOU 
THROUGH 
ELECTRONICS 


LIVING COLOR “MURAL TV” Built-in... entertainment at its best. The 


mirror-sharp picture, 3-speaker Panoramic FM sound, adaptable for stereo, 
magic of color, plus superb B& W reception. Simplified color-quick tuning 


DK 107 frame for rear ventilation, with front ventilation design also available. 


PUSH-BUTTON RADIO “VICTROLA”® Built-in .. . High-Fidelity B&W “MURAL TV” Built-in... perfect for any room. The custom look 


Stereo. Stereo 4-speed record changer that slides out for easy loading, 
stereo AM-FM Tuner, visual Stereo Balance Control, 2-in-1 supercharged 
chassis with 58 watts of power. BK 2 shown with DK 109 Panoramic Sound, 
3-speaker units. (®RCA Trade-Mark for Record Players) 


plus convenience of “Wireless Wizard” remote control. Full-feature monoe 
chrome performance — 25% brighter picture. 3-speaker Panoramic sound, 
DK 103 front ventilation, rear ventilation type available, too. 


You can design home entertainment into the house itself 


RCA VICTOR BUILT-IN TV and STEREO 


ADD EXTRA BUYER-APPEAL 


Bumr-w Television and Stereo 
units let you design family comfort 
and convenience into your homes 
... instantly available for pleasure, 
out of the way for living ease. They 
give buyers extra value... are so 
easy for builders to fit into house 
plans. And with RCA Victor qual- 


® rca \ictor © 


Tmkis)? 


The most trusted name 


in Electronics 


ity you offer the prestige of the 
most trusted name in Electronics. 


RCA Victor Built-in units are 
engineered for top performance and 
dependability, in a complete line of 


fashion-leading styles . . . expressly 
designed for installation into walls, 


Box 1226—Q 


and Stereo. 


Name 


Street 


City & State 


ee ee ee ee ee ee eee ee ee ee ge ee ee ee ee 


permanent room dividers, or in cab- 
inets and closets. 

Experienced RCA Victor sales 
engineers are ready to discuss plans, 
models and costs with you... work- 
ing with you to design the home- 
entertainment centers best suited 
to your plans. Send coupon today! 


RCA Sales Corporation 


Philadelphia 5, Pa. 


Please send full information on RCA Victor Built-in TV 


Company 
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Only BILT-WELL Casement and 
Double-Hung Windows convert 
to Angle and Radial Bays 
with all Stock Parts 


Stock filler moulds for radial bays 
available to make angles from 5 
degrees to 12 degrees. Choice of 30 
or 45 degree stock filler moulds for 
angle bays. 


BILT-WELL Engineering offers 
new flexibility in planning 
window arrangements... 
new labor-saving 
installation features 
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Unique window groupings limited only 
by creativity of the designer with BILT- 
WELL’s unitized sill construction and 
stock filler moulds. 

Individual units can be installed side ‘ 
by side in long, continuous ribbons... Look for these BILT- WELL Window Features 
around corners...in charming angle or 
bow bays. 1. Distinctive Hardware 


once eee maa 


The BILT-WELL Line of Building Woodwork— Eff tiv i 
WINDOW UNITS, Double-hung, Awning, - ° Weatherstripping 


Casement, Basement. CABINETS, Kitchen, 
Multiple-use, Wardrobe, Storage, Vanity-Lav- Kiln-dri 
atory. DOORS, Exterior, Interior, Screen and dried Ponderosa Pine, preservative treated 
Combination. 
manufactured by. Surpasses F.H.A. Requirements 
CARADCO, Inc. Si 
Dubuque, Iowa ingie or Insulating Glass 


For ultimate design flexibility specify =—_ sea mum 5Y Caradco 
wooo * PWORK 
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Specify the 
BILT-WELL 


Line by 
CARADCO 


- 


Super 
double-hung windows 


sd 
o 


Super-hold 


with ingenious sash-holding 
device for budget homes. 


e 
Super-lift 
with fingertip operation for 

medium priced homes. 


Super-therm 


with double insulating gloss 
for custom built homes. 


Sleek, trim, double-weather- 
stripped casements with con- 
cealed hinges and hardware. 
& Unitized sill permits side-by- 
~ side installation in long rib- 
bons. 


Awning Windows 


New releasable hinge per- 
mits removal of sash for easy 
E cleaning. Lever, jointed bor, 
e rigid bar or gear operator 
available. Use these windows 
as casements, awning, hop- 
per or fixed sash 


Kitchen Cabinets 


Beautiful, streamlined cabi- 
nets of Ponderosa Pine with 

| pine or birch doors and 
drawer fronts. Cabinets come 
in 3” modules to fit any size 
kitchen. Wide choice of ac- 
cessories. 


Storage Walls 


Economical and practical 
arrangements of door and 
drawer units form complete 
storage walls. Easy to install 
in out-of-the-way corners for 
additional storage, too. 


BILT-WELL Products 
by CARADCO, Inc. 


Dubuque, lowa 
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Product Reports 


Pocket “Adding Machine” 

The latest news on the office front 
is a “slide rule” that can add and 
subtract, and, what’s more, can han- 
dimensions expressed in feet, 
inches and fractions as low as 
eighths. It also automatically con- 
verts inches into feet, and fractions 
of feet into inches. The compact Add- 
feet Junior is manufactured in West 
Germany by Addiator Rechenma- 
schinenfabrik, and is distributed in 
this country by Alexander Drafting 
Equipment Co., 640-642 N. Chester 
Ave., Pasadena, Calif. 


Super. Flew K-22A Checastand sth camere 


Remote Cash Drawer 
For Checkstand 
The new Super-Flow K-22A check- 
stand features accommodation for a 
slant cash register and provision of 
space for a remote cash drawer at 
the location most convenient for the 
cashier. This is said to reduce fatigue 
in checkout work and assure pilfer- 
proof cash control, while two motor- 
driven conveyor belts minimize mer- 
chandise handling and checking er- 
rors. The checkstand itself comes in 
a wide range of baked enamel and 
vinyl-clad textured steel finishes, with 
removable outside panels that can be 
taken off and replaced if desired. 
Super Market Equipment Div., Hap- 
man Corp., 630 Gibson St., Kalama- 
zoo 6, Mich. 

more products on page 288 
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THE MODERN 
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AIR CURTAINS FOR: 


BANKS 

STORES 

TERMINALS 
SUPERMARKETS 
OFFICE BUILDINGS 
INDUSTRIAL PLANTS 


50 CHURCH STREET 
NEW - YORK 7, N.Y. 
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Smooth, uninterrupted lines — free of 


bolts, hinges and all visible hardware 


Interlocking door frame provides posi 


tive light seal 


Framed in the ceiling by a narrow metal 


band 


Maximum illuminated areas, softly dif 


fused illumination 


Easily installed with time-saving mounting 
= brackets, double-fast screws 
ie 
T= =¢ ees 
Four basic types fit 101 ceiling systems 


Your choice of 12 shielding media 


Available in one and two-foot widths 


Write to Smithcraft for illustrated catalog 
and price list of Smithcraft Speedomatic 
Troffers 


Smithenaft SPEEDOMATIC TROFFERS 


| dhs endtioniny by Sruthenafe-Awoie's just furaeod light 


| GHT 


a 50, atae 
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For your next building............. Color? 
Configuration ? 

Single Wall? 

Sandwich Wall? 


Insulated Panels ? 


x Your selection and procurement 
are simplified by investigation 
of EGSCO metal wall products. 
They comprise a complete range of 
sheet and panel configuration, a 
usable variety of baked-on, durable 
enamel colors, and a practical assort- 
ment of wall components in your 
choice of aluminum or steel. 


EGSCO metal wall products are 
engineered for sound building con- 
struction with an economy attained 
through improved erection tech- 
niques, reducing erection time. 


EGSCO metal wall quality and 
practicality have been built upon the 
experience of years in actual building 
design and erection. Thousands of 
EGSCO buildings from coast to 
coast attest these attributes. 


Finally there is this plus: EGSCO 
erection crews have the experience 
and know-how to erect any of these 
wall combinations quickly, soundly 
and at a realistic cost, where this 
service is desired. 


See these EGSCO products in Sweet's: 


Here’s how you can contact the nearest 
district office of Elwin G. Smith & Co., 


Inc., manufacturers of EGSCO metal 


Architectural File: Industrial Construction File: 
Curtain walls 3a/Sm Curtain walls 3a/Sm 

Sandwich walls 8b/Smi Sandwich walls 8b/Smi 
Corrugated sheets 8b/Sm Corrugated sheets 8b/Sm 
Boston CEdar 5-1924 Roof Deck 2c/Sm Curved conveyor hoods 8b/Smt 
Chicago Kingswood 3-3350 Steel forms for concrete Roof Deck 2d/Sm 


Cleveland JAckson 6-4332 roof and floor slabs 2a/Sm_ Steel concrete forms 2b/Sm 
Detroit Toledo, Ohio " ‘ 
GReenwood 4-8198 Copies of these catalogs may be obtained from the nearest 


New York Clifton, N. J. office of: 


PRescott 3-3313 | ELWIN G. SMITH & CO., INC. 


Philadelphia Oldfield 9-6655 


Pittsburgh POplar 1-7474 Manufacturers of A EGSCO” Metal Wall Products 
Toledo GReenwood 4-8198 ‘ 


wall products: 


Pittsburgh 2, Pa. 
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Trademark 


SUBMERSIBLE NON-CLOG SEWAGE AND SUMP PUMP 
e Pumps Sewage and other Liquids 

Containing Solids up to 242” 
© Operates with pump and motor 


completely submerged 


Check these SEVEN 
important features 


Low original cost 
. Low maintenance cost 


. Easy to service 


ws 
2 
3. Easy to install 
4 
5 


. No superstructures 
required 


. Minimum headroom 
needed 


Makes more floor space 
available 


Exclusive SEALTRODE 
Sealed Electrode Floatless 
Pump Controller . . . the 
only controller featuring 
completely sealed Elec- 
trodes . . . positively pre- 
venting insulation or coating 
by grease or other corrosive 
elements. 


Typical installation—single unit—duplex 


installation available 


Ask for Bulletins 
Nos. 97 and 128-A. 


“Chicago”’ Distributors are located in most principal 
cities. See the one nearest you today for full details. 


Me 


fFOO0 MACHINERY 
eel eS 
teeta l | 


1soe 


Putting Ideas to Work 


FOOD MACHINERY AND CHEMICAL CORPORATION 
HYDRODYNAMICS DIVISION 


CHICAGO PUMP 


622M DIVERSEY PARKWAY * CHICAGO 14, ILLINOIS 
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Product Reports 


Thin Radiant Ceiling Heater 

The Zonemaster C-209, a 2-in.-deep 
radiant heater, can be surface- 
mounted on non-combustible ceilings 
or suspended from standard ceilings 
in offices, restaurants, patios, out- 
side porches, industrial and food 
plants, garages and other hard-to- 
heat or exposed spaces. From a 
mounting height of 8 to 10 ft, the 
6-by-36-in. units will heat an area of 
125 sq ft. Ampere Industries, 60 
Boston St., Newark 3, N. J. 


Decorative Aluminum Grille System 
Ornamental screens can now be as- 
sembled inexpensively from the new 
Alshade system of standard alumi- 
num components—cast aluminum 
sections and matching back-up 
plates, and optional extruded fram- 
ing members—prefinished in eleven 
baked enamel colors. The cast sec- 
tions can be placed back-to-back to 
form a 4-in. deep decorative and solar 
shading screen over walls and win- 
dows, or combined with a single 
back-up plate for use as a purely 
decorative exterior screen (2 %e¢-in. 
deep). For overlays for ceilings and 
interior walls, or for space dividers, 
the back-up plates can be used dou- 
ble to form a 1'%-in. deep screen. 
Although Alshade is currently avail- 
able only in the ““Shad-O-Wheel” ver- 
sion shown above, production of ad- 
ditional patterns individually de- 
signed by architects is contemplated. 
Aluminum Co. of America, 1501 Al- 
coa Bldg., Pittsburgh 19, Pa. 

more products on page 292 





YEAR WIN Ge 
KEEPS TOILET 


COMPARTMENTS 
YOUNG 


Friction-Free Forever ... Made of Du Pont Zytel* 
It’s a FIAT exclusive! Accelerated 100-year cyclingt 
proves this gravity-closing hinge a perfect 
performer forever! Impervious to chemical, fungus, 
insect or heat attack, the Zytel Nylon frictionless 





bushing and stainless steel pintle assure a 
smoothly quiet hinge. Fully concealed in the 
door, for it never needs maintenance! 


$1,000,000 cycles—100 years of service at rate of more than 25 times per day. 


BT eee Tea TT ee 
*Du Pont Trade-mark Ee Cees ane a 





Patent No. 2,904,824 


GL TOILET ENCLOSURES 





Send for new Brochure: ‘‘Fiat Toilet 
Enclosures" to get the facts about 
the FIAT line, as well as architectural 
details and specifications. 


METAL MANUFACTURING CO, 
9301 Belmont Avenue, 
Franklin Park, lilinois 


STRATEGICALLY LOCATED PLANTS FOR FAST DELIVERY AT LOWER COST! 


Los Angeles, California Franklin Park, Illinois Orillia, Ontario, Canada Albany, Georgia ninview, Long Island, New York 


Plainview 





New Approaches to Old Problems with Modern Products by Johns-Manville 


ASBESTOS WALLS ... Soffits of the overhanging 
roof, window spandrels and returns at the entrance of 
this plant are Flat Transite. Large panels of fire-safe 
economical Corrugated Transite are used for the main 
wall areas. These structurally strong asbestos-cement 
sheets can be used equally well with steel frame con- 
struction or with wood framing. 
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DIRECTIONAL WALLS...Sheets of J-M Corrugated Transite erected 
horizontally provide a strong directional accent at the entrance of this 
building. These asbestos-cement panels can be used painted or in natu- 
ral stone-like gray. 


a 


MASSIVE WALLS... The 
massive main element of this 
power plant is faced with 
Corrugated Transite... 
structural panels that com- 
bine fine appearance and 
permanence. 


‘Interesting and functional approaches to the handling 
of exterior walls—and exciting design potentials adapt- 
able to a wide range of building types—become available 
with the use of Johns-Manville building products. Shown 
here are recent applications on buildings in different 
sections of the United States. 


For more than a century, Johns-Manville has been 
famous for its leadership in research and in the devel- 
opment of quality building products. This knowledge 
and experience is available through Johns-Manville 
building specialists who can be reached by contacting 
Johns-Manville, Dept. AR-3, Box 158, 22 E. 40th St., New 
York 16, N. Y. In Canada, address Port Credit, Ontario. 


THIN WALLS... Here, porcelain on metal skin was TRANSLUCENT WALLS... Johns-Manville Corrulux reinforced 
laminated to both sides of Johns-Manville Micro- fiber glass panels combine design with function . . . to provide soft, 
Flexboard for a total thickness of only 5/16”. These natural interior lighting. Use these shatterproof translucent panels 
curtain walls have no waviness; stay uniformly flat. anywhere, corrugated or flat. Available in a wide range of colors. 
Virtually any finish can be laminated or applied. 


TWIN-PURPOSE WALLS... By using J-M Transi- 

top for the walls of this laboratory, both interior and 

exterior finish are provided by one material. The JOHNS -MANVILLE 

large, quickly installed panels consist of an insulating JOHNS-MA N V ILLE 

core faced on both sides with strong, tough asbestos- 

cement sheets. | 
TRANSITE, MICRO-FLEXBOARD, TRAN-SITOP, CORRULUX 


are registered trademarks of the Johns-Manville Corporation. PRODUCTS 
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AC OC 


Albuquerque Aud 


Cleaver-Brooks (B packaged boiler 
supplies air conditioning system 
with 4,560 Ibs. of steam per 
hour — helps keep new civic 
auditorium cool and comfortable 
in 100° outside heat. 


The nation’s largest thin-shell, post- 
tensioned dome belongs to this mag- 
nificent new structure. To help keep 
things cool under this concrete “para- 
sol,” the city of Albuquerque speci- 
fied a CB packaged boiler — a 
dependable source of steam for an 
air-conditioning system that filters, 
cools and circulates 93,000 cubic feet 
of fresh air every minute. 

Reports Dr. Marcello Giomi, con- 
sulting and mechanical engineer for 
the project, “We specified a Cleaver- 
Brooks boiler because it is a complete 
factory-tested unit including burner, 
boiler and modulation control system 
— all designed and built by a single 
manufacturer. Each component is 
integrated with all others for maxi- 
mum operational efficiency. And 
Cleaver-Brooks saw to it that a fac- 
tory-trained serviceman was here to 
supervise start-up even including 


OR/GINATOR AND LARGEST PROD. 


9 
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necessary compensation for job al- 
titude.” 

Consultant Giomi goes on to say, 
“Our experience with Cleaver-Brooks 
products goes back at least 10 years 
and we have yet to find a job where 
they haven't proved more than ade- 
quate to handle all loads imposed.” 

Architects for the building were 
Ferguson, Stevens, Mallory and Pearl 
of Albuquerque. If you'd like to 
know more about this installation or 
how Cleaver-Brooks packaged boil- 
ers (15 to 600 hp) fit into architects’ 
best-laid plans, write Dept. D, 362 
E. Keefe Ave., Milwaukee 1, Wis. 


Cleaver A Brooks’ 


CER OF PACKAGED BO/LERS 


Product Reports 


Sentry for Refrigeration Systems 
The Televance Sentry, an electronic 
device that is expected to help lower 
operating and maintenance costs of 
refrigeration and air conditioning 
systems, keeps constant watch over 
the system and signals at the very 
first sign of a refrigerant leak or 
any malfunction causing gas bubbles 
to appear in the liquid line. It also 
detects and signals the occurrence of 
any condition that might result 
in non-operating of the compressor 
while the thermostat or compressor 
motor control device is calling for 
refrigeration. In some cases, such as 
a slow refrigerant leak or very inef- 
ficient compressor, it is claimed that 
the Sentry will signal that service is 
required months in advance of actual 
equipment failure. 

The basic unit consists of a sens- 
ing probe which is located in the 
liquid line of the refrigeration sys- 
tem, and a main electronic control 
unit. A multiple selector switch 
which permits up to five condensing 
units to be connected to a single 
Sentry, and a low voltage remote 
alarm light, are also available. One 
standard unit can be used on any 
size equipment and with all refriger- 
ants. Televance Corp., P. O. Box 
3043, St. Louis 23, Mo. 


Noise-Controlling “Paint” 
Hush-Tex, a new cork- and asbestos- 
reinforced plastic emulsion developed 
for application on ceilings of corri- 
dors, meeting rooms, auditoriums, 
stairways, and similar public areas, 
is said to provide insulation against 
heat, cold and fire, as well as a low- 
cost, noise-absorbing finish. The 
rough-textured resilient coating can 
be applied to any paintable surface 
at about the same cost as paint. 
Preco Chemical Corp., 415 Lexington 
Ave., New York, N. Y. 

more products on page 296 





The INSIDE STORY 
is told in COLOR... 
by putting into actual 
practice the well-known 
psychological effects of 
, color, it is possible to 
mo speed recovery and 
boost staff morale. 
P&L-colors were used 
throughout for this pur- 
pose because of their 
beauty, high quality and 
low maintenance costs. 


MISSOURI PACIFIC 
EMPLOYEES’ HOSPITAL 


Little Rock, Arkansas 


MODERN HUMANITARIAN 
FACILITY IN SOUTHWEST 


; This new hospital is modern and beautiful from 
Architect: . ° 
Richard W. Groh entrance to exit. A large overhanging roof gives the 


General Contractor: 

Ditman, Pickens & Bond 

Painting Contractor: 

Gus Spickes Painting Co. 

P&L Products Used: 

Solidex, Alkatite Cement & Stucco 
Paint, Lyt-all Stippling Eggshell, 
P&L Oil Stain, “38” Pale Trim 
Varnish, Vitralite Enamel Eggshell. 


CRAFTSMANSHIP 


entrance an appearance of a patio. The facade of this 
four story structure is almost completely covered 
with glass except for the cement partitions and over- 
hang which give it an “egg-crate” effect. The inside 
rooms are spacious and color styled with Pratt & 
Lambert products. 


Professional-level, color planning service by experi- 
enced Pratt & Lambert representatives ...the sug- 
gestion of distinctive color plans, in addition to 
recommendations of authoritative painting specifi- 


cations, is available upon request and without obli- 


gation. Please write: Pratt & Lambert Architectural 
Service Department, 3301 38th Ave., Long Island 
City 1, N.Y., 4900 S. Kilbourn Ave., Chicago 32, IIL., 
75 Tonawanda St., Buffalo 7, N.Y., 254 Courtwright 
St., Fort Erie, Ontario. 
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PRATT & LAMBERT=-INC. 


the paint of professionals NEW YORK ¢ BUFFALO @® CHICAGO @ FORT ERIE, ONTARIO 


for over a century 
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Precast concrete 


and sand molds 


make “sculptured walls” 


come easy! 


To achieve the design effect sought for the new Hartford, Connecticut, 
headquarters of Mutual Insurance Company of Hartford, the architects 
chose precast concrete. With it they turned the fronting wall into an 
heroic bas-relief of striking beauty. 

Famed sculptor Costantino Nivola “‘carved” the designs in damp sand. 
Cast directly from these sand molds in 132 panels, the concrete captured 
all the detail and rich texture of the original sculpture. Color variations on 
buff-toned background increase the feeling of depth. 

This is just one example of how today’s architects are using concrete to 
create outstanding decorative effects. In buildings of every size and type, 


concrete fits both free-ranging imagination and functional requirements. 


PORTLAND CEMENT ASSOCIATION 


A national organization to improve and extend the uses of concrete 


Mutual Insurance Company of Hartford. Architects: Sherwood, Mills & Smith, Stamford, Conn. Structural Engineers: Werner-Jensen & Korst, 
Stamford, Conn. Elks Clubhouse. Architects: Cottingham and Cook, Lawton, Okla. Structural Engineers: Wilson & Associates, Oklahoma City, Okla. 
Zion Evangelical and Reformed Church, Architect-Engineer: W. P. Wenzler, Milwaukee, Wis. 





Product Reports 


Plug-In Baseboard Heating Units 
Although they are more compact, a 
new line of plug-in baseboard electric 


Architects & Engineers 
Schenck & Williams « Dayton 


heating units provides the same out- 
put as previous models (250 watts 
per linear foot) without increasing 
surface temperature. The units also 
cut installation time considerably 
since electrical connections are re- 
quired only in a 914-in.-long control 
section that contains a double pole 
switch and thermostat. They are in- 
stalled by simply plugging-in to the 
control section through a concealed 
three-pronged connection that pro- 
vides a continuous flow of power to 
each additional 2-ft section. The 


Floor Kitchen 
e 
Good Samaritan 
Hospital 
a 
Dayton, Ohio 


Good Samaritan happy with Van 
equipment in new floor kitchens 


@ The new Villa Madonna maternity wing of the Good Samaritan Hospital at 


Dayton has three floor serving kitchens and one diet kitchen . . 


. all with most 


modern all stainless equipment . . . designed, fabricated and installed by Van. 
Sister Helene, Chief Dietitian, says that they are a joy fo clean. It is so easy 
to keep everything shining and clinically clean. 


@ Van engineers collaborated with Harry |. Schenck in laying out the de- 
centralized service for most efficient operation, providing 375 meals to patients 


daily, for light diet service. 


@ When you have a food service problem . 
zation, expansion or an entirely new installation 


Van's century of experience 


. . whether it involves moderni- 
. . . be sure to make use of 


EQUIPMENT FOR THE PREPARATION AND SERVING OF FOOD 
Branches in Principal Cities 


429 Culvert Street 
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Cincinnati 2, Ohio 


units are easily fastened to the wall 
to complete the installation. West- 
inghouse Electric Corp., P.O. Box 
2099, Pittsburgh 30, Pa. 


Long-Lasting Vinyl Diffuser 
Lifeguard 150, a self-extinguishing 
vinyl diffuser panel, is said to have 
light stability of 150 per cent com- 
pared to conventional light stable 
vinyls. Accelerated aging tests have 
shown it to have, in addition, a usable 
life of 30,000 to 45,000 hours, or 
50,000 hours (15 years) when used 
in double “dirt shield” panels. United 
Lighting & Ceiling Co., 2828 Ford 
St., Oakland, Calif. 


eel | 
ek) | 
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Random-Grid Translucent Panel 
The overall random effect of Kal- 
wall’s new Random-Grid translucent 
wall panels is achieved by varying 
the distance between the mechanical- 
ly interlocked aluminum I-beam sec- 
tions which form the core of this 
plastic-faced sandwich panel. The 
panels are manufactured in sizes up 
to 4 ft wide by 20 ft high, for use in 
wood, masonry or curtain wall con- 
struction, and skylights as well as in 
the new Kalwall Panel Unit Wall 
system which combines translucent 
and opaque panels with fixed and 
operating sash and louvers. Because 
of their high strength, they require 
only perimeter fastening to the 
building, eliminating subframing 
and supporting members. Color may 
be incorporated in the panels by 
specifying colored translucent faces 
or colored inserts in the grid open- 
ings. Kalwall Corp., 48 Union st., 
Manchester, N. H. 

more products on page 302 





A. |. A. AWARD OF MERIT 

17,000 square feet of Macomber 
V-LOK integrate the crisp lines of 
Los Angeles UAW Union Service Center. 
ARCHITECT: 

Smith and Williams, Pasadena, Calif. 
STRUCTURAL ENGINEER: 

Kolesoff & Kariotis. 

CONTRACTOR: 

Roulac Company. 


(Photo by Julius Shulman) 


MACOMBER V-LOK 


coordinates with contemporary design 


Macomber V-LOK enhances architectural layout — 
blends utility and simplicity with the clean concept 
of advanced architectural thought. Engineered V-LOK 
adapts to collateral materials— allows for future 
expansion —— erects easily and quickly. 


Your local Macomber Sales Representative stands 
ready to demonstrate V-LOK efficiency and economy, 
how V-LOK coordinates with contemporary archi- 
tectural design. 


Utilize the speed, economy and earlier 
occupancy of V-LOK on your next project. 


: LATEST PRODUCT FACTS: 


: Get your copy from your local Macomber Sales 
+ Representative or write today for this informa- 
: tive manual. 


> NAME 
: COMPANY 


: ADDRESS 


MACOMBER | s cur 


CATALOG IN 


CANTON 1, OHIO SWEET’S 
COC KORO aOR ESHA ESRE DBO WOOD TES OSB SS OH OR WRITE 


ALLSPANS « V-LOK «+ V-BEAMS « V-GIRDERS FOR COPY 
BOWSTRING TRUSSES + ROOF DECK « STRUCTURAL STEEL 
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Color and form for the Time & Life Building...through 


GLASS BY AMERICAN-SAINT GOBAIN 
Imaginative uses of ASG products are of course gratifying to us. Especially so, when our 
glasses contribute to a design as strikingly successful as Rockefeller Center’s new Time & 
Life Building. The debut of ASG’s polished, wired glass as a facing material is a landmark 
in curtain wall technology—as well as an apt solution to the specific problems which con- 
fronted the architects. Harrison & Abramovitz & Harris further demonstrate the freshness 
of their approach by their specification of a noted ASG spandrel glass for a dramatie interior 
application. American-Saint Gobain Corporation. 








BLUE RIDGE HUETEX® 


Harrison & Abramovitz and associates 


BLUE RIDGE HUEWHITE’ 


is used ext vely | 
the new Corning 
717 Fifth Avenue 
This elegant, tra 
reduces glare 
transmit oftly 

and true color. The 
non-directional ¢ 


rich, d 


produce striking innovations 


with these versatile ASG glasses 


POLISHED, WIRED GLASS 


a curtain wall 
material. Applied as a fa 
the m 


1sonry spandrel (which is covered with 


m mesh) by an air space, the wire pattern 


LUSTRAGRAY “* 

gray tinted window glass 
é thout sacrificing vision. 
Exterior opacity contributes t 
privacy. Neutr hade does not 
knesses:3/16” 
oe a ei Es 


restrict decor.Tt 


ng, but separated from 


RANDEX 

decorative patterned glass 

Newly styled for striking v 
effects. Random, parallel stria- 
tions in relief on one surface... 
matte texture on the other. Avail 
able with Satinol® finish for in 


creased obscurity. 7/32” thick 


The installations and samples pictured here 
suggest the variety of ways in which 
American-Saint Gobain glasses can contribute 
to your plans. Every important type of 

flat glass — in the widest range of character- 
istics, sizes and designs — is available 


to vou from this one souree. 


For detailed information, see the following 
Sweet’s files: Architectural: Ta/Am... 
16d/Am...3e/Am. Industrial Construction: 
6a/Am...3b/Am. Light Construction: 2e/Am 
Plant Engineering: 5b/Am. 


For other information, call the 
American-Saint Gobain district office nearest 
you...or write: 


AMERICAN-SAINT GOBAIN CORPORATION 
Dept. AR-10, 625 Madison Ave., N. Y. 22 


AKLO* 
heat absorbing glass 


pates most ur heat. Max ne of six patterned 


m light transr n in por- 
tion of the most restful tiona 
to the eyes. Resists thermal 
shock, Many combinations of 


patterns, finishes, thickne 


DESIGNED SATINOL ” 
patterned and textured glass 


ri 


SSE 


further enhanced through add 





O O O 


you can be REALLY specific when 
you specify from the | 


DOOR CLOSER 


styles and variations 


to meet every requirement and preference 


ics || styles for doors, 12 lbs. to 1200 
DOOR WEIGHT | r i) ¢ ~ lbs. — light office rail gates to 


: extra heavy lead-lined doors. 
requirements — 


styles for mounting in the floor, 
in the jamb, in the door, on the 
door. 


DOOR ACTION > styles for single acting and 


double acting~ both light and 


requirements heavy doors. 


DOOR HANGING - yf al] ae styles for offset hung doors, cen- 


ter hung doors and butt hung 


preference doors. 


DOOR LOCATION 


requirements | @ 


corridor, all interior doors, toi- 
let stall doors and office rail 
gates. 


4 


“| le 
Sd 
' 


fm TY 1 | { ‘ styles for entrance, vestibule, 
1 ' 7, * 


I 4 
| oily || | 
| ++ | 
c a 


| ol 
| t 
4 


nial ee : , copy of condensed 
careful manufacturing, usin 9100 west belmont ave. ¢ franklin park, ill. CATALOG 18 
the finest in materials. : 5 e 
CANADIAN PLANT: 43 racine rd. (rexdale P.O.) toronto, ontario 


= 
60 years experience in aie OSCAR C. RIXSON ere / Send for your 
& 
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New Iridescence reflects modern design 
A rainbow-like galaxy of color glimmers and glows in this attractive new 
pattern from Panelyte®. Once again, America’s style leader in decora- 
tive laminates makes a splendid new addition to its rich, colorful line. 
And it can be a new addition to your storehouse of imaginative ideas for 
interiors. For “IRIDESCENCE” is designed to brighten almost any inte- 
rior surface . . . durably designed to stay lastingly new over the years. 
That’s something to reflect on, too. 


May we send you free samples of color-coordinated Panelyte? Write Panelyte 
AIA File No. 23—L1960 Division, St. Regis Paper Company, 150 East 42nd Street, New York 17, N. Y. 


, 
PANELYTE” 


St.Regis 





Product Reports 


Space-Saving Parking System 

A flexible, fully parking 
system, developed under patents cov- 
ering a constrained link chain which 


1utomatic 


pushed as well as pulls and hence 
permits lateral or longitudinal park- 
ing, is said to make possible a fast, 
safe, efficient parking operation on a 
plot of relatively small square fcot- 
age. Standard units up to 10 tiers 
high can be installed singly on a plot 
only 25 ft square, or combined side 
by side or back to back as dictated 


THE SHELVING OF A THOUSAND USES! 


This inexpensive steel rod shelving 
meets any requirement, assembles quickly, 
(with no special tools) last a lifetime! 


(SRECTA GUELF 


Erecta Shelf consists of uprights and 
shelves of strong steel rods, notched to 
friction fit tightly and lock rigidly in place. 
No nuts and bolts or special tools 
required! Assembly takes only minutes 
and new arrangements or additions may 
be made just as quickly. Shelves can be 
adjusted to accommodate items in all 
sizes, shapes and weights up to 1000 Ibs. 
per shelf! 


Durable, lightweight, amazingly 
strong — designed to meet your every 
requirement, Erecta-Shelf is stocked for 
immediate shipment! 


Write today for details! 


i quality product of 


METROPOLITAN WIRE GOODS CORP. 


N. WASHINGTON ST. and GEORGE AVENUE 
WILKES-BARRE, PA. 
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by the size, shape and topography of 
the selected location. Each unit is 
constructed with tiers of stalls on 
either side of an elevator shaft. To 
park his automobile, the customer 
simply drives it into a car cage in 
shaft, locks it, and 
leaves. He or an attendant then turns 
a kev o 
board, and the automobile in its in- 
dividual cage is gently 
through the shaft and deposited in a 
Auto- 
Montgomery 


the elevator 
r pushes a button in a control 
raised 


pre-selected stall. Electromatic 
Parks, Ine., 111 New 
St., San Francisco, Calif. 


Expandable Language Laboratory 
The new Medallion electronic lan- 
guage laboratory, said to be the first 
transistorized system especially built 
for educational use, features expand- 
ability in two directions: it can be 
upgraded in instructional level, as 
well as in the number of students it 
can accommodate. Thus schools can 
install an economical basic language 
laboratory, and modify it as needed 
by simply plugging-in additional 
electronic components. The labora- 
tory is designed for three basic types 
of student usage—listening, listening 
and replying, and recording the mas- 
ter program material and the reply 
for comparison. Since the electronic 
components are interchangeable, a 
booth originally set up for one type 
of usage may be switched to another 
type without obsoleting the original 
equipment. The equipment itself is 
designed to meet unusually high en- 
gineering standards for frequency 
response, distortion and noise level 
in an effort to raise voice reproduc- 
tion to hi-fi quality. DuKane Corp., 
St. Charles, Il. 

more products on page 306 





Flintkote * Van-Packer factory-built refractory 


smokestack is UL-listed for boilers and incinerators 


Spark arrester 


Metal guy bands 


Flashing and counter flashing 
(by others) 


Van-Packer factory-built re- 
fractory smokestack sections 
with corrosion-resistant metal 
outer jackets 





; 
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The Van-Packer Model HT Smokestack is the only 
industrial smokestack listed under the Factory Inspection 
and Label Service Program of Underwriters’ Laboratories, 
Inc. This factory-built, refractory stack outlasts steel 
stacks for comparable applications, yet costs no more. 
It can be superimposed on the boiler or incinerator, floor- 
supported on concrete or brick foundations, or supported 


In”. 
FLINTKOTE 


~” 
VAN PRPACKERe 


Division of The Flintkote Company 
Manufacturers of Diversified Products for Home and Industry 
30 Rockefeller Plaza, New York 20, N. Y. 

Phone: Plaza 7-5500 
In the West: 

Pioneer Division, The Flintkote Company 
P. O. Box 2218, Terminal Annex, Los Angeles, Calif. 

In Toronto, Ontario: 

The Flintkote Company of Canada, Ltd. 


anual 


Pts 


t 
— 
iN - cS ares 


Metal draw-up type joint 
—~ 4 bands 


Barometric damper 
(by others) 


Smokestack to superimpose 
directly on incinerator 


with wall brackets. It provides high draft for efficient 
operation of the equipment and won’t corrode, even under 
extreme acid conditions. A corrosion-resistant metal outer 
jacket eliminates maintenance and requires no painting. 
Available in 10”, 12”, 15”, 18”, 21”, 24”, 30”, and 36” 
inner diameters. Mail coupon for full information, or 
see “Smoke Stacks” in your classified phone directory. 


The Flintkote Company 
Van-Packer Division 

30 Rockefeller Plaza 

New York 20, New York 


Please send Bulletin IS-40 containing complete 
information and engineering data on Van-Packer 
Smokestacks. 


My name 





Firm 





Address 


bine enemen then ehdn nen menenendl 
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Note This 
Important Basic 
Difference 


Mono Lasto-Meric* is formulated 
from Tremco-developed natural 
100% liquid polymers. The basic 
ingredient is not a solid such as a 
butyl or vinyl. Therefore, it does 
not need to be modified with oil, 
etc., for adhesion, workability and 
long life. The desired characteristics 
of exceptional adhesion and endur- 
ing elasticity are an inherent and 
permanent part of the basic poly- 
mer. They are not attained through 
an ingredient that will migrate or 
disappear with time as is the case 
with conventional sealants. That 
*100% LIQUID” is the basic and 
important difference in TREMCO 
MONO LASTO-MERIC., "TM 


| 


OH 


AK THRU’ in curtain wall sealants! 


MONO LASTO-MERIC 1-part 100% liquid polymer sealant is the latest 
development of the Tremco Research Center. It is definitely a major 
“break-thru” in curtain wall sealant advancement, and fills a 
long-felt vital need in the construction industry. Check these new 
advantages: 

© A factory-mixed 100% liquid polymer sealant—ready for use 

@ Eliminates hazards and high cost of job site mixing 

© Exceptional adhesive qualities and enduring elasticity 

® Non-staining on all types of masonry 

® Wide range of colors 

® Caulking gun consistency supplied in cartridge or bulk 


A data sheet prepared especially for the specifying authority gives 
all the particulars. Ask your Tremco Man for a copy or write: 


THE TREMCO MANUFACTURING COMPANY 
Cleveland 4, Ohio 


THE TREMCO MANUFACTURING COMPANY Take LT ite et eeds ese 
(CANADA) LTD. BUILDING MAINTENANCE & CONSTRUCTION 


Leaside, Toronto, Ontario 
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concrete masonry 


now broadens your home design opportunities! 


Across the country, homes of fresh interest evidence 
the special character and charm that can be created 
with today’s new forms of concrete masonry. 

The array of modern masonry units in concrete 
stimulate the imaginative designer. New styles, sizes 
and shapes, new textures and colors! Individually 
and in combination, they provide an almost limitless 
fund for personal expression of wall treatments, both 
exterior and interior . . . even within the traditional 
styles of architecture. 

Acceptance grows for concrete masonry... with 
buyers, with financers of quality homes. This is truly 
living concrete for it matches people’s mood for mod- 
ern, gracious living. Write for free copy: Gracious 
Homes of Living Concrete. (U.S. and Canada only.) 


PORTLAND CEMENT ASSOCIATION 
Scores of styles! New-type living concrete in just a few of 


Dept. 4-8, 33 W. Grand Ave., Chicago 10, Illinois the shapes, sizes, textures and colors now available, 
A national organization to improve and extend the uses of concrete 
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GRIEEIN 


‘A good name 
to specify 


5 


For over 60 years, Architects and Hardware Consultants have recog- 
nized Griffin as “‘A Good Name to Specify!’ Why? Because when you 
specify Griffin, you specify a product made by craftsmen . . . a product 
unsurpassed in quality and performance. ..a product designed to mee 
all architectural and building specifications. Whatever : 
your hinge requirements may be, Griffin is a good name 

to specify! Write today for free catalog. Griffin Manu- I> 
facturing Company, Erie, Pa. GRIFFIN HINGES 2 
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Product Reports 


Low-Cost Ceramic Wall System 

A new wall construction system that 
uses just three basic structural 
ceramic units plus standard metal 
surround frames is said to reduce 
total wall costs one-third or more by 
eliminating more expensive tile 
shapes and fittings. The Thrift-Wall 
system is adaptable to structural 
glazed tile stretcher units (finished 
on one or two sides) and corner 
units, with standard face dimensions 
of 8 by 16 in., 5% by 12 in. and 5% 
by 8 in. The four pre-engineered 
door frames and four standard win- 
dow frames eliminate the need for 
angle iron lintels and provide the 
finish sill and jamb. They also in- 
clude an integral insulation strip 
and built-in exterior flashing. Stark 
Ceramics, Inc., Canton 1, Ohio 


Nozzles for Mushroom Sprays 

A new line of spray nozzles for dec- 
orative water fountains produces 
mushroom-shaped, hollow-cone sprays 
(above) that can be altered in 
height and appearance. Available 
in 2-, 4- and 6-in. sizes with a choice 
of spray angles, the Fig. 666 nozzles 
consist of a body center pipe and ad- 
justable plug. Water discharges in a 
hollow-cone sheet which breaks into 
a spray at a height determined by 
the plug adjustment and water pres- 
sure. Dept. JA-24, Schutte and Koer- 
ting Co., Cornwells Heights, Bucks 
County, Pa. 


more products on page 310 





here’s one of the 
most helpful 
booklets 

ever published 


to aid you in 


Layouts of 
10 actual installations, 
showing: 


e Overall Area 

e Areas Devoted to Counter Restaurant, 
Kitchen & Storage, Office, Wash Rooms 
e Seating Capacity 

e Car Spaces 

e Number of Employees 

e Listing of Bastian-Blessing Equipment 
e Cost of Bastian-Blessing Equipment 


e Gross Annual Drive-In Income 


Now, you can see and compare 10 different Drive- 
In arrangements ranging in equipment length from 
41 feet to 234 feet — in number of “peak period” 
employees from 5 to 22 — in seating capacity from 
none to 116 — in car spaces from none to 121 — in 
cost of Bastian-Blessing facilities from $8,500 to 
$33,000 — in gross income from $43,000 to $350,- 
000 annually. 


You'll find this new 16-page booklet packed with 
facts and precise information. It shows what equip- 
ment is used, and where — entrances, exits, traffic 
patterns . . . everything. 


Bastian-Blessing assistance to’ architects is as com- 
plete as Bastian-Blessing equipment. We'll be glad 
to: (1) submit recommendations for any specific 
job;(2) develop equipment layouts for your use; 
(3) handle the entire job through installation and 
final inspection. 


BASTIAN-BLESSING 


World's largest manufacturer of fountain and counter food-service equipment 


The Bastian-Blessing Company 

4205 W. Peterson Avenue, Chicago 46, IIl., Dept. 4-D 

Please rush your new Drive-In Planning Booklet SA-400. 

NEVER BEFORE A BOOKLET LIKE THIS 
—MAIL COUPON TODAY! 


We're planning drive-ins: [J right now; [ occasionally. 
Individual 


Find Yo 
Listed under Neerest Soules 


“Restaurant Equipment and Supplies" in The 


in all cities over 10,000 population. || Yellow Pages I kn Sa a'r oe ‘ 


City, Zone, State ................. cease tie tdi eambamaniidemtcta ; 


PECTS E EEE EE EEE ESEEESHEESESEEHE ESE EEETEE 


PCPS SSE SESH EEE HHS SHEESEHRMPO SESE BES 


SOSH EEEEEEE BHEREEE eeeeeeeeeeeeneeeae 
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6000 
Lennox 
Specialists 


give you the help 
you want, when 


you want it 


World leader in indoor comfort for homes, 
business, schools and industry 


LENNOX 


HEATING AND AIR CONDITIONING 


The broad base of Lennox superior service to 

Architects is its ‘“‘army’’ of 6000 specialists—5500 of 
which are dealers known as Comfort Craftsmen. Each 
works directly with his nearest of 10 strategically located 
factories to assure on-schedule delivery and installation of 
the world’s finest heating /air-conditioning equipment. 


Lennox Comfort Craftsmen are factory-trained and are pledged 
to ensure customer satisfaction. They even check back after 
occupancy to make sure the system is operating to perfection. 


Spearheading this unique ‘‘army”’ is the industry’s most 
experienced field force— 250 factory-trained territorial managers, 
30 experienced service engineers, 50 seasoned graduate 
technicians. This technically trained and practically 
experienced help is at the disposal of your architect-engineer 
team in selecting the perfect combination of equipment for 

any structure... giving you a new design freedom. 


Your local Lennox Comfort Craftsman is listed in your Yellow 
Pages. Call him—or write Lennox Industries Inc., 
326 S. 12th Ave., Marshalltown, Towa. 


© 1960 Lennox Industries Inc., founded 1895; Marshalltown and Des Moines, ta.; 
Syracuse, N.Y.; Columbus, 0.; Decatur, Ga.; Ft. Worth; Los Angeles; Salt Lake City 
In Canada: Toronto, Montreal, Calgary, Vancouver, Winnipeg 


YEARS 
LENNOG) 5 OF PROGRESSIVE ENGINEERING 
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Quality 


310 


Springfield Minors 
Fire Department 
Specifies 
RAYNOR 


ALUMINUM DOORS 


ARCHITECT — Phillip Trutter and Associates 
CONTRACTOR — Franklin Cress 
DOORS INSTALLED BY — Barker Lubin Co., Springfield, Illinois 


Maintenance free beauty . . . quality controlled 
construction adaptation to low headroom, 
are but a few of the outstanding Raynor features 
that met and surpassed the overhead type door 
specifications for the Springfield Fire Department 
shown above. Every Raynor Door is designed and 
engineered to meet and surpass the exacting 
specification requirements of todays modern ar- 
chitectural design, your assurance that ‘‘ when 
you specify Raynor, you specify the finest.”’ 


Contact your nearest Raynor Distributor and 
request the NEW RAYNOR ENGINEERING 
MANUAL, it will provide you with every neces- 
sary detail for the complete line of Raynor Over- 
head Type Doors & electronic operators. 


RAYNOR MFG. CO. 


Dixon, Illinois Hammonton, New Jersey 
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Product Reports 


Compatible Sound Components 

A complete line of custom sound 
components has been developed to 
provide everything from low level 
sound reinforcement (music distri- 
bution with hi-fi characteristics) to 
high-powered paging equipment, or 
both, with all necessary equipment 
mounted in a single compact rack as 
shown above. The basic components 
in the line—AC power panel, relay 
panel, input panel, AM-FM tuner, 
monitor panel, output panel (10 
switches, 20 outlets), 4-speed chang- 
er and/or tape player, pre-amp pan- 
el, amplifiers, speakers and micro- 
phones—can be installed in any com- 
bination with assured compatibility. 
Webster Electric Co., Racine, Wis. 


Streamlined Pendant Fixtures 
Two new incandescent lighting fix- 
tures for residential and commercial 
applications feature imported, hand- 
blown opal glass diffusers with 
brushed aluminum pipe and trim. 
The “Ellipse” is available in either 
pendant or surface styles with 14-, 
18- or 22-in. globes. The “Pendant 
Sphere” comes in 12-, 14-, 16- or 18- 
in. globe sizes. Halo Lighting Prod- 
ucts, Inc., 4201 West Grand Ave., 
Chicago 51, Ill. 

more products on page 314 





WHAT DO YOU WANT besides price 
when you specify or buy GYM SEATS? 


GYM SEAT CHECK CHART 


scorecard tor comparing the deciding 


"-Voursett 
rious makes of Bieacher-type gy™ seats 








GREATER SAFETY? Medart seats have it—compare them with 
others! Self-supporting steel understructures, plus added strength 
of wood members, support over 400 pounds per foot of seat- 
ing space. 





Four dual vertical uprights for each 16’0” seatboard. Two rollers 
on each upright retract and place load on floor, not walls 
or casters. 


MORE SEATING? Medart 16-foot seat sections up to 12 rows high 
use only 32%” of floor depth when closed. Better seeing is assured 
with a choice of 17” or 18” seat heights. Ample toe and heel space 
add to comfort of spacious seat room. 


EA SIER OPERA TION ? Floating telescopic seat supports and inter- 


locked twin rollers under each upright assure easier opening 
and closing; prevent binding and damage. 


GET YOUR COPY LESS UPKEEP? Harder, tougher clear wood finish lasts up to 15 
A gym seat check chart that will help you in making times longer. Vertical fronts collect less dust. Swing-up front 
impartial comparisons of features and values, No riser makes sweeping of debris quick, easy. Also, rubber rollers 
obligation—just MAIL THE COUPON. won’t mar finely finished floors. 


Sharply competitive in price, Medart Telescopic Gym 
+ FRED MEDART PRODUCTS, INC.e3540DEKALB ST.eST. LOUIS 18, MO. § Seats offer a host of exclusive features that promise 


Send me a copy of the GYM SEAT CHECK CHART savings in money, better performance, extra years 
of service. 


Rae vary & 
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Strong, durable, lower in cost 


You can now specify windows of sturdy, lasting stainless 
steel—at a cost much lower than you may think. Reason? 
Manufacturers now ro/l- form windows from Allegheny Stain- 
less and pass the fabrication economies on to you. 

In actual bidding recently, the price of roll-formed 
Allegheny Stainless windows averaged only about 10% 
higher than another non-stainless metal. 

Vital to architecture, durability and compatibility are 
inherent in Allegheny Stainless. It never requires chemical 
films for surface protection, and virtually cleans itself with 
normal rainfall. Because of an amazing resistance to corro- 


wew 7206 


sive atmospheres, the brightness and freedom-from-pitting 
of Allegheny Stainless are recorded history; yet different 
patterns, textures and colors make news each day. 

Stainless steel windows—of all-welded design and tubular 
construction—are available in Allegheny Stainless Types 
202 and 302. 

Include Allegheny Stainless in your design-thinking now. 
Learn how you can get the quality of stainless steel windows 
for much less than you think. For additional facts, and 
manufacturers’ names, write to Allegheny Ludlum Steel 
Corporation, Oliver Bldg., Pittsburgh 22, Pa. Dept. R-4. 


ALLEGHENY LUDLUM 


Export distribution: AIRCO INTERNATIONAL 


EVERY FORM OF STAINLESS... 
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EVERY HELP IN USING IT 





: ey 
m= a i «2 ' 
= i & :. 


Williamson Free School of Mechanical Trades, Media, Pa. Wall Mural in 1%” Tile Gems@ in 27 Bright, Matte, Crystalline, Decorator and Special Colors. Interior Spandrel s” Tile Gems 
Gray, and 58 Vellum. Architect: Massena & duPont, Inc., Edward C. Cooper, Associate. Tile Contractor: United Marble Co., Inc. Color Plate 420 


Why is ceramic tile becoming so popular? 


For one thing, the new importance of the wall area in today’s architecture has focused 
attention on ceramic tile as the ideal material for architectural design. It is richly 
decorative, permanently beautiful, superbly functional. For another—the many new s 
tile products developed by American Olean give the designer wide latitude for indi- merican 
vidual expression . . . as illustrated by the two wall treatments shown here. Write for 


Catalog 210 for details on the complete line of American Olean tile products. Olean 


Our Design Department will be glad to assist you in developing details for special design treatments. 


® in /O sage 


CERAMIC TILE 


AMERICAN OLEAN TILE COMPANY e EXECUTIVE OFFICES: 1507 CANNON AVE., LANSDALE, PA. « FACTORIES: LANSDALE, PA., OLEAN, N.Y., LEWISPORT, KY. 
MEMBER: TILE COUNCIL OF AMERICA, PRODUCERS’ COUNCIL e A SUBSIDIARY OF NATIONAL GYPSUM COMPANY 


Madison Park Swimming Pool, Lakewood, Ohio. Mural in 1%” Tile Gems@ in 47 Brite White, 20 Turquoise, 63 Flax Blue, 12 Buttercup, 28 Pearl Gray, 65 Iris Blue, 21 Cornflower, 34 Berry Brown, 49 Gloss 
Black, 29 Oyster Gray, 81 Spruce Green, 64 Lobelia and 32 Tan Glo. Architect: John F. Livaj. Color Plate 421 





Architect: Weed, Russell, Johnson and Associates, 
Engineer: Norman J. Dignum & Associates, 
Contractor: Bradford Builders, Inc.; Miami, Florida. 
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Vibroflotation’ 


was used to compact the sandy subsoil 
at two National Airlines Buildings. 


At Miami International Airport, the nose hangar and admin- 
istration building of National Airlines are built on sand com- 


pacted by Vibroflotation. 


Architect: 
Weed, Russell, Johnson and Associates, 


Contractor: 
Fred Howland, Inc.; Miami, Florida. 


Consulting Engineer: 


Ammann & Whitney, 


Soil Consultant: 
D. M. Burmister; New York. 


Proven Applications 


Deep Foundations * Dams 
Bridges * Airports * Tunnels 


Commercial Foundations 


On two separate contracts, over 
829 compactions were made to 
specified depth of 10 feet. Vibro- 
flotation provided a rapid, effec- 
tive, economical solution to the 
problem of eliminating founda- 
tion settlement. 


Around this immediate area are 
several other buildings built on 
sand compacted by Vibroflota- 
tion including: American Airmo- 
tive Corporation’s cantilevered 
hangar and Skyways Motel. 


Write for Booklet A-19 


VIBROFLOTATION FOUNDATION CO. 


930 Fort Duquesne Boulevard 


Industrial Foundations 
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Pittsburgh 22, Pa. 
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Product Reports 


Clay Masonry Screen Units 
Among the materials available for 
the now-ubiquitous sun screen are 
three versatile clay masonry units by 
designer Jack Hastings (typical in- 
stallation above). Notable for the 
delicacy of their patterns—which 
can be varied by setting them in off- 
set or stack bond—the units are all 
81% in. square, and come in 314-, 5- or 
8-in. depths. The natural color of the 
hard-burned plastic fireclay ranges 
from pink to buff, but glazed finishes 
are also. available. Brookhaven 
Pressed Brick & Mfg. Co., Brook- 
haven, Miss. 


Improved Packaged Heat Pump 

One of York’s expanded line of pack- 
aged heat pumps, the Model HP36 
heat pump shown above provides 
automatic year-round heating, cool- 
ing and dehumidifying at tempera- 
ture ranges from zero to 115 degrees. 
Designed for a wide variety of resi- 
dential and commercial applications, 
it features twin cooling systems for 
step capacity comfort and economy, 
and built-in step capacity electric 
heaters to supplement the compres- 
sors at lower temperatures. York 
Div., Borg-Warner Corp., York, Pa. 





> Great new things are shaping up in concrete block 
rT : f 3ESS Brewery org 
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Photo courtesy of National Concrete Masonry Association 


Atlas Masonry Cement provides the right mortar 


“Shadowal” concrete block has often been described as “the block with a thousand faces.” Used 
here in combination with square blocks by Architect Mario J. Ciampi, San Francisco, this unit has 
created a striking and distinctive example of the role concrete block plays in today’s building plans. 
And to lay up the new concrete masonry units, Atlas Masonry Cement continues to be 

the preferred cementing material for mortar. It helps produce a smooth, workable mortar... 
assures a stronger bond ... gives weatherproof joints that are 


uniform in color. And Atlas Masonry Cement complies with ASTM Universal Atlas Cement 
and Federal Specifications. For information write: Universal Division of 


Atlas Cement, Dept. M, 100 Park Avenue, New York 17, N. Y. 
United States Steel 


OFFICES: Albany - Birmingham . Boston . Chicago . Dayton . Kansas City - Milwaukee - Minneapolis . New York . Philadelphia . Pittsburgh . St. Louis . Waco 


M-78 USS" and "Atlas" are registered trademarks 
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“1 see extra 
space in every 

air conditioned 
building!” 


{ 


YORK Turbopak Water Chiller vee 
Takes 50% Less Space 


—Fits into confined, often-wasted areas 


Air Conditioning, Heating, Refrigeration and Ice-Making Equipment « Products for Home, Commercial and Industrial Applications 


316 


COMPACT, HERMETIC CENTRIFUGAL—A 130-ton 
Turbopak is only 14’ long, 5’ deep and 634’ high, 
nearly 50% smaller than previous designs. Exclusive 
Borg-Warner power transmission reduces compressor 
rotor size to gain space-saving compactness. 


COMPLETELY FACTORY PACKAGED—To cut in- 
stallation costs, the Turbopak is completely factory 
assembled, insulated, piped, wired, charged, tested. 
It’s shipped and rigged as a single unit—no assembly 
or refrigeration piping on the job. 


ee 


AUTOMATIC CAPACITY CONTROL—Pre-rotation 
vanes provide efficient capacity reduction to 5% of 
full load. This continuously variable control matches 
compressor capacity to air conditioning load, assur- 
ing maximum system performance. 


ULTRA-QUIET OPERATION—Runs more quietly 
than water pumps that supply it. Quiet, vibration- 
free operation permits location anywhere. ‘‘Push- 
button” controlled from convenient electronic con- 
trol center. 65 tons refrigeration and up. 


Another YORK Trail Biazer Concept Proved in Action at 
insurance Company of North America, Richmond, indiana — 
A 125-hp York Hermetic Turbopak supplies chilled water to air con- 
dition this modernized office building. Cool, clean, dehumidified air 
greatly increases the comfort and efficiency of the employees. 


YORK 


YORK CORP., SUBSIDIARY OF BORG -WARNER CORP. 


See ls 


BW 


rehab lel) 


BORG-WARNER 
RESEARCH & ENGINEERING 
MAKE IT BETTER 

e 


4304 WEST GRANTLEY RD., YORK, PENNSYLVANIA 


In Canada—Canadian ice Machine Co., 
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J.J. Newberry, Inc., Peabody Shopping Center, Peabody, Massachusetts 
Architect: John Graham & Company, New York, New York 


® 
ax floors serve d. J. Newberry, Inc. 


More and more architects across the nation are specifying Vina-Lux vinyl asbestos tile because... 


It’s an honest product skillfully made by men dedicated to quality. 


It’s a vinyl flooring reinforced with asbestos fiber — stable, durable 
and attractive. 


It’s available throughout the United States through responsible outlets. 


It’s made by a company earnestly trying to serve the architect with 
constantly improved products that solve architectural floor problems. 


4 Finally, Vina-Lux performance is guaranteed by its maker. 


For complete specification data and color chart, consult Sweet's Architectural File or write us. 


AZROCK FLOOR PRODUCTS DIVISION G2) 
Specialists in the manufacture of vinyl asbestos tile and asphalt tile flooring EY, 
UVALDE ROCK ASPHALT CO. e $12A FROST BANK BLDG. « SAN ANTONIO, TEXAS 


ARCHITECTURAL RECORD April 1960 317 





Office Literature 


continued from page 258 


High Frequency Bus Duct 
Outlines features, and gives dimen- 
sions, ratings and specifications for 
new high frequency bus duct. Book- 
let B-7326-380, 12 pp. Westinghouse 
Electric Corp., P.O. Box 2099, Pitts- 
burgh 30, Pa.* 


Shallow Recessed Troffer 

(A.I.A. 31-F-2) Describes the con- 
struction and installation features of 
the Shallotroffer lighting fixture se- 
ries and its plug-in unitized electrical 


manually 
operated 


MECHANICAL 
DOCK RAMPS 


offer features 


OVERHEAD DOORS CAN 
CLOSE IN FRONT OF 
RAMP due to ramp’s al- 
most vertical position 
when not in use. Protects 
against illegal entry of 
building, provides com- 
plete seal against drafts, 
eliminates fire hazard. 


racy ris fy 
EAST TU c 


Unique compensating 
counterweight makes op- 
eration almost effortless. 
A slight lift of the hand 
floats platform up or down. 


You can specify Rite-Hite Mechanical Ramps with complete confidence— 5 manually 
operated models—6 truck operated models—all having full 10-ton capacity 


RITE: 
alka 


DAR ARE) | 


For descriptive 
literature and 
installation details 
write Dept. A460 
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assembly. Specifications, mounting 
and trim details, and technical infor- 
mation (brightness values, coeffi- 
cients of utilization, lighting curves, 
etc.) for each of eleven available bot- 
tom diffusers are also included. Bro- 
chure B-2, 32 pp. Globe Illumination 
Co., 2121 S. Main St., Los Angeles 7, 
Calif. 


Electric Motor Controls 

Provides condensed listing of motor 
control products and _ accessories, 
with descriptive copy, design data, 


TT TRAILER AT 
DOCK. Rite-Hite ramp 
platform swings up to 
within 10° of vertical, 
providing ample room to 
swing trailer doors open 
and begin unloading with- 
out delay. 


NO LEVERS PROJECT 
ABOVE DOCK FLOOR 
to create hazard to dock 
traffic and personnel. 


INLY THREE MOVING 
PARTS. Rite-Hite’s simple 
counterbalanced design 
and rugged simplicity 
eliminate maintenance 
problems. 


SAN BE 

IFTED FROM SIDE 

O SIDE to permit lining 

up should trailer be 
spotted off-center. 


LOOMIS MACHINE COMPANY 
133 FOURTH STREET, CLARE, MICHIGAN 


and ordering information on each. 
Catalog 5900, 72 pp. Furnas Electric 
Co., 1176 McKee St., Batavia, Ill. 


Molded Case Circuit Breakers 

Describes and gives ratings, speci- 
fications and operation characteris- 
tics for full line of molded case cir- 
cuit breakers. Bulletin 5001-1A, 40 
pp. I-T-E Circuit Breaker Co., 1900 
Hamilton St., Philadelphia 30, Pa. 


ACI Book of Standards 

1959 Edition compiles current ACI 
standards, recommended practices 
and _ specifications. 382 pp., $5. 
American Concrete Institute, P. O. 
Box 4754, Redford Station, Detroit 
19, Mich. 


Painting Insulation Board 

Provides information on the various 
types of insulation board to which 
paint is ordinarily applied, and sug- 
gests proper painting methods for 
each. Glossaries of insulation board 
terms and paint terms are also in- 
cluded. 10 pp. Insulation Board In- 
stitute, 111 W. Washington St., Chi- 
cago 2, Ill. 


Drapery Hardware Catalog 

(A.I.A. 27-C) Offers complete speci- 
fications and mounting information 
on cut-to-measure traverse rods for 
architectural drapery installations. 
12 pp. Kirsch Co., Sturgis, Mich.* 


Sound Absorption Coefficients 

. of Architectural Acoustical Ma- 
terials (A.I.A. 39-B) provides a list 
of trade names and marks; summary 
tables which classify materials ac- 
cording to appearance and composi- 
tion; and producers’ tables which 
give detailed data on all listed acous- 
tical materials of associated produc- 
ers. Installation recommendations 
and coefficients of general building 
materials are also included. Bulletin 
XX, 44 pp., 50¢. Acoustical Materials 
Assn., 335 East 45th St., New York 
17,N.Y. 


Washroom Cabinets 
Gives installation tips, architectural 
specifications, unit sizes and capaci- 
ties for Crown washroom dispensers 
and receptacles. 8 pp. Washroom 
Consulting Staff, Crown Zellerbach 
Corp., One Bush St., San Francisco 
19, Calif.* 
*Additional product information in 
Sweet’s Architectural File 

more literature on page 326 





THERE iS A MATERIAL DIFFERENCE 


And the lumber industry has made selection easier for you through 
approved standards of grading. You expect the best grade to cost a little 
more because you get more for your money. Grade | looks better, has 
greater strength and provides better service for a longer time. 
If roof deck materials were graded for quality, less confusion would 
result from their surface similarities. Tectum® stands alone in its class. It is 
the only preformed wood fiber board which uses a continuous process; a 
rapid, chemical reaction process utilizing a specially formulated binder 
naturally compatible with wood fibers. This exclusive binder makes possible 
the use of machine automation—a manufacturing process that assures a uni- 
form quality product through close process control. 
All other manufacturers of this type roof deck use a process which 
requires that the fibers be chemically treated prior to mixing with the 
binder. This treatment reduces to a great extent the high tensile strength 
of natural wood fibers. 
Tectum is the only product of this type that retains the live strength 
of tough wood fibers to provide high secondary strength. Tectum is 
tougher, yet lighter in weight, and has great resistance to impact and Ask to see Tectum's new movie, 
abuse. And Tectum is Fiberguard® protected with specially formulated “Building the Future with Tectum” 
silicones for effective water repellency. 


TECTUM CORPORATION, 635 East Broad Street, Columbus 15, Ohio 
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New Haven’s unpredictable weather played a part in the design of this curtain wall building. In order to 
eliminate damage to the insulation material by condensation caused by extreme temperature changes, air 
space between the outer panels and the insulation mate- ee 

rial attached to the inner walls has been provided for, 

allowing free flow of air. The stainless stéel mullions pro- 

vide for drainage as well as ventilation and by grooving 

these mullions, they perform an additional duty as track 


for a mechanical window-washing machine. 


The Southern New England Telephone Company started 


saving money the minute construction was started. Steel romcei am name, | 


panels were prefabricated so they went up quickly while | — ” — 

| construction costs went down. Steel curtain walls are aaa ‘ eaaED 

light, so less foundation material was needed and more EC 

money was saved. The owners moved in early because the building took less time to erect. There's a lot of 
rough weather in New Haven, but the porcelain-enameled walls and Stainless Steel mullions will keep their 
gleam for years to come. They won't fade or discolor, and a quick rain squall will wash them clean. Yearly 
maintenance savings will be as handsome as the building itself. Walls of steel are the key to this beautiful, 
functional, economical structure. There is no finer way to build a beautiful building. United States Steel 


Corporation, 525 William Penn Place, Pittsburgh 30, Pennsylvania. 


USS is a registered trademark 


(iss) United States Steel 





TESTED, 
RATED, AND 
CERTIFIED 


That’s what this seal of 
air-conditioning performance means 


Forty-six manufacturers, producing more than 90% of all 
unitary * air-conditioning equipment sold, support the indus- 
try-wide certification program symbolized by the ARI Seal. 


Manufacturers participating in the program: ¢ Airtemp Divi- 
sion, Chrysler Corporation ¢ Amana Refrigeration, mae, 
ic : ‘i : R as . worated ¢ American Furnace Company ¢ American-Standar« 
To be granted this Seal by the Air-C onditioning and Re- Industrial Division American Radiator and Standard Sani- 
tary Corporation ¢ Arkla Air Conditioning Corporation ¢ 
Armstrong Furnace Company, Division of National Union 
Electric Corporation e¢ Bryant Manufacturing Company ¢ 

: . r Carrier Corporation ¢ Cleveland Steel Products Corporation 
ment in standard Btu per hour instead of less accurate and « Cohil teases team + Celiemns Casi 
turing Company e Coolerator Division, MceGraw-Edison 
Company e¢ Curtis Manufacturing Company ¢ Day and 
Night Manufacturing Company ¢ Florida Warren Corpora- 
tion « Fraser and Johnston Company e Friedrich Refrigera- 
tors, Inc. ¢ Gaffers & Sattler, Division of Utility Appliance 
Corporation ¢ General Electric Company ¢ Goettl Bros 
Metal Products Inc. ¢ Holly-General Company e  Inter- 
national Heater Company e¢ Janitrol Heating and Air Con- 
ditioning, A Division of Midland-Ross Corporation e Laurel 
Products Corporation ¢ Lennox Industries Ine. ¢ Lincoln 
Air Control Products, Inc. e The Mathes Company, Division 


How the ARI Seal of Certification Program works: 


frigeration Institute, a manufacturer must rate his equip- 
confusing “tons,” “horsepower” and “‘cubic feet.’’ His 
equipment is subject to random selection from stock for 
intensive checking and verification in an independent test- 


ing laboratory under adverse conditions, with emphasis on 


wilting heat and high humidity. Any model which fails to 
deliver rated capacity under this severe testing must be 
brought up to standard or be withdrawn from sale. 


When you specify Unitary Air-Conditioning 
Equipment: 

Look for the ARI Seal of Certification—your assurance of 
uniform high standards of safety and performance. Send 
for the latest ARI Directory, which lists all unitary air 
conditioners certified under this program. It will aid you 
in specifying. There is no charge. Write to: Chief Engineer, 
Dept. O04, Air-Conditioning and Refrigeration Institute, 
1346 Connecticut Avenue, N.W., Washington, D.C. 


of Glen Alden Corporation ¢ Miami Products, Inc. ¢ Mission 
Appliance Corporation ¢ Mueller Climatrol, Division of 
Worthington Corporation ¢ National Thermatie Corporation 
e National-U, 8. Radiator Corporation e The Payne Com- 
Peerless Corporation ¢ Perfection Industries, 
Division of Hupp Corporation e¢ Rheem Manufacturing 
Company ¢ Round Oak Company of Indiana, Incorporated 
¢ Southwest Manufacturing Company ¢ Therm-Air Manu- 
facturing Company ¢ The Trane Company ¢ Typhoon Air 
Conditioning Company, Division of Hupp Corporation ¢ United 
States Air Conditioning Corporation e Westinghouse Electric 
Corporation Williams Oil-O-Matic Heating Company, 
Division of National Union Electric Company ¢ Worthington 
Corporation ¢ York Corporation, Subsidiary of Borg-Warner 
Corporation 


pany ° 


**Unitary”’ air conditioners included in this program: 
all packaged air conditioners, whether single units or 
combined units (called ‘split’ systems) up to 135,000 
Btu per hour in capacity, but not including room 
air conditioners. ARI Standard 210-58 for electrically- 
driven equipment; ARI Standard 250-58 for heat- 
powered equipment. 


Now you can be sure that specified unitary air-conditioning equipment will deliver 
rated performance, and continue to deliver ample capacity under adverse conditions. 
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Available 
on Brass 
or Steel Butts— 


... Specify LS 


THE ORIGINAL 


FINISH 
TM REG 


BY HAGER 


STANDARD BEARER TO THE HINGE INDUSTRY! 


Since 1954, when Hager first introduced Permanized LUMA-SHEEN 
Finish—the original and first true aluminum colored finish—it’s become 
the most widely acclaimed finish of the door hardware industry! 
Other manufacturers have tried desperately to duplicate and imitate 
the superb excellence of LUMA-SHEEN. When they 

compromised quality ... they failed! 


TRUE TO ITS PURPOSE... LUMA-SHEEN Finish—first of the 
industry—today is still first in the industry, after four long years! 
Specifiers, Consultants and Builders recognize that permanized 
LUMA-SHEEN has a can’t-be-copied Hager craftsmanship that 
out-performs and out-matches them all! 


PROOF OF INTEGRITY AND ENDURANCE! 


1954—The Industry’s first and finest! LUMA-SHEEN Finish—the 
only electrolytically-coated True Aluminum Color that 
matched other aluminum door hardware and trim. 


1958—Proved by installation in practically every conceivable 
situation! LUMA-SHEEN remains the only finish that retains 
original soft lustrous beauty ... resists and withstands corrosion. 


When you want it to stand up to the 
test of time—specify Hager LUMA-SHEEN 
(symbol LS) on that next job. 


C. HAGER & SONS HINGE MFG. CO., ST. LOUIS 4, MO., U.S.A. 0, 0, 
HAGER HINGE CANADA LIMITED, KITCHENER, ONTARIO 0 


® 
EVERYTHING HINGES ON Hager 
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roy Seresusiilineinn eae — Your Building Is Better a re pera Budget No Bigger 


Burgess-Manning Radiant Acoustical Ceiling 
Especially Advantageous for Psychiatric Hospitals 


The Burgess-Manning 
Radiant Ceiling has many 
features that make it es- 
pecially desirable for all 
hospital buildings designed 
for psychiatric use. 


With the Burgess-Manning Radi- 
ant Acoustical Ceiling there are 
no hot radiators or registers with- 
in reach that can harm, or be 
harmed by an irresponsible per- 
son. The panels that transmit 
radiant energy for heating or 
cooling the space are located in 
the ceiling. Thermostatic controls 
can also be located out of reach. 
With the Burgess-Manning Radi- 
ant Ceiling as the heat source, 
floors are always comfortably 
warm, and there is no appreciable 
variation in temperature from 
floor to ceiling, or in any part of 
the room. 


Acoustically this ceiling ab- 
sorbs noise and provides maxi- 
mum quiet for patients and staff. 


The absence of drafts caused 
by convection currents, largely 
unavoidable with other heating 
systems, is another feature that is 
especially desirable in hospital in- 
stallations. 

These considerations prompted 
the selection of the Burgess- 
Manning Radiant Acoustical 
Ceiling for the Marquardt Build- 
ing almost as much as its other 
features—superior comfort con- 
ditioning, economy of operation, 
low cost maintenance, and the 
virtually instantaneous response 
to thermostatic control. 


Write for descriptive 


Burgess-Manning Catalog 


No. 138-3 
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Marquardt Building, Augusta State Hospital, Augusta, Maine. 


Radiant Acoustical Ceiling Structurally — 


Considering the triple function—heating, 
cooling and noise control—performed by 
the Burgess-Manning Radiant Acoustical 
Ceiling, its construction is amazingly sim- 
ple and compact. It consists of only 4 major 
parts. 


1. Suspension 
The standard suspension system of 114 
channels on 4 ft. centers is ordinarily used. 


2. Water Circulating 
Coil 

The grid type coil is 
made from pre-fab- 
ricated headers to 
which 14” laterals 
are welded. A sinu- 
ous type coil can be 
used where condi- 
tions make it desir- 
able. Either type 
coil is attached di- 
rectly to the suspen- 
sion grid. 


3. Acoustic Blanket 5 


The non-combusti- 
ble sound-absorbing 
blanket, with the re- 
quired noise reduc- 
tion coefficient, is 
laid on top of the 
suspension grid. 


4. Snap-on Panels 


Heavy gauge per- 
forated aluminum 
panels of the proper 
thermal pend ie 
ity are attached di- 
rectly to the water 
circulating coil. 


This isometric drawing shows all 
4 parts assembled—a relatively 
simple construction that replaces 
the conventional radiators, or hot 
air ducts used for convectional 
type heating, and that permits re- 
duction in size of ventilating air 
handling equipment such as blow- 
ers, fans, coils, filters, etc. 


These and other economies permit installation of Burgess- 
Manning Radiant Acoustical Ceiling at a cost equal or lower 
than would be paid for various combinations of convection 
heating and air cooling, plus a suspended acoustical ceiling. 


BURGESS-MANNING COMPANY 
Architectural Products Diuision 


SEE OUR CATALOG 


\IN SWEET'S 
ARCHITECTURAL 
Fue —— 


OR WRITE FOR COPY 


719 East Park Avenue 
Libertyville, Ill. 


April 1960 
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ing In common... 
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..their tableware was washed by a Hobart 
Flight-Type dishwasher...standard for volume operations 


Hobart Flight-Type Dishwashers 

Completely automatic power-water-scrapping, power 
washing and rinsing, with human supervision reduced to 
a minimum. Dishes are continuously racked in conveyor 
between Delrin tipped, resilient, stainless steel “flight 
links”—stainless steel specially treated to protect china- 
ware against markings. ..side links, rollers and tie rods 
of stainless steel. Famed Hobart combination jet-powered 
and revolving wash system insures thorough sanitation. 
Sizes range from 12 to 26 ft. long, with conveyor speeds 
from 5 to 12 ft. per minute. Dozens of other exclusive 
features make it the most advanced dishwasher made. 


Hob 


Whether ina restaurant, hotel... cafeteriain an office 
building, school or industry, they do have one thing 
in common! They eat every day, and agree with you 
on clean tableware. Hobart dishwashers are the 
unparalleled answer. ‘““Unequaled speed, thorough- 
ness and efficiency” skims over the Hobart flight- 
type dishwasher story much too fast. For here is 
every dishwashing service you need built into one 
amazingly fast machine (many models)—custom- 
designed to cut costs in volume food operations. 
Fully automatic, it delivers the lowest possible oper- 
ating cost, with traditional Hobart dependability. 

If your plans are for less than large volume oper- 
ations, be sure to see the complete line of more than 
50 Hobart dishwashers—one is exactly right for 
every specification. 


Nationwide Service through over 200 Hobart Service Offices .. . 
the largest network of service in the industry. 


eee eee ee eee eee eee ee eeeene 


The Hobart Manufacturing Co., Dept. HAR, Troy, Ohio 


Please send me more information on: [] The Hobart flight- 
type dishwasher, [] the complete dishwasher line. [] I would 
like the name of my nearest Hobart dealer. 
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Office Literature 


Revised Timber Standards Fundamentals of Building 

(A.1.A. 19-B) Two revised standards Insulation. 

have been added to the AITC’s Tim- (A.1.A. 37) Discusses how building 
ber Construction Standards. AITC- insulation works, why it is used, 
Sa 11.06, “Selection of Adhesives,” and where it should be used. 44 pp. 
covers waterproof and water-resist- Robert A. LaCosse, Technical Direc- 
ant adhesives; Section 900, “Guide tor, Insulation Board Institute, 115 
Specifications for Structural Tim- W. Washington St., Chicago 2, Ill. 
ber,” covers structural glued lam- 

inated lumber and sawn structural Aetnawall Partitioning Systems 
timber. American Institute of Tim- Offers specifications, details and 
ber Construction, 1757 K St., N.W.., photos of typical installations of five 
Washington 6, D. C. basic types of Aetnawall partition- 


name at 


NEW! 


Electrically-Operated 
Projection Screen 
Pre-engineered For Concealed Installation 


The most practical product an architect ever 
specified! The exclusive Da-Lite Electrol projec- 
tion screen—enclosed at the factory for simplified 
on-job installation. Screen may be installed in a 
concealed position — or mounted on wall and fin- 
ished to match. Da-Lite Electrol is ready for use 
seconds after control button is touched. 


Da-Lite’s quality-con- 
CHURCHES trolled projection screens 
are yourassurance of years 
of trouble-free service. 
For over half a century, 
Da-Lite has built a repu- 
tation as the finest in pro- 
jection screens for thea- 
tres, auditoriums and 
conference rooms! 


Electrol Screens feature Da-Lite’s waive Trooar! 
New technical bulletin gives 


famous White Magic glass-beaded complete details on operation 
screen fabric. Permits big-picture and installation of electrically- 
vision... with beautiful clarity operated Da-Lite projection 

and color. Specially-engineered screens and portable tripod models. 
electric motors are totally sealed, 

require no further lubrication. 

Screens are completely assembled 

at factory. Control switch and 

plate furnished. SCREEN COMPANY, INC., WARSAW, INDIANA 
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ing systems. Aetna Steel Products 
Corp., 7380 Fifth Ave., New York 
oN. ¥?* 


Design of Wood Formwork 

és ae ee Concrete Structures 
(A.I.A. 4-D-1) presents current in- 
formation on using structural lum- 
ber and boards in formwork con- 
struction. WCD No. 3, 18 pp. Na- 
tional Lumber Manufacturers Assn., 
Technical Services Div., 1319 18th St., 
N.W., Washington 6, D. C. 


Tips, Techniques and Drafting Aids 
Contains sections on drawing tech- 
niques, simplifying drafting prac- 
tices, protecting prints and draw- 
ings, drawing lines and curves, modi- 
fying equipment for extended use, 
and getting the most from drawing 
instruments. 32 pp., 50¢ Alvin & Co., 
Inc., 611 Palisado Ave., Windsor, 
Conn. 


Builders Hardware Specialties 
Covers FE pco line of friction and mag- 
netic catches for doors and cabinets; 
track, guides and glides for sliding 
glass and panel doors; and pulls for 
doors and drawers. Catalog 20, 20 pp. 
Engineered Products Co., P.O. Box 
118, Flint, Mich.* 


Sika Epoxy Compounds 

(A.I.A. 7) Discusses properties and 
applications of six new epoxy com- 
pounds for bonding, patching, joint 
and crack sealants, surface coatings 
for concrete, and resurfacing of 
pavements. Bulletin SEC 759, 6 pp. 
Sika Chemical Corp., 35 Gregory 
Ave., Passaic, N. J.* 


Vermiculite Fire-Resistance Ratings 

(A.I,A. 21-C-1) Gives details, de- 
scriptions and fire ratings for basic 
applications of vermiculite plaster, 
concrete, acoustical plaster and di- 
rect-to-steel fireproofing. Vermiculite 
Institute, 208 S. LaSalle St., Chicago 
4, Tu. 


Acrylic Exterior Paints 
Progress Report No. 6 gives detailed 
information on the results of a six- 
year study of applications and ex- 
posure tests of exterior paints made 
with Rhoplex AC-83, an acrylic res- 
in emulsion. 54 pp. Rohm & Haas 
Co., Washington Sq., Philadelphia 5, 
Pa.* 
*Additional product information in 
Sweet’s Architectural File 

more literature on page 330 
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Walter Dorwin Teague designs 


SHARONART racing 


for modernizing older buildings 
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Sharonart® textured surface patterns lend themselves per-~— 
fectly to building modernization. Roll-formed standard or 
random width panels, for either vertical or horizontal 
installation, would permit quick, easy and inexpensive 
refurbishing of practically any older structure, according 

to Walter Dorwin Teague, internationally known designer 
and architect. 

Such Sharonart® panels could be inexpensively fabricated in a 
wide variety of patterns and colors, including stainless steel, to 
customize every job at extremely low cost. 

Architects and building material manufacturers can get further in- 
formation on this wonderful new material simply by addressing an 
inquiry to Sharonart®, Sharon Steel Corporation, Sharon, Pa. 


SHARON C.--“4 STEEL 





HUNTINGTON TERRAZZO SEAL 


provides a tough, waterproof seal with a safe, 
non-slippery surface 


New terrazzo and marble floors are lovely to see . . . 4 real asset to 
Huntington Laboratories, Inc. any building. The problem is to keep them new-looking. Huntington 
Huntington, Indiana has solved this problem with Huntington Terrazzo Seal. It provides 

a waterproof surface which not only extends the life and preserves the 
(C Please send me details and specifi- beauty of these floors, but it also simplifies general maintenance. Dirt, 
cations on Huntington Terrazzo Seal. grease and chemicals won’t harm terrazzo floors that are protected 
() Have representative call. with Huntington Terrazzo Seal. 

There are many other major advantages: Will not darken light 
floors. Exceedingly durable, impervious to water, unaffected by alka- 
lies or alkali salts. Prevents discoloration from improper cleaning 
methods or chemicals. Resists mars and scratches. 

Specify a floor finishing job that will serve your client well for many 
years. Ask our representative, the Man Behind the Huntington Drum, 
for his assistance with terrazzo finishing and maintenance problems. 
His help is yours without obligation. 


Please tear out this coupon and 
attach [i to your firm letterhead for MH we Bal ‘ ae es O sa 
more information. E i 


. Where research leads to better products 
HUNTINGTON @#® LABORATORIES - HUNTINGTON, INDIANA. Philadelphia 35, Pennsylvania + In Canada: Toronto 2, Ontario 
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THIS IS MODERN 
Ta rs 


with National Electric 
WOU Tecra 


Adding air-conditioning . . . business machines ; ; : 
appliances or outlets usually means rewiring. And 
modern rewiring with National Electric 1700 Surface- 
duct is the economical, easy, expandable way to add 
electrical power. 


ee te 


© 
—— 


Ca 





No Plastering, No Painting, Low Maintenance 


EASY TO INSTALL—Fasten the base . . . lay in wire 
. .. and snap on the cover. 


EASY TO MAINTAIN OR EXPAND—Remove 
cover . . . replace or add wires for new circuits. . . re- 
place cover. National Electric offers a variety of 
Surface Raceway systems, including receptacles, 
switches and fittings for all applications. 


CLEAN, UTILITARIAN DESIGN—Blends well 
with modern or traditional architecture. Neutral 
gray color. 


To learn more about 1700 Surfaceduct and the other 
products in the National Electric Surface Raceway 
line, write National Electric Division, H. K. Porter 
Company, Inc., Porter Building, Pittsburgh 19, Pa. 


NATIONAL ELECTRIC DIVISION Ua H. K. PORTER COMPANY, INC. 


PORTER SERVES INDUSTRY with steel, rubber and friction products, asbestos textiles, high voltage electrical equipment, electrical wire and cable, wiring 
systems, motors, fans, blowers, specialty alloys, paints, refractories, tools, forgings and pipe fittings, roll formings and stampings, wire rope and strand 
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New York says 


ONCE IS TOO 
MUCH! 


KOHLER 


ELECTRIC PLANTS 


Widespread hazards, inconveni- 
ence, discomfort and loss oc- 
curred in places without stand- 
by power during the 13-hour 
power failure in New York’s 
Manhattan last summer. Hos- 
pital surgery was performed 


MODEL 100R81 
100 KW, 120/208 
volt AC. 
Stand-by. 
Remote start. 


Major surgery in Mt. Sinai Hospital, New 


York, being performed with illumination from 


windows and one emergency light 


without proper lighting; pa- 
tients were served by candle- 
light. Buildings of many kinds 
had no use of lights, air condi- 
tioning, elevators, freezers. 

Kohler electric plants are re- 
liable, easy to install for emer- 
gency power made vitally im- 
portant‘ by today’s increasing 
dependence on electrical equip- 
ment. To help you write speci- 
fications for varied applications, 
Kohler Co. will send on request 
a manual with complete data on 
sizes from 1000 watts to 100 
KW, gasoline or diesel. 


Write Dept. G-54. 
KOHLER CO. 
Established 1873 
KOHLER, WIS. 


Enameted Iron and Vitreous China Plumbing Fixtures 
Electric Plants 
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Air-cooled Engines 


All-brass Fittings 


Precision Controls 


April 1960 


Office Literature 


Specification Manual 

. of Plumbing Fixtures and Spe- 
cialties for Institutional Kitchens 
provides dimensional drawings and 
detailed specifications for plumbing 
fixtures “from one end of the kitchen 
to the other,” as well as for water 
fixtures used in patron service areas. 
Manual KS1, 84 pp. T & S Brass and 
Bronze Works, Inc., 128 Magnolia 
Ave., Westbury, L.I.,N.Y.* 


What the Architect Should Expect 

. . from His Curtain Wall Fabri- 
cator deals with all aspects of the fab- 
ricator’s role in the engineering, 
fabrication and installation of metal 
curtain wall systems. 8 pp. Albro 
Metal Products Corp., 944 Longfel- 
low Ave., New York ,N. Y.* 


Permalite Insulating Concrete 
(A.I.A. 4-E-13, 37-B-2) Covers use 
of Permalite expanded perlite insu- 
lating concrete in roof decks and 
floor fills, with specifications, load 
tables and other technical data. Cata- 
log C12-1960, 8 pp. Perlite Dept., 
Great Lakes Carbon Corp., 612 S. 
Flower St., Los Angeles 17, Calif.* 


Engineered Lighting 

. and Control Equipment in- 
specifications, photometric 
data, circuiting and dimensional in- 
formation on stage lighting equip- 
ment, step and night lights, flush 
and surface luminous elements, exit 
and directional signs, hospital bed- 
lights, test cell units, downlights 
and control switchboards. Catalog 
101, 44 pp. Hub Electric Co., 2249 
Grand Ave., Chicago 12, Ill. 


cludes 


Sliding Glass Doors 

(A.I.A. 16-E) Presents details and 
specification data on complete line of 
all-aluminum sliding glass doors. 12 
pp. Ador Corp., 2345 West Com- 
monwealth, Fullerton, Calif .* 


Architectural Porcelain Panels 

(A.1.A. 15-M-1) Gives _ specifica- 
tions, details and general informa- 
tion on porcelain enamel facing and 
curtain wall panels, gravel stop 
fascia, and window surround. 12 pp. 
Davidson Enamel Products, Inc., 
1104 East Kibby St., Lima, Ohio* 


*Additional product information in 
Sweet’s Architectural File 
more literature on page 334 





No. 3 Penn Center Plaza 
Philadelphia, Pa. 

Architect: Emery Roth & Sons 
Contractor: Cauldwell-Wingate Co. 
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quality approved ~“@<-s 


AU MIINUM EY IINID OWS 


QUALITY APPROVED Aa Ry writttsewso: emo. 32 


ALUMINUM WINDOW ' a MANUFACTURERS NAME 


CITY AND STATE 





You get lowest maintenance costs when you design and build with ‘‘Quality-Approved” aluminum windows— either 
awning, casement, double-hung, jalousie, projected or sliding types. They are rustproof and rotproof . . . never need 
painting or expensive maintenance. They retain their trim modern appearance for the life of the building and save 


money year after year for the owner. Specify ‘‘Quality-Approved"’ and look for the seal on the window. For latest 
Window Specifications book, write to Dept. AR 604. 


ALUMINUM WINDOW MANUFACTURERS ASSOCIATION, 630 Third Ave., New York 17, N. Y. 


These window manufacturers are ready to supply you with “Quality-Approved” Aluminum Windows. 


Adams Engineering Co., Inc., Miami, Fla. + Albritton Engineering Corp., Bryan, Texas « Aluminum & Gloss Products Co., Houston, Texas + American 
Duralite Corp., Loudon, Tenn. » Arnold Altex Aluminum Co., Miami, Fia. + The Wm. Bayley Co., Springfield, Ohio + Capitel Products Corp., 
Mechanicsburg, Pa. + Ceco Steel Products Corp., Chicago, Ill. » Crossly Window Corp., Miami, Fic. + Fenestra Incorporated, Philadelphia, Pa. + Michael 
Flynn Mfg. Co., Philadelphic, Pa. - Mayfair Industries, Inc., Lafayette, La. + Miami Window Corp., Miami, Fla. « Porterfield Industries, Inc., Miami, 
Fla. + Reynolds Metals Co., Richmond, Va. ».F. C. Russell Co., Columbiana, Ohio » Truscon Division, Republic Steel Corp., Youngstown, Ohio + Valley 
Metal Products Co., Plainwell, Mich. + W. M. Products Ce., Houston, Texas + Windalume Corp., Kenvil, N. J. * Wisco Incorporated, Detroit, Mich, 
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Flowing Wells School—Pima County, Arizona—Scholer & Fuller, A.I.A., Tucson, Ariz. 


A “packaged” building manufacturer 


- 


asks architects not to judge it 


by association 


O’Rielly Motor Co. 


Starkweather & Cain, A.I.A. 
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Tucson, Arizona 
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Are “packaged” buildings a threat to 
the architect, and to what he stands 
for? It seems that architects think so— 
and Butler received this news with 
considerable dismay. We can’t testify 
for others, but we wish to make our 
position and intentions clear. 

Yes, our Builder organization con- 
structs buildings that are not archi- 
tecturally designed. So do many 
contractors and engineering firms. A 
substantial number of these structures 
would never have involved or inter- 
ested an architect in any case. 

Architects have pointed out limita- 
tions in our building system to us, and 
we take these criticisms to heart. We 
are confident that we will eliminate 


7 


April 1960 


ADVERTISEMENT 


Butler “packaged” buildings-— 
friend or foe? 


these objectionable elements as our 
technology develops. Nor do we expect 
that the Butler “packaged” building 
will ever be the “grammar” of all low- 
rise construction. 

But the fact remains that our Build- 
ers have constructed thousands of 
buildings designed by architects. 
Where the structure calls for it—that’s 
the way we want it,and we help and en- 
courage our Builders to work through 
architects. Conversely, architects have 
called on our Builders for assistance. 
Under these circumstances, the “pack- 
age” we offer consists of coordinated 
structural and roof systems, and metal 
wall systems—both factory and field in- 
sulated. The architect takes what is use- 
ful and adds what collateral material 
creates the pleasing finished product. 

From our experience with many 
architects, we have good reason to sug- 
gest that the Butler system can, on 
occasion, serve you better than any- 
thing else you could substitute for it. 


Oklahoma State Fair Grounds 


Sorey, Hill & Sorey, A.I.A. 
Architects & Engineers 
Oklahoma City, Oklahoma 


Why not contact your nearest Butler 
Builder. Have him call and explore the 
practical merits of this system further. 
He can often help with building financ- 
ing, too. Or write direct to Butler 
Manufacturing Company, 7427 East 
13th Street, Kansas City 26, Missouri. 





In™. 
ULE 


ae 


NEW from Insulrock — The Inter- 
locking Joint for joist and beam con- 
struction aligns the roof deck for 
better appearance and greater 
strength; makes installation easier, 
faster; improves insulation; distrib- 
utes loads over broader area; seals 
joints against run-through. 


Available in standard Insulrock 
sizes at no extra charge. 


NEW from Insulrock—improved 
chamfered edges in sub-purlin con- 
struction further increase resistance 
to uplift; provide continuous struc- 
tural joints that are sealed against 
run-through; give joints superior 
strength for long years of trouble- 
free service. 


Manufacturer of 
America’s Broadest Line 
of Building Products 


ICKING 
JOINT 


CHAMFERED 
EDGE 


for better 


Roof Decks 


Insulrock’s positive new advantages 
in roof deck construction further simplify your 
selection of the best deck on the market. For 
ultimate beauty and high light reflectance in 
exposed, acoustical ceilings . . . for portland- 
cement-bonded strength . . . for all-in-one effi- 
ciency and economy . . . the answer is simple: 
INSULROCK-FOR BEAUTY THAT 
STANDS UP THROUGH THE YEARS. 


Specify these newest Insulrock features for 
even greater satisfaction with 
FLINTKOTE INSULROCK Roof Decks 


THE FLINTKOTE COMPANY 
Insulrock Division 


Executive Office: New York, N. Y. 

General Sales Office: Richmond, Virginia 

Plants: North Judson, Indiana; Richmond, Virginia 
District Sales Offices: Atlanta, Georgia; Cleveland, Ohio; 
Dallas, Texas; East Rutherford, New Jersey; Kansas City, 
Missouri; Los Angeles, Calif. 
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FOLDING WALLS HELP INCREASE CONVENTION 


John T. Fairhurst Co., Inc. 
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BUSINESS AT ATLANTA’S BILTMORE 


UNITFOLD® 
FOLDING 
WALLS 


Atlanta’s explosive growth as a convention city 
is responsible for the all-new 10th floor of the 
Biltmore. 7 of 11 meeting rooms, designed for 
conferences or private dining, are connected 
with Unitfold Folding Walls. These areas can be 
varied to serve groups from 25 to 160 persons. 


In the example above, Unitfold is faced with the 
same paper as the permanent walls (photo 1). 
Photo 2 shows Unitfold withdrawn and entirely 
hidden in the pockets at right; contrasting 
pocket doors add interest to room decor. Photo 
3 demonstrates that there are actually two 


walls, separated by air space. All the Biltmore walls are of this type — one of 
the Fairhurst features that means the highest sound retardance known in mov- 
able walls. Note close clearance at column. This is Unitfold — solid, rigid, with 
all the characteristics of a permanent wall. 


Write Dept. AR for free information, and estimates 


45 West 45th Street 


New York 36. N. Y. 


FAIRHURST . . . First Name in Folding Walls 
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Office Literature 


Non-Shrink Grouting 

. of Machinery and Equipment 
describes successful grouting tech- 
niques with Embeco non-shrink 
grout by outlining and illustrating 
common methods of grouting differ- 
ent types of equipment, the mixing 
and placing of grout, and cold and 
hot weather grouting. Information 
on recommended mixes and estimat- 
ing tables are also included. Bulletin 
E-ld, 16 pp. Master Builders Co., 
Cleveland , Ohio * 


Ceramic Mosaics Patterns 
Features full-color plates of 22 new 
patterns and blends in ceramic mo- 
saics. Booklet 550, 12 pp. American- 
Olean Tile Co., 1000 Cannon Ave., 
Lansdale, Pa.* 


Interior Fire Fighting Equipment 
Contains information and specifica- 
tions on automatic sprinkler sys- 
tems, carbon dioxide systems, dry 
chemical systems, smoke detection 
systems, foam systems, and hose and 
extinguisher cabinets. Form 8-62, 28 
pp. Customer Services Dept., Fyr- 
Fyter Co., 221 Crane St., Dayton 1, 
Ohio.* 


Engineering Testing Equipment 
Catalogs engineering testing equip- 
ment ranging from a pocket soil pen- 
etrometer to completely equipped mo- 
bile laboratories and nuclear testing 
equipment, and gives recommended 
equipment lists for specific types of 
testing projects. 316 pp. Soiltest, 
Inc., 4711 W. North Ave., Chicago 
39, Ill. 


Panels by Erie 

(A.I.A.17-A) gives pertinent data on 
complete line of insulated and veneer 
curtain wall panels, with full infor- 
mation on the materials, colors, tex- 
tures and finishes now available in 
either mechanically-assembled or 
laminated panels. 8 pp. Erie Enamel- 
ing Co., Erie, Pa.* 


Roofing Guide 

Describes and illustrates 14 common 
roofing problems and recommends 
repairs and maintenance to overcome 
each. Roofing Div., Monroe Co., Inc., 
10703 Quebec Ave., Cleveland 6, Ohio 


*Additional product information in 
Sweet’s Architectural File 
more literature on page 338 





Madonna Hall 
D’Youville College 
Buffalo, New York 

Foit & Bashnagel, 
Architects 

Bradley & Sons, Roofers 


The beauty of this million-dollar , 
building, inside and out, has been ; 
lifetime insured by the finest flash- 

ing available. And yet, the cost of 
continuous spandrel flashing at all 

floor levels, including window heads 

and sills, was only 1.2% of the total 
construction cost... a modest in- 
vestment for complete and lasting 
protection against the elements. 


The flashing in Madonna Hall is 
Wasco five-layer Copper-Fabric, 
the most versatile flashing ever 
perfected. Copper-Fabric is ideal 
for every architectural application 
... itis rugged and flexible; unaf- 
fected by heat and cold; positively 
will not stain or bleed. To be sure 
that your buildings have maximum 
beauty insurance, specify Wasco 
Copper-Fabric Flashing. Why risk a 
substitute? For complete details 
and specifications, see Sweet's 
Architectural File 8g/Wa. 


PROTECTING THE BEAUTY OF ARCHITECTURE 


WASCO 


WASCO PRODUCTS, INC., 5 BAY STATE RD., CAMBRIDGE 38, MASS. Hi 
IN CANADA: WASCO PRODUCTS (CANADA) LTD., TORONTO, ONT, F |Z A Ss I N G 





A leading name 


in electric heat for 25 years 


wif ELECTRIC HEAT. 


Exclusive! 
13%," THIN, 41%” LOW! 


Invisa-Line Baseboard Heat 


- 
= 


e SSS aS = >> 


Perfect for use under 


Extra-heavy, continuous Compact ther- 
“floating” fins heat more mostat base- 
efticiently. Rod-type ele- board sections 
ment guaranteed 5 years. available. Saves 


Flow of prim- 
ary and sec- 
ondary air 
controlled for 


maximum 
circulation. 


, wiring-in wall 
s 
¥ 


thermostat. 

Here is the slimmest and trimmest of all baseboard heat units. Because of 
its dramatically reduced dimensions, the new Arvin Invisa-Line ‘‘disap- 
pears” from conscious view, once installed. Now, at last, the concept of 
electric baseboard heat becomes a reality, literally replacing the modern, 
low room-baseboard with a heating unit that’s equally unnoticed. Yet, 
with all its slimness, Arvin’s low-wattage baseboard provides a world of 
warmth. And it’s safe . . . every section contains safety thermal cutouts... 
140 watt capacity per lineal foot assures ample heating performance with- 
out “‘hot spots” in the room. No other baseboard unit gives more real 
meaning to the modern advantages of electric heat than new Arvin 
Invisa-Line: all you notice is the warmth 

Also available is Arvin’s high wattage Invisa-Line baseboard, with 300 
watts per foot. It too contains safety thermal cutouts. Only 2” thin and 6” 


low, it obsoletes in appearance all other units of comparable wattage 


Instant-Heating Wall Heaters 


\ complete line, six fan-forced and radiant models, 
3413 to 13,652 BTUs. Instant-heating elements Auto- 
matic thermostats, double-pole. Push-button controls. 


Fastest, 
Easiest 
Installation 
New Arvin rough- 
in box with quick- 
fastening clamps 
jicuts time, labor 
| costs. 
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in design, and “perfect- 


Exclusive! 
GOES WHERE NO OTHER UNIT CAN! 


Invisa-Panel Ceiling Heat 


A 


= Complete flexibility 


Over windows, anywhere. " 


Flush-mounts perfectly 
within any type of 1%” ceil- 
ing material. 


Fits perfectly into areas of 
8 ceiling tiles. 


New Arvin ceiling panels give you the greatest freedom 
ever to provide modern electric heating without the 
normal restrictions of floor and wall design. Practically 
the entire ceiling becomes available for Arvin Invisa- 
Panel placement. And when installed it almost “‘van- 
ishes.”’ Flush-mounted within the ceiling surface, it 
can be painted to match the ceiling color. But above 
all, your Arvin Invisa-Panel installation produces 
comforting, radiant warmth without drafts; trouble- 
free, too, because there are no moving parts. This is 
the only unit of its kind in the electric heating field, 
with limitless applications. 


Radiant Heating Cable 


New! No braid or loom needed—cold 
leads have heavy, UF-type insulation, 
can be installed with new-design 
staples. Nickel-chrome elements. 


Wall Thermostats 


Single, double-pole models. Fast react- 
ing. Flush-mounting, wires from front. 





fives you new freedom 


blend” styling 


LETS YOU PROVIDE OUTSTANDING 
INSTALLATION AND MAINTENANCE 
ADVANTAGES IN RESIDENTIAL, 
OFFICE, APARTMENT AND 

MOTEL APPLICATIONS 


FOR YOUR JOB FILE 


Information on These and Other 
Advanced Arvin Electric Heat Units. 


Write for the complete folio of individual Arvin 
Electric Heat specifications sheets. 


SWEET'S Listing 10C/ARV 


me UL) 


‘4 


Po, acai 


MILLIONS OF FAMILIES ENJOY ARVIN PRODUCTS 


ARVIN INDUSTRIES, INC. 
Electric Heat Division 
COLUMBUS, INDIANA 


ARCHITECTURAL RECORD April 1960 337 





338 


gata aay Sela 


for Architects... 


Inside Window Washing 
with the new Fleetlite double hung 
Monumen-&Z/ 


For the architect engaged in conventional and curtain wall design of 
offices, schools, hospitals and other high rise buildings, Fleetlite 
offers the only monumental double hung aluminum window 
that can be fully screened and still cleaned at floor level 

from inside the building. 


| 


es 


=r 


SHORT SPECIFICATIONS 


MATERIAL 


All frame and sash are extruded aluminum alloy 


6063-T5 with a minimum tensile strength of 22,000 psi. 


DESIGN FEATURES Upper and lower sash have extruded 
glass-frames hinged at the lower rail of each sash. For inside 
cleaning, glass-frames pivot “hopper style’” when in the lower 
position. Jambs of adjoining windows fastened with male 
and female screws and splined for weather tightness. 
Continuous head and sill for mullioned units up 

to 20’ wide. 


—4 


HARDWARE Sash balanced with removable 
spiral type balances. Glass-frames lock 
into sash by concealed stainless steel 

cam locks. Installation anchors of 

heavy gauge steel cadmium plated. 


WEATHERSTRIPPING Perimeter of 
sash double weatherstripped with 
wool pile. Glass-frames continu- 
ously weatherstripped to sash. 


AIR INFILTRATION § Shall not exceed .50 
cubic feet per minute per foot of crack 
length under static air pressure equal to 
winds of 25 mph velocity. 


GLAZING Glass and glazing up to and 
including \Y” insulating glass under 
separate contract. 


MAXIMUM SIZE 
all dimensions. 


SCREENS Fiberglas half or full length 
screens available. 


4'6" x 8'0” frame over- 


FINISH Lustrous satin-like finish. Ano- 
dizing provided if specified. 


Complete specifications and full size 
details available upon request. 


FLEET OF AMERICA, INC., Dept. AR-40 
2015 Walden Avenue, Buffalo 25, N. Y. 


Territories Open for Qualified Sales Representatives, Direct Representation in Canada. 
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Office Literature 


Roofs With a New Dimension 
Thin shell primer presents a brief 
discussion of shell action, describes 
the four most commonly used types 
(barrels, domes, hyperbolic parabo- 
loids and folded plates), and illus- 
trates foreign and American exam- 
ples of each type. 20 pp. Portland 
Cement Assn., 33 West Grand Ave., 
Chicago , Ill.* 


Masonite Contemporary Studies 
Presents twenty full-page sketches, 
complete with application details, 
of possible interior and exterior uses 
of hardboard panels. Design Series 
101M, 24 pp. Service Bureau, Mason- 
ite Corp., Suite 2087, 111 W. Wash- 
ington St., Chicago 2, Ill.* 


Plumbing for Flexicore Decks 

(A.LA. 4-K) Explains how openings 
can be designed into precast concrete 
decks and framed during construc- 
tion, or hand-cut or drilled after the 
deck is in place. Details of typical 
plumbing conditions are included. 
12 pp. Flexicore Co., Inc., 1982 E. 
Monument Ave., Dayton 1, Ohio.* 


Uni-Silencers 

(A.I.A. 30-J) Gives dimensional in- 
formation, sound attentuation data 
and pressure drop tables for com- 
plete line of silencer products for 
air conditioning, heating and venti- 
lating equipment. Catalog 160, 8 pp. 
Acoustical Div., Elof Hansson, Inc., 
711 Third Ave., New York 17, N. Y.* 


The Lunning Collection 

. of Scandinavian Design de- 
scribes and illustrates a complete 
line of seating, tables, office furni- 
ture, cabinets, occasional pieces, 
lamps, rugs and textiles. 72 pp. Fred- 
erik Lunning Inc., 667 Fifth Ave., 
New York 22,N.Y. 


Schlage Hardware for Hospitals 
Describes complete line of locks de- 
signed to meet the special and some- 
times unique needs of modern hospi- 
tals. A comprehensive Selector Chart 
provides a convenient guide to the 
proper lock choice for specific door 
functions. 12 pp. Marketing Services 
Dept., Schlage Lock Co., P. O. Box 
3324, San Francisco 19, Calif .* 


*Additional product information in 
Sweet’s Architectural File 
more literature on page 344 








MARLITE RANDOM PLANK. tic jines: in 


prefinished wall panels with the exclusive soilproof baked finish 


The beauty and warmth of Random Plank in these six new 
Trendwood® finishes make interiors more luxurious, more livable 
The new Trendwood hues were developed especially for Marlite 
by the noted color experts, American Color Trends, to comple- 


E ment any decor in any room. This tongued and grooved 4" thick 
14 


paneling is 16” wide and 8’ long. It goes up fast over furring strips 
DANISH BIRCH 


or existing walls; lowers in-place costs. Ready to use without 
painting or further protection, plastic-finished Random Plank 
resists stains, mars and dents. It wipes clean with a damp cloth; 
stays like new throughout the years. Get complete details on this 
beautiful “wear without care” paneling from your building ma- 
terials dealer, Sweet’s File, or write Marlite Division of Masonite 


C ation, Dover, Ohio. 
SWEDISH CHERRY ITALIAN CHERRY orporation, Dover, Ohio 


Marlite 


plastic- fini shed paneli ng 


ANOTHER QUALITY PRODUCT OF MASONITE" RESEARCH 
SWISS WALNUT AMERICAN WALNUT 





OZALID WE 


NEW IDEAS TO HELP YOU W/TH ENGINEERING REPRODUCTION AND DRAFTING 


Sta 


Sp SP es a a 


time and cost savings. 


How to break the halftone 
costs barrier 


Some of the sharper repro men look- 
ing to cut the high cost of using half- 
tones in quantity have come up with 
this little timesaver that goes for 
pennies per halftone. Here was the 
problem: 200 rush copies of 16 tech- 
nical photographs were needed for a 
service manual...a total of 3200 
prints. This job would usually run 
about $2,000 and take ten days... 
that was too long and cost too much. 

A bright lad thought about their 
Ozalid whiteprinting equipment and 
worked out this procedure: First an 
8” x 10” screened film positive was 
made by projection from a4” x 5” neg- 
ative, emulsion away from emulsion. 


This insured proper orientation of 
the print in the final stage. 

Next, the film positive and Ozalid 
black-line plastic-coated paper 
(105SZ) were processed in an Ozalid 
Printmaster 810 at a rate of 12 feet 
per minute. The 42-inch width of this 
machine permitted two operators to 
work simultaneously, cutting total 
production time virtually in half! 
The choice of Ozalid paper Type 
105SZ was an excellent one. It gave 
crisp; black-line images of great den- 
sity due to the paper’s plastic coat- 
ing. The entire project took just 
under a fast six hours instead of the 
usual ten days, and cost about $100. 


Total savings: $1900 and 914 days 
of production time. Pretty smart, we 
think. By the way, we’ve got sample 
packages available for the asking that 
might very well give you the same 
dramatic results. Why not write us 
at Ozalid, Box B4, Johnson City, 
New York. We'll be glad to help. 


Looking for a fast case 
of the blues? 


The happy kind, we mean. The clean, 
rich, decisive blue image that Ozalid’s 
new Super-Speed Blue-Line (200SS) 
gives. And when we say fast, that’s 
exactly what we mean. Poor originals 
are copied up to ten feet per minute 
faster than with regular copy papers. 

This is the first Ozalid copy paper 
specifically designed for copying 
semi-opaque originals at higher 
speeds ... at no sacrifice of line den- 
sity in any sense! 

But what does all this mean in prac- 
tical benefits, other than increased 
production at no loss in quality ? 

Well, for one thing, it means that 
you can now do a fine job on semi- 
opaque material, such as one-sided 
letters, documents and bulletins, at 
the lowest cost of any copying proc- 
ess...even if they’re printed on bond 
papers! 

Another benefit is the clean, read- 
able copies you can now produce 
from soiled, yellowed documents and 
low-translucency materials much 
faster than ever before. 

Is that all? Not by a long shot. 
200SS actually turns low-powered 
ultraviolet machines into pretty fast 
units. And the faster printing speeds 
mean faster return of the original 
after each cycle. 

Why not try this superb, high- 
density blue-line paper today? It 
really makes sense. Just call your 
local Ozalid representative for a 
demonstration. 


Ozalid—Division of General Aniline & Film Corp.* /n Canada: Hughes-Owens Co., Ltd., Montreal 
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Prorie Acoustone—12” x 12” 
tiles are now produced with two kerf 
planes. Design possibilities are unlimited. 


Two new ACOUSTONE des igns— 
PROFILE and Acct add new shape 
to sound control... the dramatic 


dimension of depth. To the long 


recognized mineral tile advantaas 

ACOUSTONE ey introduce strikir 

new aavantages n beauty. 
Contact your nearby U.S.G 


acoustical contractor for more 


intormation on these three-din 


1S? Ee al 
ire | | Se ae ae oe il UNITED STATES GYPSUM 


Chicago 6, Ill. 


the greatest name in building 


...beautiful new shapes for ACOUSTONE* 


Accent Acoustone—Face edges 
of the 12” x 24” tiles are rabbeted to 
produce this dramatic accent. 





Chicago’s newest prestige building....... 


HARTFORD (Gilling 


new concept in space and dignity... 


served by e/ectronically controlled 


Haughton Auto-Signamatic 


operatorless Elevator System 


Destined to become the Chicago landmark, the Hartford Building at 100 South Wacker Drive will provide 
regal surroundings and facilities for tenants and visitors. 

A case in point: thirteen Haughton Operatorless Elevators with the latest automatic electronic controls 
will speed passengers from floor to floor with silken smoothness. They will be motivated by an amazing electronic 
brain that anticipates service needs at every moment, day and night, and dispatches cars at the proper times 
and in proper sequence to meet traffic needs exactly. 

Of course, operation of Haughton Operatorless Elevators is simplicity itself. One merely enters the car 
and presses the numbered floor button. Doors open and close automatically at floor level, with unfailing 
consideration for passengers. They are controlled by proven devices of ingenious design that help make 
Haughton Operatorless Elevators the safest mode of floor to floor travel. 


The Hartford Building... to be occupied in part by the Western 
Department of the Hartford Fire Insurance Company Group. From its unique exterior, 
creating a functional design accented by simple charm, to its superb location and superior 
facilities, this beautifully planned building carries its tasteful 
design throughout... The twenty floors are arranged for 
purposeful planning and unexcelled utilization of floor space. 
Windows are shielded from direct sun rays by the canopy 
effect created in the exterior design, a first in this country... 
The landscaped esplanade and spacious lobby provide an excit- 
ing vista, while building features combining the ultimate in 
fluorescent lights, automatic elevators, year ’round tempera- 
ture control, under floor ducts for electrical and telephone 
equipment and other innovations make The Hartford Building 


EMBLEM OF an unparalleled office home for any organization. 
EXCELLENCE 


IN VERTICAL 
TRANSPORTATION 
* Haughton’s advanced program in elevator systems research and engineering, with 
specific emphasis on the creative application of electronic devices and instrumentation 
for betterment of systems design and performance. 


H au g h i on DIVISION OF TOLEDO SCALE CORPORATION 
ELEVATOR COMPANY Executive Offices and Plant, TOLEDO 9, OHIO 





ARTHUR RUBLOFF & CO. 


Leasing Agent: 
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Building Construction: 
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SKIDMORE, OWINGS & MERRILL 


| Architects and Engineers: 
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ST. LUKE’S HOSPITAL 


Bethlehem, Pennsylvania 


Increased patient comfort, summer and winter, will be 
provided by this KoolShade installation (shown here 
in progress). KoolShade Sunscreen intercepts solar 


heat and glare before it reaches the glass. 


Architects: Crow, Lewis and Wick, New York, N. Y. 
KoolShade Distributor: Homestead Aluminum Window Co. 


KooLSHADE’ aids 


patient care 


by reducing heat and glare 


KoolShade Sunscreen installed on 
the outside of hospital windows 
provides many benefits to both the 
hospital and its patients. 


Increased comfort. KoolShade, the 
quality solar shading material, 
intercepts up to 89% of the sun's 
direct rays. For a patient this means 
a cooler room—up to 15° cooler... 
without air conditioning. KoolShade 
also relieves eyes of tiring glare... 
yet provides 84% “see-out” visi- 
bility. Efficient shading is achieved 
without the gloominess of drawn 
blinds or drapes. 


Reduced ‘‘housekeeping!’ With 
KoolShade, room furnishings are 
protected, too...from sun bleaching. 
Dirt-catching interior shading de- 
vices can be eliminated. Window 
washing frequency can be reduced. 


Reduced air conditioning load. By 
cutting down on the entry of solar 
heat, KoolShade reduces air con- 


r--- 


Without obligation, Name 


please send us: Company 
Address 


[-] Free Sample 
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ditioning loads. A rule-of-thumb 
guide is that 100 sq. ft. of KoolShade 
reduces a cooling load by one ton. 
On new construction this can mean 
a sizable reduction in cooling ton- 
age. On expansion jobs it may 
mean that the present central air 
conditioning unit can handle the 
addition. 


Minimum maintenance. The rot-, rust- 
and corrosion-proof materials used 
for KoolShade Sunscreen and 
KoolFrame® Extrusions take 
weather in stride. Your investment 
is protected for years to come. 


Franchised installation. For maxi- 
mum satisfaction and performance, 
KoolShade is sold and installed 
only by Franchised, factory-trained 
distributors. 


SEND TODAY for this free 
illustrated bulletin. Find out 
how you, too, can solve your 
solar problems with modern 
KoolShade. No cost or 
obligation. 


REFLECTAL CORPORATION 


A subsidiary of Borg-Warner Corp. 
200 S. Michigan Ave., Dept. K-86, 
Chicago 4, Illinois. 


ee 


Office Literature 


Dorm Line by Simmons 

Describes, illustrates and gives com- 
plete selection information on built- 
in and _ free-standing wardrobes, 
chests, dressers and desks, as well 
as chairs, tables and beds in the 
Dorm Line group of dormitory fur- 
nishings. 16 pp. Contract Div., Sim- 
mons Co., 1870 Merchandise Mart, 
Chicago 54, Ill.* 


Case Plumbing Fixtures 

Catalogs full line of water closets, 
lavatories, urinals and drinking foun- 
tains, with product photos, detailed 
dimensional drawings, and complete 
product descriptions. 28 pp. Case 
Mfg. Corp., 247 Delaware Ave., Buf- 
falo 2,N.Y.* 


Air Powered Hydraulic Dockboards 
(A.1.A. 35-I-141) Data file folder de- 
scribes, illustrates, and gives specifi- 
cations, installation diagrams, and 
parts and price list for Aero-Board 
hydraulic dockboards. An air com- 
pressor chart and data, and sug- 
gested construction details are also 
included. Sales Engineering Dept., 
Allied Products Div., Freightliner 
Corp., P. O. Box 3591, Portland 8, 
Ore. 


Unitron Chair Carriers 

. and Closet Fittings (A.1.A. 29- 
H-8) shows complete line of “close” 
carriers and fittings, long barrel ad- 
justable closet fittings, and residen- 
tial closet carriers for wall hung fix- 
tures. Specifications and installation 
diagrams are included. Catalog F-2, 
28 pp. Josam Mfg. Co., Dept. X-2, 
Michigan City, Ind.* 


Metropolitan Counters 

Catalogs complete line of soda foun- 
tain and snack bar counters and ac- 
cessories. 8 pp. Bastian-Blessing Co., 
4203 W. Peterson Ave., Chicago 46, 
Tll.* 


Huck Fasteners 

Includes driving cycles, strength 
data, typical applications, grip 
ranges, significant dimensional data, 
hole size recommendations and in- 
stallation notes for each fastener in 
the Huck product line. 24 pp. Huck 
Mfg. Co., 2480 Bellevue Ave., De- 
troit 7, Mich. 


*Additional product information in 
Sweet’s Architectural File 





L.&. CARPENTER 


* vinyl 
electronically 
fused 


another product of L. E. Carpenter's 
designing skill and integrated 
manufacturing ingenuity 


On a note of modern elegance . . . the eloquence of Old World 
artistry. VIENNA has a speaking role in your plans for 

creating the aura of minuet-time enchantment. The tonal 
richness of its delicately sculptured bas-relief captures the 
charm of another era in a modern, practical wallcovering . . . 
last-forever Vicrtex vinyl that never cracks, chips, peels or frays. 
VIENNA in 14 enticing hues an exclusive Vicrtex creation. 
This magnificent new motif is also available in matching 
patterns and color range, with smaller repeats: CONTESSA. 

Write today for sample swatches, prices .. . and your 

copy of the colorful ‘Walls of Fame” brochure. 


} 
eS L. E. CARPENTER & COMPANY 
Empire State Bldg., New York 1 + LOngacre 4-0080 + Mills: Wharton, N. J. 


Available in Canada: Canadian Resins and Chemicals, Montreal and Toronto 





New jet-spray acoustical material sound-insulates planetar- 
ium, above, and kitchen, print shop, and composing room 
of U. S. Air Force Academy, Colorado Springs, Colorado 





Faithfully follows surface contours; hides no details. 


SPRAYED “LIMPET” ASBESTOS 


SOUND-CONDITIONS U.S. AIR FORCE ACADEMY 


At this aerie for fledgling eagles, SPRAYED “LIMPET” 
ASBESTOS offers double sound-absorption. 

First, millions of pores trap the sound. Secondly, the 
soft, fluffy texture gives with the sound waves, sharply 
reducing their rebound. 

Sprayed on with a gun, SPRAYED “LIMPET” 
ASBESTOS goes on in any kind of weather, as long as 
the temperature at point of application is above 40° F. 
Sets fast and dries fast. No nailing, cutting, fitting, 
or clipping. No forms or shoring. Minimum clean-up 
time and labor. 

Thermal insulation, condensation control, and _ fire- 
retardation are other uses of SPRAYED “LIMPET” 
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ASBESTOS. A 1!” thickness provides four hours of 
fire-retardancy. 
For more information, write to us today. Dept. 1-3440 


i<- Mi 


BEST IN ASBESTOS 


KEASBEY & MATTISON 


Company « Ambler « Pennsylvania 





The only line of exit devices U.L. 
approved for both fire and panic! 


The Sargent line of Standard Exit Devices is the only one offered 
by any manufacturer, at any price, that is approved by the Under- 
writers Laboratories for “Panic” and has successfully passed the 
U.L. 3 hour fire test* Now you can protect both life and property 
with U.L. approved Exit Bolts on either SINGLE OR PAIRS OF DOORS. 
See your Sargent Supplier or write Sargent & Company, New 
Haven 9, Con necticut. * Tested with doors by Overly Manufacturing Company 


£ ig . re Ree ze ir 
— t 3 pe? 
CEES g: ; bi 4 t — J “ 
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THE NEWEST FASHION IN A COMPLETE LINE OF ARCHITECTURAL HARDWARE 





You get 
VERSATILITY 
and 
ADAPTABILITY 
with 


BESTWALL «= 


a ens 


LITE-ACOUSTIC 
PLASTER 


Bestwall Lite-Acoustic can be applied over mono- 
lithic surfaces, wallboard, oil paint—any clean, firm, 
water-resistant surface. It is designed for machine appli- 
cation, and various textures are easily obtained by simply 
adjusting the nozzle. 

Also, Lite-Acoustic is highly sound-absorbent—noise 
reduction coefficient is .55-.60—and provides a highly 
decorative texture. The white finish reflects up to 69% 
of light, the ultra-white 74%. 

Get complete information on Bestwall’s full line of 
lath and plaster from your Bestwall representative. 


BESTWALL GYPSUM COMPANY 


Ardmore, Pennsylvania 
Plants and offices throughout the United States 


ipEPROOE SYPsuy 


YOUR BEST BUY IS 


8UlLoOING PRO 
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...- Color Distance 
continued from page 256 


We are obviously not yet ready for 
any final answers to these problems 

-proper scientific caution saves us 
from the frightening task. Yet we 
are obligated to reach some conclu- 
sions, and there is one thing that we 
can say with a high degree of cer- 
tainty: The rule of thumb about 
“warm colors advancing and cool col- 
ors receding’ is not only inadequate, 
but also very likely incorrect. With 
less certainty we can conclude that 
the effect of color on apparent room 
size should be a minor consideration. 
And now that we have got into the 
swing of things—reaching conclu- 
sions, that is—we might go on to say 
that the temperature effects attrib- 
uted to colors should also be a minor 
consideration in decoration. Only if 
information can be obtained about 
the particular individual involved 
does it seem likely that striking prac- 
tical effects on temperature and dis- 
tance can be achieved. However, even 
in the individual case, esthetic and 
emotional considerations are prob- 
ably far more important—and more 
complex. But that is another story. 
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2. FREUND, H. (The phenomena of 
color relief from the eypological point 
of view.) Z. Psychol., 1942, 152, 
257-292. 
3. HANES, R. M. Effects of color on 
apparent distance. Res. Rep. No. 12, 
I. C. R. Res. Proj. P-2, The Johns 
Hopkins University, Oct. 1950. 
4. HANES, R. M. Effects of color on 
room size. Color Res. Dept. Rep., 
Pittsburgh Plate Glass Co., 1955. 
5. JOHNS, E. H., and SUMNER, 
F. C. Relation of the brightness dif- 
ferences of colors to their apparent 
distance. J. Psychol., 1948, 26, 25-29. 
6. KATZ, DAVID. The world of 
colour, Kegan Paul, Trench, Trubner 
& Co., Ltd., London, 1935; xvi 300 p. 
7. PILLSBURY, W. ea and 
SCHAEFFER, B. R. A note on “‘ad- 
vancing” and “retreating” colors. 
Amer. J. Psychol., 1937, 49, 126-130. 
8. TAYLOR, I. L., and SUMNER, 
F. C. Actual brightness and distance 
of individual colors when their ap- 
pare... distance is held constant. J. 
Psychol., 1945, 19, 79-85. 





Ue eta 
STORAGE WATER HEATER 
Ae 
AND INSTITUTIONAL USE 


No scaling - No drop-off in rated efficiency 
- No fuel waste + No on-the-job assembly +» No 
complicated maintenance + No limitations 
on placement + Fully automatic + Copper 
heating surface 


P-K SCALEFREE 230* is a unique rugged unit backed by 
P-K’s 80 years of experience in building and designing 
quality water heating equipment. It heats water through 
hot intermediate distilled water. Transfer occurs below 
the temperature at which minerals that cause scaling 
precipitate. Efficiency remains unimpaired throughout 
service life. Linings of pre-Krete or copper are available 


*Patent pending 


to keep the unit free of rust and corrosion regardless of 
water conditions. 


SCALEFREE 230 features a new P-K gas burner. It 
operates at maximum practical efficiency. Yet it gives 
almost noiseless service—does not rumble or boom on 
startup. This permits location almost anywhere in office 
buildings, institutions, schools, motels, etc. 


SCALEFREE 230 is a complete fully automatic package 
that can be quickly set in place, hooked up and checked 
out. It is available in more than 100 storage and recovery 
combinations. Storage capacities range from 250 to 4000 
gallons. Recovery sections range from 390,000 to 
2,215,000 Btu. Write for catalog with full information. 


Patterson (a) Kelley 


106 Morgan Ave. ast Stroudsburg, Pa. 
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FUT ECE ENTE MYO. 4 (le meer, a a 


WANT TO KEEP 
THAT BUILDING CLEAN 
AFTER IT’S BUILT? 


Specify NIXALITE bird 
barrier and control. You'll 
not only keep your design 
clean, but, you'll help 
lower maintenance costs 
for your client. 


Nixalite, the porcupine-like 
barrier can be installed on 
ledges, pediments, columns, 
etc... . in fact, anywhere 
birds are likely to roost. 

It is inconspicuous but does 
a conspicuous job of keep- 
ing birds of all sizes away. 


It's flexible base bar 
carries 120 sharp prongs 
to the foot, curved and 
staggered in varying angles 
to cover a complete 180° 
arc. And, being of nickel 
stainless steel, it doesn’t 
substitute one form of 
maintenance for another 

won't streak or dis- 
color other building 
materials. 


Do yourself and your client 
a favor by specifying 
NIXALITE, the permanent 
bird barrier and control. 


COMPANY OF AMERICA 
DEPARTMENT 34 
1722 - Ist Avenue 
Rock Island, Illinois 
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blowing his 
stack...? 


ALTEC LANSING CORP. , Dept. AR- 
A division of Ling-Altec Electronics, Inc 12D 
1515 Manchester, Anaheim, Calif. 

161 Sixth Avenue, New York 13. N.Y 


then specify A. O. Smith 
glass-lined smokestacks— 


Build client satisfaction with a 
smokestack that: 

e@ Lasts 3 to 5 times longer than 
unlined steel stacks 

e Installs easily with no need 
for special equipment or highly 
skilled workmen 

@ Is lightweight — lower founda- 
tion costs 

© Requires little maintenance — 
glass can’t rust 

@ Is now available in colors 


For full facts, write Dept. AR-30. 


Through research &F a better way 
AO.Smith 


CBRE 2A ee 
SMOKESTACK SALES 
PROCESS EQUIPMENT DIVISION 
P. 0. BOX 584 * MILWAUKEE 1, WISCONSIN 





‘J@w7-there’s no place to hide... 


Topay it is hard for termites to find a “hearty 
meal’’ in newly constructed homes. That’s 
because up-to-date architects and builders 
are using aldrin insecticide to knock out 
termites before they cause damage. 

Aldrin is an alkali-stable, F.H.A. approved 
insecticide for use on all types of home con- 
struction—slab— basement —and crawl space. 


New projects can be treated without inter- 
rupting normal construction work and builders 
can safely give home owners a guarantee. . . 
confident that aldrin protection will last for 
years. 


For full information on aldrin termite pro- 


tection for new construction see your local 
Pest Control Operator or write to: 


alc 


FOR PRECONSTRUCTION TERMITE CONTROL 


SHELL CHEMICAL COMPANY 


AGRICULTURAL CHEMICALS DIVISION 
110 West S1st Street, New York 20, New York 
ATLANTA «© NEW ORLEANS « ST. LOUIS « SAN FRANCISCO 
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The Record Reports 


On the Calendar 
April 


1-8 1960 and 
Exhibit 
York 


Spring Conferences, Building 


Nuclear 
The Coliseum, New 


Congress 


the Advancement of Manage- 
ment—Sheraton Hotel, Cleve- 
land 

92nd Annual Convention, 
American Institute of Archi- 
Mark Hopkins Hotel, 


San Francisco 


tects 


Research Institute 
Hilton Hotel, New 


Joint Conference on 


tic Techniques 


American Society of 


Statler- 
York 
Automa- 
sponsored by 
Mechan- 
ical Engineers and Society for 


Exposition Morrison 


Chicago 


tion Specifications Institute 


Concentrate Responsibility... 


jy 
he 


ee 5 


Other Sedgwick Products 


*® SIDEWALK ELEVATORS 
*® FREIGHT WAITERS 

*® RESIDENCE ELEVATORS 
*% “STAIR-TRAVELORS” 


NATIONWIDE SERVICE 
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Cheopy 
SEDGWICK 
Dumb Waiters 


and, 


SEDGWICK 
Dumb Waiter 
Doors 


When you select a Sedgwick Dumb Waiter, 
you get a completely integrated installation — 
including dumb waiter doors — designed, en- 
gineered, manufactured and installed by Sedg- 
wick. 

This places the responsibility for the entire 
installation in the hands of one supplier — cut- 
ting in half the red tape, contracts and ap- 
provals, and eliminating your coordination of 
door and dumb waiter design and erection. 
Furthermore, all equipment is shipped at the 
same time, saving shipping and handling costs. 
The same mechanics install both doors and 
dumb waiters. 

Sedgwick Dumb Waiters and Doors are 
available in a complete range of modern, im- 
proved types and standard sizes that can be 
adapted to fit requirements exactly. 

(See standard specifications and layouts in SWEETS 24/Se) 

Doors are manufactured in bi-parting, slide- 
up, slide-down or hinged arrangement. Also 
access and clean-out doors. (Underwriters’ 
Labelled where required.) Send today for 
complete literature and specifications. 


CK machine works 


142 W. 15th Street, New York 11, N. Y. 
() Please send general information 


(CD Please send specific recommendation 


NAME 
ADDRESS 


April 1960 


19-21 Second Annual Church Design 
and Building Conference and 
Hotel, 


Annual Convention, Construc- 


Rickey’s Studio Inn, Palo Alto, 
Calif. 

41st Annual Convention and 
Welding Exposition, American 
Welding Society — Biltmore 
Hotel and Great Western Ex- 
hibit Center, Los Angeles 


May — pads =< 
3 


] 


na 


4 


1 


> World 





Chicago Electrical Industry 
Trade Show and Exposition 
Lake Front Exposition Hall, 
Chicago 

Annual Meeting, Air-Condi- 
tioning and Refrigeration In- 
stitute—The Homestead, Hot 
Springs, Va. 
Congress on Better Living, 
sponsored by McCall’s maga- 
zine—Washington 

Second  Instrument-Automa- 
tion Conference and Exhibit of 
1960, sponsored by Instrument 
Society of America—Civic Au- 
ditorium and Brooks Hall, San 
Francisco 

Design Conference in 
Japan (followed by tours, 18 
20); theme, “Our Century: 
The Total Image’”—Tokyo 
South Atlantic Regional Con- 
ference, American Institute 
of Architects — Winston-Sa- 
lem, N. C. 

29th Annual National Confer- 
ence, American Institute of 
Decorators — Beverly Hilton 
Hotel, Beverly Hills, Calif. 
Annual Meeting, National Fire 
Protection Association—Mont- 
real 
Annual 
tion Research 
Denver 

41st International Conference 
and Exposition, National Of- 
fice Management Association 
—Queen Elizabeth Hotel and 
Show Mart, Montreal 


Meeting, Refrigera- 
Foundation 


> Design Engineering Show and 


Conference— The Coliseum, 
New York 

25th World Planning & Hous- 
ing Conference — San Juan, 


Puerto Rico 


Annual Assembly, Royal Ar- 
chitectural Institute of Canada 
Fort Garry Hotel, Winnipeg 
Annual Meeting, National So- 
ciety of Professional Engi- 
neers—Statler Hotel, Boston 
continued on page 356 
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A NEW CONCEPT .. . formed, colored and textured Plexi- Formin 
: : : . ad : t ; 

glas facings on insulating panels in Alumiline’s Series 969 overtone en and formin 

Aluminum Curtain Wall for outstanding exterior curtain low in cost ae 

"++ 48 little as 1 


the cost 
st of formin 
t 
' metal materials. The se for 
CUSTOMIZED DESIGNS in a choice of 22 architectural shapes and texte ypes of 
res 
colors in glossy or mat finish. Low die cost for panels be achieved are “an can 
im} ir , 
formed to your special design makes Syntek Panels prac- ad and include ae 
° Sorts 
tical for even smaller builders. Customized designs, textures a levien. oa 
. . 8, ete, , 
plus wide range of color selection open the doorway to s 
outstanding creativity . . . distinctiveness never before yntek insulating 
factory glazed a Panels are 


achieved at such moderate cost. an integral nd shipped as 
ra . 
C part of Alumiline 


wall design. 40 


Syntek Panels are strong, attractive and have excellent 
weathering characteristics. They were developed by The 


Alumiline Corporation in conjunction with the Rohm & Haas 4 trouble-free ; 
“ee Installation 


Company and are sold with a 5 year guarantee. Cc 
posts of FORMED 5 
anels run approxi yntek 


For bulletin “Syntek Panels in 969 
Alumiline Curtain Wall” write... 


FORMED 


» Stainles . 
Porcelainize ‘SS steel or 


LUMILINE ara 


CORPORATION - Pawtucket, R. I. 


260-12 
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EASIEST-TO-INSTALL 
INVERTED “’T’’ GRID 


Benjamin Sky-Glo is easier (and faster) 
to install than any other illuminated ceil- 
ing on the market. New type ceiling 
grid of lightweight aluminum alloy is 
easily suspended from strip lighting units, 
rigidly fastened with simplified grid 
clamps. Exclusive leveling device insures 
quick, accurate adjustment. 





BENJAMIN 


Sky-Glo brings you an outstanding combination of 
advanced features, based on the design and engi- 
neering experience possessed only by Benjamin— 
ORIGINATOR of the illuminated ceiling! Easily-in- 
stalled 2’ x 4’ or 2’ x 2’ panels fit any room, are 
adaptable for acoustical treatment and air-condition- 
ing requirements. Supplied complete with lighting 
equipment, with a choice of seven panels and stand- 
ard or high output lamps. Investigate Sky-Glo—see 
for yourself how much more Benjamin offers. 


ILLUMINATED CEILINGS 


HIGHER LIGHTING LEVELS 


SIMPLIFIED SUSPENSION FROM STRIP LIGHTING 
OR DIRECTLY TO CEILING 


LOW SURFACE BRIGHTNESS 
LATEST DESIGN PLASTIC PANELS 
SHADOW-FREE WALL-TO-WALL LIGHTING 


My 
: DIVISION Des Plaines, Ill. 


THOMAS INDUSTRIES INC. GET ALL THE FACTS on Sky-Glo Illuminated 


Ceilings—write for Bulletin D; Benjamin 
The World’s Largest Single Source of Lighting Division, Thomas Industries Inc., 207 E. 


For Commerce, Industry and Home Broadway, Louisville 2, Ky., Dept. E 


NEW cconousr LINE 


OF LIGHTING UNITS f = = = > {yoy SELECTION OF PANELS 
Another Benjamin exclusivel. ¥. a , 
Sky-Glo illuminated ceiling of- —— I~ Acoustical perforated vinyl panel 
fers you Rapid-Start, Slimline ~ Pina, Pi Mtn. | . * 

’ ’ , : 2 ft 1 | 

800 ma. or 1500 ma-*Power . SE eL ; Salen on Oe 
Groove lamps in a complete 
new line of fluorescent strips, 


featuring grooved channel, ~ Polystyrene louver—'2" cube 
simple butt mounting and new 
ceiling spacer. 


Prismatic L-120 lens 


Angled facets of 
L-120 lens create 
high-efficiency dif- 
fusing medium. 


Aluminum louver—'2” cube 
@ Holophane prismalume #6024 


*illustrated in ceiling on opposite page 
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The Record Reports 


12-24 Fourth Annual Seminar for gineers Royal York Hotel, 26ff Annual Meeting and Exhibit 
teachers of architecture, joint Vancouver American Society for Testing 
ly sponsored by the American 3-15 National Meeting, American Materials—Chalfonte-Haddon 
Institute of Architects and Association of Cost Engineers Hall, Atlantic City 
the Association of Collegiate Rice Hotel, Houston 27-29 61st Annual Meeting, Ameri- 
Schools of Architecture ; 9-22 Annual Convention, National can Society of Landscape Ar- 
theme, “Technology in Archi- Parking Association San chitects—Waldorf-Astoria Ho- 
tecture” Sagamore Lake, Francisco tel, New York 
Me Be 9-25 National Convention (second 
Annual Meeting, American So- of three in 1960), American Office Notes 
ciety of Heating, Refrigera- Society of Civil Engineers 
ting and Air-Conditioning En Reno Offices Opened —__— 


William S. Kaplan has opened an 
office as consulting structural engi- 
neer at 268 Market St., San Francisco 

D. Stewart Kerr, A.I.A., and Thom- 
as C. Beggs, P.E., announce their 
partnership in a new office at 633 


East Main St., Santa Maria, Calif. 
Gassner & Nathan, Architects, 
= have opened a new office at 128 North 
Court, Memphis, Tenn. 


Firm Changes—— 


Weiler and Strang and Associates 
announce the formation of a new 
partnership consisting of four part- 
ners, Joseph J. Weiler, Allen J. 
Strang, Roger E. McMullin and Nath- 
aniel W. Sample; and four asso- 
ciates, Robert C. Kraft, Jerome J. 
Mullins, Gunard E. Hans and Walker 
L. Patton, for the practice of archi- 
tecture and engineering. Address: 
810 University Bay Drive, Madison, 
Wis. 

Moore & Salsbury, Architects, an- 
nounce that Oliver J. Foster, Jr., and 
Frank J. Ridout have been admitted 
to the firm as associates. 

Shepley Bulfinch Richardson & Ab- 
bott announce that James Ford Clapp, 
Jr., has been admitted to the firm and 
that Otis B. Robinson and Richard C. 

HAWS Free Flowing Fountain Tousley have become associates. 
Service in any Climate! A. W. Thompson has become Senior 
Field Architect for American Air- 
lines. His title was previously Senior 
Facilities Architect. 

Ken H. Pfeiffer has joined Charles 
Luckman Associates as director of 
store interiors. 
drinking service. The choice of style is yours! Freeze- Ellington & Day, Inc., Detroit ar- 
Proof Units are available with virtually any style chitects and engineers, announce that 
fountain from HAWS’ complete line—wall or pedestal, Henry William Ruifrok, A.I.A., has 
single or multiple bubbler. For details on model selec- joined their staff as Chief of the Ar- 
tion and installation see SWEETS Architectural chitectural Department. 


File, or write today for catalog ‘ 
New Addresses 
Johnson, McWhinnie, Architects, 


ST Tre are now located at 1060 University 
Ave., West Windsor, Ontario. 
onus comune FAUCET COMPANY Schainen Stern Design Associates 
1441 Fourth Street * Berkeley 10, California have moved to 236 E. 53rd St., New 
Export Dept.: 19 Columbus Ave. * San Francisco 11, California York 22. 


For positive Winter Protection against costly ‘‘freeze- 
ups” and excessive maintenance of outdoor fountains 
specify HAWS Freeze-Proof Units! Get year ’round 
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ALUMINUM 
by MILLS 


Aluminum by Mills... Walls for the man who must represent 
all that is distinctive about his company. The newest 

of seven movable wall systems by Mills . . . all created to 
shape space to the purpose, progress and growth of 

people at work, comfortably, attractively, economically. 


Aluminum by Mills provides a limitless choice of panelling 
glass, laminates, woods—and a variety of contrasting frame 
inserts for universal vertical posts (patent pending) and horizontal 
members of aluminum, anodized in color or natural satin. 


For details write to The MILLS Company, manufacturers of movable 
walls since 1921. The address is 963 Wayside Road, Cleveland 

10, Ohio. If vou must design efficient, comfortable work areas, vou 

will find the Mills Planning Kit excellent help in visualizing 
arrangements; a request on your letterhead will bring vou one. 





ra 


Crisp new design in 
wood office furniture 


or BENT 


Which Concrete Anchor For Your | 
Next Job? The Template Group by LEOPOLD 


If your requirements include... i Now quantity production makes high styled 
furniture affordable and practical for the 
@ Known values for your 7 general office. 


specifications. ‘ Architects, designers and decorators are 
, invited to write direct for pricing and 


e@ Greatest degree of holding-power. purchasing information. 


@ Reduced handling costs. 


@ Faster production, with split-second ; The LEOPOLD COMPANY, Burlington, lowa 
end-welding. 





@ Reduced fabrication costs. spose : 


@ Stronger, more positive welds with- 
out causing distortion to the struc- 
tural member. 


@ Anchors made of certified steel. 


@A superior quality job...at no 
increase in cost. 





specify... NELSON HEADED 
CONCRETE ANCHORS 


Your local NELSON field man is 
standing by to back up these claims 
with verified test results...and answer 
your questions. Call him today... or 
write for Application Folder 415. 
Nelson Stud Welding Division, 
GREGORY INDUSTRIES, INC., Dept. 
CA-1, Lorain, Ohio. 


FRESH LOOK IN CURTAIN WALLS 
"YOUR OWN PATTERNS IN 


= ee . 

Y tylon Corporation, Milford, Mass. 
BY Welding GREGORY INDUSTRIES, /MC. | Western Subsidiary: Redondo Tile Co. 
LORAIN. OM/0 Redondo Beach, California. 


@ cost-saving product of Y 
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When Richmond State Hospital, Rich- 
mond, Ind., decided to build a new power 
plant, the project was complicated by the 
lack of space at the desired location. 

The solution was a five-sided building, 
designed by the firm of Fleck, Quebe and 
Reid, working with F. B. Morse, of Purdue 
University. This unique structure houses 
three boilers (and space for two more) 
facing a one-man control center, with 
auxiliary equipment located between units. 
All corners are used efficiently; actual 
operation is simplified by completely auto- 
matic coal handling and ash removal. To 
facilitate plant housekeeping, the design 


PENTAGONAL POWER PLANT 
SOLVES SPACE PROBLEM AT 
RICHMOND STATE HOSPITAL 


allows only an eye-level vision strip and 
provides for a vacuum cleaning system 
with 23 outlets throughout the building. 


Radically different from conventional pow- 
er plant design, the Richmond pentagon 
has proved itself in lower construction 
costs while providing best possible adapta- 
tion of space to present and future needs. 


District engineers of the Bituminous Coal 
Institute have detailed information on how 
coal-burning plants lend themselves to 
modern architectural design. If you have a 
problem in power plant design, write for the 
name of the BCI man in your area. 


BITUMINOUS COAL INSTITUTE 


Dept. AR04, Southern Building, Washington 5, D.C. 


See our listing in Sweet's 
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SEND COUPON FOR GUIDE SPECI- 
FICATIONS, with complete equipment 
criteria and boiler room plans: 


BITUMINOUS COAL INSTITUTE 
Southern Building, Washington 5, D. C. 
Gentlemen: Please send me: 


O GS-1 (low-pressure heating plant, screw- 
type underfeed stoker) 


O GS-2 (high-pressure heating and/or pro- 
cess plant, ram-type underfeed stoker) 


OO GS-3 (automatic package boiler for heat- 
ing and process plants) 


0) Case histories on larger plants 
Name 

Title 

Company 

City Zone State 


AR-04 


—-—-—--—-—-~—4j 
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NEWEST, NEATEST IDEA 
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NO UNSIGHTLY PLUMBING —IT’S CONCEALED INSIDE! Nothing SO MODERN, SO NEAT—SO EASY TO CLEAN UNDER! Slim 
juts out behind to collect dirt or mar clean appearance. As a and smart looking, this Westinghouse model fits com- 
result, instead of usual 18’ to 22’, this Westinghouse cooler pactly on the wall, out of the way. Completely elimi- 
extends only 1214” from the wall—leaves passageways clear nates dirt-catching areas . . . simplifies floor cleaning. 
for traffic, handtrucks. New “‘slip’’ connections inside make Doubles as a kiddie-cooler when mounted on the floor 
installation far faster and simpler, too. . . » measures just 31” high, just right for schools, etc. 
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“IN WATER COOLERS! 
WALL 
LINE 


Exclusive Westinghouse Water Coolers end 
unsightly plumbing and wasted space...help keep 
your buildings smart and functional! 


i 


Architects have hailed the Westinghouse ‘‘Wall Line” as 
today’s biggest news in water coolers—and with good 
reason! Its exciting ‘‘clean look’”’ matches perfectly the 
clean, functional style of today’s architectural designs. 
Gone is old-fashioned dirt-catching exposed plumbing— 
it’s concealed inside. Gone is wasted space in offices and 
corridors—these new coolers fit compactly against... 
on... or in the wall! What’s more, you’ve a choice of 

3 completely different types that allow you maximum 
flexibility of style and location. Get the full story. Mail 
the coupon today—or call your Westinghouse Water 
Cooler Distributor. He is listed under “‘Water Coolers’ 
in your Yellow Pages. 


you CAN BE SURE...1F ITS 


Westinghouse 


Write for more information on new WESTINGHOUSE WALL LINE 


— oe oe oe oe eee oe oe oe VAIL COUPON NOW! == ame cee coe ee cee cee ee oe 


, 


FITS IN 6%" SPACE—SERVES SEVERAL FOUNTAINS! Meets 
the move to “‘built-ins!”” Just 654” slim, yet delivers as 
much cold water as other units requiring double the 
space! 5- and 10-gal. capacities, interchangeable as needs 
change. Serves several fountains on the same or other 
floors. Mounts in or on wall, under counter, etc. 


Westinghouse Electric Corp. 
Columbus, Ohio 


GENTLEMEN: 
Please send more information on your new Westinghouse ‘Wall Line” 
Water Coolers. 


NAME OF COMPANY 
ADDRESS 


go STATE 
AR-4 


' 

| 

NAME i 
| 

J 
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continued from page 10 


time allotted: (1) History and The- 
ory and Philosophy; (2) Design and 
the Visual Arts; (3) Urban and Re- 
gional Planning and Control; (4) 
Engineering (structural design and 
building techniques) ; (5) Architec- 
ture in Practice. 

At Grindstone we reverted to lim- 
ited topics for study, in that we ex- 
amined the immediate past in archi- 
tectural teaching, both in this coun- 
try and in Europe, and that we then 
considered the realities of practice 


Coming next month... 


today in order to try to frame our 
educational programs to the needs 
of the profession. 


This Year: Technology 
In the coming seminar to be held at 
Sagamore, we shall concentrate on 
technology. The Program Subcom- 
mittee has stated it in these terms: 
“The A.C.S.A.-A.1.A. Seminar on 
the Teaching of Architecture, to be 
held at Sagamore Lake, near Ra- 
quette Lake, N. Y., June 12-24, will 


Motels, Hotels, Restaurants and Bars 


by the editors of Architectural Record 


Completely Revised and Expanded New Second Edition 


Over 200 NEW pages........50% MORE material 


This informative book will present an up-to-date, detailed study of physical 
design in motels, hotels, restaurants, and bars, and show the important 
relationship between good design and good business 


Over 700 illustrations of successful establishments show where well-planned, 
functional design has paid off in flourishing trade and satisfied clientele 
Each case study is profusely illustrated with interior and exterior photo- 


graphs and floor plans 
included for clarity 


In many instances, structural diagrams are also 
Each study thus becomes a compact survey of the 
building, its purpose, and its problems 


Every word of this valuable book is designed to save you time and work in 
countless ways, and to open up new opportunities for you in this active field. 
The editors of ArcuirecrurAL Recorp have selected only the best and most 
significant projects. They guide you expertly through an area where good 
design has an amazing bearing on eventual success 


Architects, designers, and their clients will find this book to be the clearest. 
most practical source of ideas in this field today 


Motels, Hotels, Restaurants and Bars 


324 pages e834 x 1154"' 


Over 700 photographs, plans, and diagrams 


Only £9.75 


Order now for delivery at publication date. 


DODGE BOOKS .: F. W. Dodge Corporation 
119 West 40th Street - New York 18, N. Y. 
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be concerned with the many aspects 
of building technology as they are 
related to teaching architecture and, 
parallel to this, a general considera- 
tion of the art and science of teach- 
ing. 

“With full recognition of our re- 
sponsibilities of training for prac- 
tice, we will focus attention on the 
performance of the architectural 
profession, the demands on the de- 
signer, the role of our schools and 
the techniques of teaching in rela- 
tion to our world of advancing tech- 
nology.” 

We are trying to achieve some- 
thing for different kinds of teachers 
with varying backgrounds, and vary- 
ing interests, as this is believed to 
be essential in meeting the problems 
of providing proper preparation for 
a profession which arrogates to it- 
self leadership in the creation of our 
man-made environment. 

At the trial run in Cambridge, all 
but one of the twenty participants 
were teachers of design. In the semi- 
nars since then the committee has 
sought to persuade the heads of 
schools making the recommenda- 
tions to choose from among their 
staff some of those teaching courses 
other than design. Last June this ob- 
jective of diversity was largely real- 
ized. In naming a theme and chart- 
ing out a course of study relating to 
a profession as comprehensive as ar- 
chitecture, there is always the dan- 
ger of becoming involved in the mi- 
nutiae of a profession which has to 
operate on such a broad front in- 
cluding, as it does, the practical, 
the factual, the artistic and the 
scientific. 

This we have tried to avoid. 


If Design Is Not All— 

If there is one unifying idea in ar- 
chitecture, it is the idea of the cen- 
tral position occupied by design. 
Here, if at all, is the focal center. 
Furthermore, it is in his capacity as 
designer that the architect is the 
one who offers a unique and exclusive 
service which no one else is qualified 
to furnish. 

We have attempted in these semi- 
nars always to hold in front of us, 
regardless of theme, or direction, or 
subject under discussion, no matter 
what it may be, this basic concept 
of the overall importance of design. 

But having said this, something 
else quite different also needs to be 

continued on page 366 





AIR CONDITIONING 


AN ANSWER TO SPACE/COST 
PROBLEM IN APARTMENTS 


In providing individual apartment heating and cooling, the architect 
and owner faced the inevitable problem of minimizing space 
cost and noise level. Uniform comfort throughout the apartments, 
which range from efficiency to three-bedroom suites, was a “must”. 


You see the answer here. The Bryant air conditioner was placed 
above the Bryant furnace in a small closet on an outside wall. 


The furnace blower circulates air through a very simple duct system. 
The return air for heating and cooling is brought from the 
apartment through a grille and short duct to the furnace. It is 
then circulated by the furnace blower through a simple duct system. 


Air to cool the unit is pulled in through the closet door, through 
the unit and is discharged to the outside through the grille in the 
outside walls. No protrusions to spoil the clean lines of the building. 


The system, as designed with the aid of Bryant's distributor, 
United-Bryant Corp., Washington, D.C., is simple, quiet, easy to 
control — and economical to install and operate. 


Bryant engineering and planning service are available to assist 
you with your apartment air conditioning problems. This system is 
ideal for small homes, too. Call your local Bryant distributor or 
factory branch—see the Yellow Pages. Ask for our Apartment House 
Brochure. Bryant Manufacturing Company, Indianapolis, Indiana. 


AIR CONDITIONING 


a's most complete line of heating and air conditioning equipment 


en 


Engineer: Arnold Kronstadt, Collins & Kron- 
stadt and Associates, Architects & Engineers 
° Builder: Carl M. Freeman, Inc. « Heating 
& Air Conditioning Contractor: Thos. Moy- 
lan Inc.« Project Job: Cari M. Freeman, inc., 
Hamlet West Apartments, Alexandria, Va. 


Note access to equipment from balcony. 
Bryant heating and cooling units are 
housed in a space only 36” square. 
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FOR THE 
WORLD’S LARGEST 
OFFICE BUILDING... 


bl acres 


Grand Central City will rise 59 stories 
in the heart of New York. It will house 
a permanent working population of 
25,000—with daily visitors expected to 
exceed a quarter million! 


| , Minn sa 
il HN | yy OwNER: Grand Central Building, Inc. 
quit a ry " Erwin S. Wolfson, president 
" 


anh HTH i My ARCHITECT: Emery Roth & Sons 
tn . 
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DESIGN CONSULTANTS: 
Walter Gropius and Pietro Belluschi 
GENERAL CONTRACTOR: Diesel Con- 
struction Co., Inc. 
STRUCTURAL ENGINEER: 
James Ruderman 
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of electrified floor system 


_.. FURNISHED BY | Fenestra 


FIFTY-NINE STORIES HIGH... 


with room for a work force of 25,000— 
Grand Central City will be the largest 
commercial office building ever built. A 
monumental job for architect, engineer, 
contractor and owner. 

Fenestra will supply 2,200,000 square 
feet of Holorib Elect-Re-Form to reinforce 
and provide electrification to the floors of 
this building. As a reinforcing form, it 
offers top load capacity, permits use of 
thinner, stronger concrete slabs. As an Versatile Holorib Elect-Re-Form can be supplied with one, two 

= eae a ‘ : ae or three cells as the job requires—provides electrification where 
electrification system, it offers maximum needed without wasteful ‘‘dead”’ cells. Pyramidically designed ribs 
flexibility . . . lets you provide electrifi- key into concrete—a more positive bond, higher strength. 
cation more economically wherever needed 
without wasteful “‘dead”’ cells. 


New Fenestra Holorib roof and floor %; 
structural systems may answer a design : f 
problem now facing you. For full informa- 2 E@ VU ES MV ad 
tion, see Sweet’s File, call your Fenestra a INCORPORATED 


representative (he’s in the Yellow Pages), or i i sl 
° 3 PANELS » OORS « WINDOW . CURTAIN 
write: Fenestra Incorporated, Dept. AR-4, — ras 


2252 E. Grand Blvd., Detroit 11, Michigan. 2 , AW AE aA Na? ON a aS EN + oe aga a 
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said; namely, that because it is cen- 
tral is not to say that design is 
everything. 


As the Profession Goes 

the dan- 
ger inherent in the concept of the 
individual artist, 
wrapped in the cloak of genius, one 


There is this other dange) 
architect as 


who transcends the mundane; the 
idea that the designer, per se, as an 


individual occupies a position which 


has to deal on an inferior plane; the 
idea of the prima donna—the solo 
operator; as opposed to the idea of 
team action. It is an image, inherited 
from the past, that we should beware 
of. The image still holds in the case 
of a few men of genius like Le Cor- 
busier and the late Frank Lloyd 
Wright, and especially in the schools, 
if not in the profession, we are in- 
clined to think of architecture in 
these terms. But, in actuality, archi- 


plexity and demands for a wide range 
of specialized knowledge and divers- 
ity of skills, is more and more the 
result of many minds brought to 
bear in collaboration in the working 
out of a complex problem and carry- 
ing it through. 

What this means in terms of edu- 
cation was brought to our attention 
at Cambridge and again at Nan- 
tucket by Hugh Stubbins,* was crit- 
ically presented by James Hunter at 


places everyone else with whom he tecture, because of increasing com- Aspen, and was reiterated in its 
broadest implications by John E. 
Burchard in his keynote speech at 


Grindstone Lake.** 


—So Goes Education? 

The need for change in the thinking 
of the educator has been expounded 
still further by Buford Pickens in 
the A.I.A. Journal of December 1959 
in his article entitled ““Practical Ex- 
perience and the Education of Archi- 
tects.” 

At Grindstone Lake two areas of 
discussion, one dealing with objec- 
tives of the educational program, 
and the other related to design con- 
cepts, developed a certain ambiva- 
lence in the conference; but the basic 
issues remained: 

1. Is the school only or predom- 
inately interested in the talented de- 
sign student or, on the other hand, 

2. If its aim is full recognition of 
the needs of the profession, what is 
it doing, or what should it do for the 
men who will serve the profession in 
areas outside of the initial creative 
design process but contributory to 
it? 

Burchard’s analogy with educa- 
tion for the professions of medicine 

continued on page 370 


PROTECTS 
ASPHALT 


New Birch-Las Olas parking lot on beach side of Intracoastal Waterway, 
Fort Lauderdale, Fla. It holds 670 cars. 


Tennito JI6® insures long life 


of new Gold Coast parking lot 


Jennite J-16 is the original . . . the world’s most widely used 
coating for blacktop pavements. It protects leading airfields, play- 
grounds, parkways and parking lots. 

Before the new $370,000 Fort Lauderdale parking lot was 
opened to motorists, its asphalt surface was coated with Jennite 
J-16 for protection of that investment. 

Jenniting, of either new or old asphalt, retards drying action 
of the sun. It stops oxidation, eliminates destructive damage of 
gasoline and oil . . . keeps the surface free of dangerous, loose 
particles, seals out water . . . doubles asphalt pavement life. 

In addition, the satin black Jennite surface is tough, easy to 
clean . . . long lasting, attractive. A-1835A 


—__ 


. ) 
Find us fost For complete information about 

in the Jennite J-16, write for Bulletin 
Yellow Pages M-2992. Also, see our catalog in 


“ Sweets. 


* Hugh Stubbins’ speech printed in: Journal 


of Architectural Education, Vol. XIII, No. 2, 


: - en 1958; A.I.A. Journal—-September 
MAINTENANCE INC. woosrTER=oH 1: oe 


** John E. Burchard, “Some Keys to Pan- 
dora’s Jar”: Journal of Architectural Edu- 
cation, Vol. XIV, No. 2, Autumn 1959; 
A.I.A. Journal, February and March 1960. 


Distributors and stocks in principal cities 
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FREE-—detailed color programs 


custom-fitted to ge plans 


ns 


Specially prepared Co.Lor Dyvnamics® 
programs favorably impress clients, 
Save you valuable time. No obligation. 


Futaburgh 


e Your plans will be still more impressive to 


clients when you include a CoLor DyNAmIcs . OTT : 
program. Prepared by Pittsburgh’s staff of q OS 


color experts, each is a complete “‘package”’— 
even to inclusion of samples, recommendations 
as to coating types and proper preparation of 
special surfaces. 


e By the scientific use of the energy in colors, 

CoLor DyNamIcs relieves eyestrain, reduces 

nervous tension and physical fatigue and in- 

creases efficiency. That is why many leading 

architects specify Pittsburgh’s system of ie ad tether tatters beso nant 
Cotor Dynamics for use in industrial plants, paar 8 
schools, hospitals, hotels, office buildings. 


e For free programs to supplement your plans, 

mail coupon or phone your nearest Pittsburgh MAIL COUPON for free CoLor 
Plate Glass Company branch and have a DyNamics program to fit your plans 
representative call at your convenience. 


Watch the Garry Moore Show —CBS-TV— Tuesday Evenings 
Pittsburgh Plate Glass Company 


Paint Division, Dept. AR-40, Pittsburgh 22, Pa. 


Please have your representative provide me with further informa- 


. ® tion about Pittsburgh's free COLOR DYNAMICS service for 
i U R Al architects. 


PAINTS ¢ GLASS « CHEMICALS « BRUSHES « PLASTICS « FIBER GLASS Please send me free copy of your booklet on COLOR DYNAMICS 
PITTSBURGH PLATE GLASS COMPANY for industry, hospitals, schools, 


IN CANADA: CANADIAN PITTSBURGH INDUSTRIES LIMITED commercial buildings. 
NAME 
ADDRESS 


ZONE STATE 
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Here’s a new high in “eye appeal” for your home 
with Flintkote’s new Spring flooring fashions! 


Flintkote’s Spring collection of new flooring styles sparks ideas by famous 


Interior Designers that fashion-minded home buyers will want to see! 


ARCHITECTURAL RECORD April 1960 








Everyone gets ideas in the Springtime. But Tom Lee, Geraldine Nicosia, Burton 
Tysinger and Emily Malino—famous Interior Designers—have the brightest of all: 
fresh home floor designs for Spring created with Flintkote’s new flooring styles. 


Flintkote’s Spring collection is as new as the first robin—full of bright, smartly 
different patterns and colors that will send a shimmer of excitement throughout your 
homes. And when high-fashion flooring ideas like these catch homebuyers’ eyes, you’ll 
soon be catching new sales. 


But beauty only starts the Flintkote story. Flintkote Floor Tile is unmatched for quality 
and for easy care. There’s a Flintkote Flooring for every building need. And, behind the 
Flintkote Flooring line is a powerful, four-color consumer advertising campaign to pre- 
sell buyers before they visit your homes—pre-selling that can go a long way to help 
you sell more homes, faster. The Flintkote Company, Flooring Div., 0 Rockefeller Plaza, New York 20, N.Y. 


FLINTKOTE 


TILE-TEX PRODUCTS 
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and law pointed up architectural ed- 
ucation’s deficiencies. 

What has been said might lead one 
to believe that this seminar was 
primarily a debate over the issue of 
the scope and aims of an architec- 
tural educational program of study. 
This would be an erroneous impres- 
sion. 

It was at Nantucket that a system 
of small group discussions was in- 
stituted and at Grindstone Lake the 
groups were made up of those with 


AGRONOMY SCHOOL 
University of Nebraska 
Lincoln, Nebraska 


Architect: 


STEELE, SANDHAM & STEELE 


8 ELLISON BALANCED DOORS 


in the entrances to this modern building 


similar interests. Each group was 
asked to report back to the plenary 
session on a number of problems be- 
ing tackled by everyone simultane- 
ously but separately by different 
groups on such matters as: Creativ- 
ity and the Role of the Artist in the 
School; Basic Design in the Cur- 
riculum; The Teaching of Planning 
and Civic Design for Architects; The 
Teaching of Structures; Architec- 
tural Research; Theory and the 
Place of History in the Curriculum. 


es BRONZE CO., INC. 


Jamestown, New York 


representatives in 72 principal cities in U.S., Canada and Puerto Rico 


ea aa mye. 
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Needed Now: Support 


It has taken a great deal of en- 
couragement, support, and hard 
work on the part of many people to 
inaugurate and to keep the project 
going. During the first two years, in 
order to give us a start, money came 
from two foundations, Ford and 
Graham, plus a grant for scholar- 
ships from the A.I.A. Last year help 
was given by A.I.A. groups, and 
many architects and architectural 
firms throughout the country re- 
sponded to an emergency call for 
help in meeting operational costs. 

Our efforts this year are concen- 
trated on gaining the support of 
A.I.A. chapters, state associations 
and other architectural groups. The 
hope is that sufficient funds will be 
granted to provide for one-half ex- 
pense scholarships to enable at least 
one man from each of the partici- 
pating schools to attend the Saga- 
more Seminar in June. The A.I.A. 
has already given us $4000. The Tex- 
as Architectural Foundation has ap- 
propriated five $400 full scholarships 
for each of the five Texas schools. 
The National Institute of Architec- 
tural Education in New York gives 
$330 for a scholarship for a prospec- 
tive teacher. Several A.I.A. chapters 
have granted from $100 to $350 also 
for scholarships. It is this kind of 
support which gives those of us who 
are giving our services to this proj- 
ect encouragement to carry on. We 
are hoping for the same kind of gen- 
erosity from other chapters and ar- 
chitectural organizations. 

This will be the fifth year that 
teachers of architecture will come to- 
gether to give serious thought to 
their profession. 

The backward glance, the inward 
look, the forward view, peering into 
the future—how difficult, how futile, 
some will say. But, how necessary, 
if we are to hold our own in competi- 
tion for survival. Who else should 
be better qualified to see ahead clear- 
ly the role we must play in creating 
a better world in which to live and 
work than those who believe in their 
potential as leaders, not followers: 
the teacher—who should be and 
sometimes is artist, architect, phil- 
osopher—whose life work constantly 
calls forth the employment of anal- 
ysis, imagination and judgment; 
qualities most needed for advance- 
ment of the profession through edu- 
cation. 





You Can Profit from:these Beautiful 


Low-Ceiling Speaker Baffles..... 


HEARD EVERYWHERE 
ty Lowell 


@ CONTROLLED 360° SOUND COVERAGE @ RUGGED, LIGHTWEIGHT 
ALUMINUM CONSTRUCTION @ ATTRACTIVELY DESIGNED @ AVAILABLE IN NATURAL 
FINISH ALUMINUM OR A VARIETY OF COLORED LACQUERS 


Lowell AL Series Baffles are especially designed for low-ceiling areas such as res- 
taurants, night clubs, offices, railroad cars, wired music installations or any area 
where concealment of speakers is necessary. Construction is such that metallic 
resonance is prevented. The speaker housing has a depth of 4%" and has a 
\%” flange for mounting to the ceiling with just 4 toggle bolts. Your 
customers deserve the best; sell them Lowell! 


THREE DISTINCTIVE STYLES ACCOMMODATE 6” TO 15” SPEAKERS 
WRITE TODAY FOR COMPLETE, ILLUSTRATED CATALOG 


AT er ea 


LOWELL MANUFACTURING COMPANY 
3030 Laclede Station Road 
St. Louis 17, Missouri 
In Canapa: Atlas Radio Corp., Ltd. 
or write for copy 50 Wingold Ave., Toronto 10, Ontario 
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Pittsburgh Fab-Form, available in lengths up to 28 feet, 3 inches with °%-inch 
corrugation, is handled easily on steel joists by one man at St. Regis Church and 
School in Trafford, Pa. Contractor H. Justin Brown & Son, Mt. Lebanon, Pa., 
reported it took four men just one day to lay 10,800 square feet of Fab-Form. 


Fab-Form was sold and engineered by W. N. 


Dambach, Inc., Pittsburgh, Pa. 


Architect: Ermes Brunettini, A.I.A., Verona, Pa. 


New Fab-Form by Pittsburgh Steel 
Cuts Floor and Roof Slab Costs, 
Gives Greater Length and Width 


Fab-Form, a brand new addi- 
tion to Pittsburgh Steel Prod- 
ucts’ line of quality construction 
products, builds in savings of 
materials and erection time for 
concrete floor and roof slabs. 
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New Fab-Form—longest and wid- 
est corrugated, permanent steel form 
for slabs poured over joists—reduces 
the number of end and side laps 
through its 32-inch cover width and 
extra length. 


In addition, Fab-Form has an 
exclusive new welding method 
that is literally a snap. 

Fab-Form is fabricated: 

e In standard lengths, plus other 
lengths up to 28 feet, 3 inches— 
twice as long as most others. 

e In a cover width of 32 inches. 

e With deepest corrugation — a 
full *-inch — of any standard steel 
centering. 

e Plain or Bonderized with an ex- 
clusive baked-on duPont red oxide 
primer that provides weather pro- 
tection and serves as an excellent 
primer base for further painting of 
exposed underside. Fab-Form’s spe- 
cial protective finish prevents water 
stain or ‘‘white rust.” 

Fab-Form’s uniform strength 
comes from high-tensile (90,000 to 
100,000 psi), 27 gage, cold rolled 
steel sheet. 


e Ideal for School—One of the 
first construction jobs in which Fab- 
Form was used was the new St. 
Regis Church and School in Traf- 
ford, Pa. Architect for the job was 
Ermes Brunettini, AIA, Verona, Pa. 
More than 33,000 square feet of 
Fab-Form supports three-inch con- 
crete floor and roof slabs set on 
steel joists. 


Thomas A. Laboon, job super- 
intendent for H. Justin Brown & 
Son, general contractors from 
Mt. Lebanon, Pa., said that the 
deeper corrugations in Fab- 
Form helped make a stronger 
slab. Pittsburgh Steel’s six-inch 
square mesh made of No. 6 gage 
wire was used for reinforcing. 

Fab-Form’s speed of installation 
also impressed Mr. Laboon. He said 
that it took four men just one day 
to lay 10,800 square feet of Fab- 
Form on roof joists. After sections 
were laid, welders using the unique 
Fab-Form Welding Washer Stick 
made plug welds to every other joist. 


e Easy as A, B, C—Welders found 
using the exclusive Fab-Form Weld- 
ing Washer Stick unusually simple. 
Pittsburgh Steel developed the 
unique stick so that each welder 
bent up the end washer on the stick, 
made his plug weld and snapped off 
the washer—in just seconds. This 
eliminates fumbling in heavy gloves 
for individual washers. Next, mesh 
was installed and the slab was poured. 


‘“‘Everything came out exactly 
right with no scrapped mate- 
rial,’ said Mr. Laboon in com- 
menting on the economy of 
Fab-Form. ‘‘The side and end- 
lapping worked out exactly 
right. 

“On top of that,”’ he added, “‘you 
know that when Fab-Form is down 
you have a material that will take 
a beating from men tramping on it, 
buggies and even rough weather. 

‘Later, after the slab is poured, 





Deepest corrugation, %-inch, of all standard steel centering is avail- 
able with Fab-Form. Job Superintendent Thomas A. Laboon, left, shown 
with Pittsburgh Steel Products Salesman C. W. Bainbridge Jr., said 
deep corrugation helped make a stronger slab. 


you are confident that the same ma- 
terial will go a long way in helping 
provide sound construction.” 

Join the growing list of satisfied 
Fab-Form users. Your first appli- 
cation will convince you of Fab- 
Form’s advantages... from Pitts- 
burgh Steel Products Division, a 
leader in the construction products 
field for more than 30 years. 

Write today for literature or, bet- 
ter yet, contact the nearest Pitts- 
burgh Steel Products sales office 
listed here. 


‘ 


Exclusive Fab-Form Welding 
Washer Stick reduces installation time. 
After the end washer on the stick is 
bent up, the welder makes a plug weld 
and snaps off the washer. Then mesh is 
installed and slab is poured. 


Me, 7 ft , a e P a ee 
Rugged Fab-Form, longest and widest corrugated 
steel centering for concrete floor and roof slabs on the 
market, easily supports a three-inch roof slab. Fab- 
Form saves material and erection time. 


Pouring is no problem with Fab-Form. Here a buggy has rolled over Fab-Form 
without damaging the material. Six-inch square mesh made of No. 6 gage wire 
is from Pittsburgh Steel, too. 


Pittsburgh Steel Products 


a division of Pittsburgh Steel Company 
Pittsburgh 30, Pa. 


Grant Building «+ 


DISTRICT SALES OFFICES 
Atlanta Cleveland Detroit 


Dayton Houston 


Los Angeles Pittsburgh 
New York Tulsa 


Chicago Philadelphia Warren, Ohio 
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continued from page 56 


The fastest growing branch of the 
aviation the 
and commercial fleet, he continued. 
found that 
portation means savings and as a 


industry is business 


Susiness has air trans- 
result, any industry seeking a new 
site is keenly sensitive to the avail- 
ability or absence of aviation facili- 
ties. He is that 
planning must take into account the 


convinced county 


need for a local airport if it is to 


provide realistically for the future. 
The administrator proffered this 


Troy plans 


See ee eeeeeeeeeeee 


Troy’s Laundry P 


advice: zone airport sites carefully, 
protect the airport’s environs, and 
provide room for expansion. 


Engineer Fees on U.S. Projects 
Found Lower than Reputed 


Average fees charged by private en- 
gineering on govern- 
ment projects are considerably low- 
er than figures that have been wide- 
ly publicized in the past, according 


consultants 


laundries 


lanning Service 


provides custom-designed institutional 


laundries to meet ve 


yur budget and 


operational requirements 


MCDONOUGH HOSPITAL 


TROY-PLANNEO AUNDRY FOR ARCHIT 


MACOMB. ILL 
EcT ANKTON-ZIEGELE-TERRY 


AND ASSOCIATES, PEORIA 


Complete floor plans and specifications are prepared to 


your instructions 


This is a FREE service to 
world’s oldest and most experier 


laundry equipment 


architects from Troy, the 


1ced manufacturer of power 


: TROY LAUNDRY MACHINERY 
: Division of American Machine and Metals, Inc. 
: Dept. AR-460, EAST MOLINE, ILLINOIS 


Send new TROY LAUNDRY EQUIPMENT SPECIFICA- 


TIONS BOOK 











374 ARCHITECTURAL RECORD April 1960 


to results of a survey conducted by 
a special task force on government 
contract relations of the National 
Society of Professional Engineers. 

Surveying projects costing more 
than $4.3 million in overall construc- 
tion expenditures, the task force 
found that the average fee for de- 
sign was 2.95 per cent. Individual 
fees ranged from .5 to 14.7 per cent. 
Engineering inspection services on 
projects totaling more than $495 
million averaged 2.19 per cent, the 
N.S.P.E. unit said, and individual 
fees varied from .5 to 7.5 per cent of 
the cost. 

The conclusions were drawn from 
information furnished by 118 firms 
on 1464 engineering service con- 
with 17 different Federal 
agencies and bureaus. 

N.S.P.E., through its functional 
section for consulting engineers in 
private practice, noted that a Hoo- 
ver Commission task force report in 
1955 found engineering service costs 
supplied by Federal agencies rang- 
ing from 5.23 to 17.8 per cent. The 
lower percentages applied to agen- 
cies making greatest use of private 
consulting engineers, the highest to 
agencies making very little, if any, 
use of them, it was said. 

The N.S.P.E. task force drew five 
conclusions: 

1. The average fees of private 
consultants are considerably lower 
than the figures widely publicized. 

2. A common erroneous assump- 
tion is that the consulting engineer 
always receives a maximum fee based 
on a percentage of construction costs. 

3. It is impractical to generalize 
on engineering fees as a function of 
construction cost for a specific proj- 
ect. Lump sum fees are generally 
more equitable to the government 
and to the engineer. 

4. By using private consulting en- 
gineers, the public pays for the serv- 
ices only when needed. 

5. Privately consulting engineers, 
motivated by a profit desire, con- 
stantly strive to minimize overhead 
and can adjust more quickly to 
changes in conditions. 

The report stated that variations 
in the ratio of engineering fees to 
construction costs are attributable 
to many factors. It named these: 
repetitiveness in design, complexity 
of the work, individual elements in 
the design, changes in scope or 
method after analysis, remoteness 

continued on page 378 
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on Duprin, PULL 


@ Von Duprin pull bars are a// extruded aluminum or bronze. 
Here is a fully versatile line: reversible . . . no resizing necessary 
... modern or matching designs, each with studs to anchor A? or 88 
Von Duprin rim devices ... plain or engraved grips are curved 
to fit the hand—safely. Matching push plates and pulls available 
for vestibule doors. Complete details are yours for the asking; write 


for Bulletin 576. 


illustrated above: all extruded aluminum 
modern design with extended and engraved 
grips. Catalog number E282-ENG. on active 
door; E282DT-ENG. on inactive door. 


| 


VONNEGUT HARDWARE CO. + VON DUPRIN DIVISION + INDIANAPOLIS, INDIANA 
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In hospitals 


from coast to coast.. 


Carrier Absorption Refrigeration 


lowers the cost of air conditioning 


One of the most important considerations in 
modern hospital air conditioning is the selection 
of dependable, economical refrigeration equip- 
ment. Since 1945, when Carrier Automatic 
Absorption Refrigeration was first introduced, 
it has found wide acceptance in hospital applica- 
tions. The list at the right represents a cross sec- 
tion of institutions enjoying the cost-cutting 
advantages of this reliable equipment. Because 
it is a heat-operated refrigerating machine, using 


steam to chill water, the installed boiler capacity 


BETTER AIR CONDITIONING FOR EVERYBODY 


ARCHITECTURAL RECORD April 1960 


normally used for winter heating can also be 
used for summer cooling—in addition to supply- 
ing the steam required for sterilizers, laundry 
and other hospital needs all year around. 

If your hospital client is considering air con- 
ditioning for new construction or modernization, 
a Carrier representative will be glad to work with 
you or your staff. You may find his experience 
in this field helpful. No obligation, of course. 
Call the Carrier office near you. Or write 


Carrier Corporation, Syracuse 1, New York. 


EVERYWHERE 





These hospitals use Carrier Absorption Refrigeration 


St. MARGARET’S HOSPITAL Montgomery, Alabama 


St. JOSEPH’S HOSPITAL Phoenix, Arizona 
CLARK COUNTY MEMORIAL HosPITAL, Arkadelphia, Arkansas 
HELENA HOSPITAL Helena, Arkansas 


HUNTINGTON HOSPITAL Pasadena, California 
AIR FORCE ACADEMY HOsPITAL Colorado Springs, Colorado 
PENROSE HOSPITAL 

St. MARY CORWIN HOSPITAL 


Colorado Springs, Colorado 
Pueblo, Colorado 


St. VINCENT’S HOSPITAL Jacksonville, Florida 
LAKELAND GENERAL HOSPITAL Lakeland, Florida 
NORTHEAST FLORIDA STATE HosPITAL MacClenny, Florida 
JACKSON MEMORIAL HOSPITAL Miami, Florida 
St. JOSEPH’S INFIRMARY 
EMORY UNIVERSITY 
THE HENRIETTA EGLESTON 
HOSPITAL FOR CHILDREN 


Atlanta, Georgia 
Emory University, Georgia 


Emory University, Georgia 


ARGONNE CANCER RESEARCH HOSPITAL Chicago, Illinois 
ILLINOIS MASONIC HOSPITAL Chicago, Illinois 
MOwNT SINAI HOSPITAL Chicago, Illinois 
RESURRECTION HOSPITAL Chicago, Illinois 
LITTLE COMPANY OF MARY HOSPITAL, Evergreen Park, Illinois 
GREAT LAKES NAVAL HOSPITAL 
OuR SAVIOR HOSPITAL 

WEST SUBURBAN HOSPITAL 
PROCTOR COMMUNITY HOSPITAL 
MEMORIAL HOSPITAL 


Great Lakes, Illinois 
Jacksonville, Illinois 
Oak Park, Illinois 
Peoria, Illinois 
Springfield, Illinois 


St. CATHERINE HOSPITAL 

PROTESTANT DEACONESS HOSPITAL 

COMMUNITY HOSPITAL 

ASSOCIATED PHYSICIANS & 
SURGEONS CLINIC 


East Chicago, Indiana 
Evansville, Indiana 
Indianapolis, Indiana 


Terre Haute, Indiana 


SCHOITZ MEMORIAL HOSPITAL Waterloo, Iowa 


GRACE HOSPITAL Hutchinson, Kansas 


St. ELIZABETH’S HOSPITAL Covington, Kentucky 
NATCHITOCHES PARISH HOSPITAL 
DAUTERINE HOSPITAL, INC. 
MERcY HOSPITAL 


Natchitoches, Louisiana 

New Iberia, Louisiana 
New Orleans, Louisiana 
NEW ENGLAND BAPTIST HOSPITAL Boston, Massachusetts 
DETROIT OSTEOPATHIC HOSPITAL Detroit, Michigan 
EVANGELICAL DEACONESS HOSPITAL Detroit, Michigan 
SINAI HOSPITAL OF DETROIT Detroit, Michigan 
WoMAN’S HOSPITAL Detroit, Michigan 
St. Mary’s HosPITAL Saginaw, Michigan 


St. Mary’s HospPITAL Rochester, Minnesota 


GENERAL HOSPITAL Greenville, Mississippi 
JEFFERSON DAVIS MEMORIAL HospPITAL, Natchez, Mississippi 


MEMORIAL COMMUNITY HOSPITAL Jefferson, Missouri 
FREEMAN HOSPITAL Joplin, Missouri 
St. LUKES HOSPITAL 

TRINITY LUTHERAN HOSPITAL 


Kansas City, Missouri 
Kansas City, Missouri 


HASTINGS STATE HOSPITAL 
St. CATHERINE’S HOSPITAL 


Ingleside, Nebraska 

Omaha, Nebraska 
EXETER HOSPITAL Exeter, New Hampshire 
MONMOUTH MEDICAL CENTER Long Branch, New Jersey 
MIDDLESEX GENERAL HOsPITAL, New Brunswick, New Jersey 


THE SOMERSET HOSPITAL Summerville, New Jersey 
THE MERCER HOSPITAL Trenton, New Jersey 


JEWISH CHRONIC DISEASE HOSPITAL Brooklyn, New York 
METHODIST HOSPITAL OF BROOKLYN Brooklyn, New York 
NASSAU HOSPITAL Mineola, New York 
GRACIE SQUARE HOSPITAL New York, New York 
NEW YORK FOUNDLING HOSPITAL New York, New York 
St. BARNABAS HOSPITAL New York, New York 
St. LUKE’s HOSPITAL New York, New York 


THE Moses H. CONE MEMORIAL 
HOSPITAL 

NORTH CAROLINA BAPTIST 
HOSPITAL 


Greensboro, North Carolina 
Winston-Salem, North Carolina 


BETHESDA HOSPITAL 

CHRIST HOSPITAL 

Goop SAMARITAN HOSPITAL 
LUTHERAN HOSPITAL 

THE CHILDREN’S HOSPITAL 
RIVERSIDE METHODIST HOSPITAL 


Cincinnati, Ohio 
Cincinnati, Ohio 
Cincinnati, Ohio 
Cleveland, Ohio 
Columbus, Ohio 
Columbus, Ohio 


GRADY MEMORIAL HOSPITAL 
BAPTIST MEMORIAL HOSPITAL 
Mercy HOsPITAL 

HILLCREST HOSPITAL 

St. FRANCIS HOSPITAL 


Chickasha, Oklahoma 
Oklahoma City, Oklahoma 
Oklahoma City, Oklahoma 

Tulsa, Oklahoma 
Tulsa, Oklahoma 


St. LUKE’sS HOSPITAL 
LANCASTER GENERAL HOSPITAL 
St. JOSEPH’S HOSPITAL 
CHESTNUT HILL HOSPITAL 
MISERICORDIA HOSPITAL 
COLUMBIA HOSPITAL 


Bethlehem, Pennsylvania 
Lancaster, Pennsylvania 
Lancaster, Pennsylvania 
Philadelphia, Pennsylvania 
Philadelphia, Pennsylvania 
Pittsburgh, Pennsylvania 


SouTH CAROLINA STATE HOSPITAL, Columbia, South Carolina 
SELF MEMORIAL HOSPITAL Greenwood, South Carolina 
DYER COUNTY HOSPITAL 
St. Mary’s HOSPITAL 


Dyersburg, Tennessee 
Humboldt, Tennessee 


THE GASTON HOSPITAL 

FLOW MEMORIAL HOSPITAL 

ALL SAINTS EPISCOPAL HOSPITAL 
COLLIN MEMORIAL HOSPITAL 


Dallas, Texas 
Denton, Texas 
Fort Worth, Texas 
McKinney, Texas 


CABELL HUNTINGTON HosPITAL Huntington, West Virginia 
OHIO VALLEY GENERAL HOSPITAL Wheeling, West Virginia 


St. VINCENT HOSPITAL Green Bay, Wisconsin 
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Reliance Engineering and Manufacturing Corp 
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Washington Topics 


of project, and unusual and difficult 
site conditions. 

Four recommendations were 
made: 

1. Economy and public interest 
should determine whether engineer- 
ing service should be furnished by 
private consultants or engineering 
personnel in government agencies. 

2. Governmental agencies should 
be responsible for preliminary study, 
pre-planning, and budgeting, and es- 
sential supervisory management and 
control, with private consulting en- 
gineers handling design and other 
engineering services to the extent 
consistent with the best interests of 
the public. 

3. Congress should avoid general 
limitations on engineering service 
fees. 

4. Congress should extend and up- 
date the 1955 task force study to in- 
dicate the current costs of engineer- 
ing services performed by govern- 
mental agencies. 


Ford-Backed Project Seeks 
Cost Data on Geodesic Dome 


The Ford Foundation has expressed 
a willingness to spend money to 
prove or disprove the feasibility of 
geodesic dome construction applied 
to school gymnasiums. 

It has approved an $8500 grant 
under which the Washington, D. C., 
architectural firm of McLeod and 
Ferrara is preparing preliminary 
plans for a high school in nearby 
Montgomery County. If the studies 
prove the feasibility of application 
of the Fuller construction principle 
to the gymnasium in this instance, a 
subsequent grant would cover the 
cost of final plan preparation, it was 
understood. 

John McLeod, formerly chairman 
of (and presently a member of) the 
American Institute of Architects’ 
Committee on School Buildings and 
Educational Facilities, said the 
study would bring out new data on 
relative costs of the geodesic struc- 
ture as compared to more conven- 
tional construction. The Montgom- 
ery County, Md., school board has 
been seeking an alternative to more 
usual gymnasium construction with 

continued on page 382 
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LABORATORY 
FURNITURE 


Across The Nation... 
Modern Laboratories Are 
REMCO Equipped Throughout 


YW. Insist on Remco de 
sign and craftsman 
ship that perforn 

Miracles In Metals 
The proven advar 
tages of modern stes 
laboratory furnitur 
are at their best 
Remco long-last 
ing durability, tro 
ble-free maintenance 
nt fit, maximum resistance to 
ind chemicals and a wide choice 
harmonious colors. Regardless of weather 
rd usage, Remco's ‘Miracle in Metals 
outlast all other types of furniture 
rovugn im iginative engineering and com 
pletely flexible facilities, Remco builds tc 


exceed standard specifications. And 


for 
component designs permit endless floor 


storage unit arrangements 


t | i Insist on the finest 
— r me steel laboratory 
; equipment. . insist 
on Remco. The cost is 
no more (often less) 
than for comparable 
equipment of other 
materials and inferior 
construction 
Get the facts before 


you specify, 


MAIL THIS COUPON TODAY! 
eliance Engineering and Manufacturing Corp. 
New Laredo Highway, San Antonio, Texas 


Please send me Remco catalog for: 


= 
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decorate 
the palace that 
replaced ‘‘the barn” 


The people of New Orleans opened a new era at 
Moisant International Airport when they re- 
placed out-grown terminal buildings with this 
handsome new structure. The strikingly modern 
architecture faithfully reflects the new spirit of 
the city and the carefully chosen colors convey 
the gracious welcome for which New Orleans is 
famous. We are proud that hundreds of gallons 
of Devoe paints were used to decorate and pro- 
tect this beautiful building. 


Devoe architect representatives will be glad to 
assist you in the specification of the proper 
paints and painting procedures and will provide 
you with color schedules you may submit to 
your clients. Whether you are designing com- 
mercial, residential or institutional buildings, 
our recommendations, you will find, are appro- 
priate to the function of the structure. Just write 
to Devoe Color Consultant Service, Devoe & 
Raynolds Company, Inc., Louisville, Kentucky. 


FREE a paint reference guide for 


every surface job! Plus special color 
guides for practically every type of 
building. Write today for your copy 


206 years of paint leadership 


DEVOE 


DEVOE & RAYNOLDS COMPANY, INC. 


A subsidiary of Merritt-Chapman & Scott Moisant International Airport, Kenner, La. Architects 
Goldstein, Parham & Labouisse and Herbert A. Benson 
. . e 
Atlanta @ Boston © Chicago ¢ Cincinnati ¢ Dallas Denver George J. Riehl, New Orleans, La. Painting Contractor 


Los Angeles ¢ Loulsville ¢ New York @ Philadelphia Bailey, Lewis and Williams, Atlanta, Ga 
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electronic 
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More 
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. to operate 
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Everywhere you turn, reliable electric and electronic com- 
ponents and systems work for you. You hardly think about 
them — your radio, an elevator, your dictating machine, the 
generator cutoff in your automobile. 


Barber-Colman Electrionic control for heating, ventilating, 
and air conditioning provides even more dependable service 
than the items listed above. It combines electric and elec- 
tronic components to give you fast, accurate sensing and 
adjustment of temperatures and air flow. You don’t have 
to convert electrical energy into mechanical energy in an 
Electrionic control system — it makes direct use of the elec- 
trical power that’s available in every building. 


Simpler than a radio, it’s easy to service. More reliable than 
an elevator, it seldom needs attention. It is instantaneously 
responsive and extremely accurate. For large or small in- 
stallations, Electrionic control often costs less in the first 
place, and always costs less in the long run. 


You, dof’f=have to be an electric or electronic engineer to 
understand Blectrionic control. You will feel right at home 
with itafter you’ve read Barber-Colman’s new Electrionic 
Handbookywhich graphically explains the principles in a 


every readable Way. You’re welcome to a copy. Just call 


otir local Barber-Colman automatic controls office or write: 


BARBER-GOLMAN COMPANY 


Dept. D, 1304 Rock Street, Rockford, Iilincis 
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Washington Topics 


SHLAGRO 
TAPERED 
GIRDERS 


its rising costs and inadequate seat- 
ing space, it said. 
Comparative bids on alternate 
plans will be taken to prove the costs 
as precisely as possible, Mr. McLeod 


said. 


Boom in Chemical Facilities 
Suggested by Survey 


The country will see the completion 
of $1657 million worth of new chem- 
ical production and research facil- 
ities, now either under construction 
or planned, by 1962, the Manufac- 
turing Chemists’ Association an- 
nounced. 

The figure includes $1172 million 
for construction already started, 
and $485.5 million for projects sched- 
uled for early ground-breaking and 
completion by the end of 1961. The 
data were collected in M.C.A.’s an- 
nual construction survey. 


@ SPANS FROM 
24'0” to 130'0” 


@ FAST DELIVERY — 
MADE FROM 
PLATES IN STOCK 

Projects completed in 1959 were 
$1344 million, 
bringing construction cost of such 
facilities in the three-year period 

1959-1961 to an estimated $3002 mil- 

lion. This involves 820 projects by 

318 companies in 458 communities of 

12 states. M.C.A. found of special 

interest the fact that record highs 

were established this year in the 
survey categories of planned con- 
struction, total projects, companies 
participating and communities in- 
volved. This would seem to indicate, 


estimated to cost 


For Roofs For Floors 


“Adjustable (A 
WALLMOUNT 


HAT AND COAT RACKS 


— Mount directly on any wall— 
: | shelves adjustable for height 
on permanently fixed columns 
‘ to accommodate any age 
| group. 3’2” and 4’2” long 


@ Maximum strength — minimum materials. 


@ For fast delivery — welded plate 
construction, plates always in stock. 


Write today for Catalog No. 825 


Ya: a mul 


f SQUARE 


SHLAGRO 


1 am interested in the Shiagro Tapered 
Girder and other Shiagro products 
checked below. 


#825 — SHLAGRO TAPERED GIRDER a 

#100 — STOCK STEEL ROOF TRUSSES 

#150 — STOCK STEEL s 
LONGSPAN JOISTS 

#200 — SQUARE STEEL COLUMNS ‘ & 


PIONEERS 


with coat hangers 


units fit in anywhere or in- 
terlock to make continuous 
racks of any lengh or de- 
sired capacity. Double rails 


the association said, a resurgence of 
below double hat shelves 
take coat hooks or coat 


construction activity from the down- 

. ps P hangers. Hold wraps spaced 
swing of the 1958 recession and a apart in orderly, healthful 
continuing tendency away from Saaee aa ee — 
plant-site concentration. The survey 
covered the chemical industry itself 
and tke construction of chemical- 
producing facilities by firms iden- 
tified with other industries such as 


ww 


#225 — KARRI-MORE SQUARE COLUMN 

#250 — SHLAGRO SHEAR HEADS 

#300 — STOCK STEEL TURNTABLES 

} #350 — SCAFFOLDING 

#375 — SHLAGRO NO-DIAGONAL 
LONGSPAN JOISTS 

#400 — EGG-SHELL STEEL PLATE ROOFS 

#450 — SHLAGRO DOME STRUCTURES 

#500 — STOCK STEEL RIGID FRAMES 

#550 — STOCK STEEL VERTICAL ® 
MEMBER TRUSSES 


Fireproof, vermin-proof, 
strong beyond need. 
Lifetime construction— 
welded heavy gauge 
steel, baked enamel 
finish. 


I) 


OO 


O00 


00000 


name 
title 


#600 — STEEL VERTICAL LIFT DOORS 
#650 — NO SHELL PRE-CAST 


FIREPROOF REINFORCED 
CONCRETE COLUMNS 


#700 — STEEL FLOORSPAN GIRDERS 
#735 — SHLAGRO TRIANGULAR GIRDER 
#750 — STEEL WELDED PIPE TRUSSES 
#775 — KARRI-MORE BEAM AND GIRDER 
#800 — STOCK STEEL MOMENT 


CONTOUR BEAM AND GIRDER 


#850 — PREFAB BUILDINGS — 
FLAT ROOF 
() #875 — PREFAB BUILDINGS — 


PITCH ROOF 


Please attach to your professional let- 


4 terhead and mail to: 
S 


HLAGRO STEEL PRODUCTS CORP. 


SOMERVILLE, MASS. 


oil, paper, and rubber. 

A total of 290 projects being car- 
ried out by 149 concerns in 198 com- 
munities in 39 states accounts for 
the $1172 million in construction 
underway, it was said. At this time 
last year the M.C.A. reported 216 
projects costing $1050 million as 
underway in 142 communities of 33 
states by 98 companies. The planned 
construction, to be completed before 
1962, includes 151 projects in 126 
communities of 34 states at a cost 


otuer Schooline units 


Walimount ‘™) Overshoe Racks 
mount on wall at base board. 
Keep overshoes paired, and 
off the floor. Come in match- 
ing units of Wallmount hat 
and coat racks. Have same 
interlocking and construc- 
tion finish. 


Multiple purpose 4 ft. wide 
wardrobe racks backed 
with chalkboard (The 
Chalkrobe®) or corkboard 
(The Corkrobe®). Come on 
glidesor casters for extreme 
flexibility and efficiency in 
use of space. Also avail- 

‘ abie with closed base for 
use as movable room di- 
viders. 


Write for Schooline Catalog SL-52 


VOGEL-PETERSON CO. 


bem awe wm eee continued on page 386 


Rt. 83 and Madison St. ¢ Elmhurst, II! 
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things 
look 


different 
at Lockheed... 


Under HONEYLITE* 
Luminous Ceilings 


Honeylite luminous ceilings played an important part in the 
striking modernization of Lockheed’s Administration Offices at 
the Marietta, Georgia, plant. Made of durable Hexcel aluminum 
honeycomb, Honeylite delivers shadow-free, glare-free light into 
every corner of the working area below . . . at the same time 
enhances modern decor by concealing overhead pipes and duct- 
work. 


Honeylite installation and maintenance are simple and inexpen- 
sive; a wide range of cell sizes, cut-off angles and finishes offers 
design flexibility to meet every lighting requirement. Honey- 
lite’s open-cell construction permits further cost savings when 
sprinkler, heating and air-conditioning systems can be integrated 
above the luminous ceiling. 

In new construction or remodeling, versatile Honeylite can help 
you achieve any desired lighting effect. For complete information 
on Honeylite, today’s most advanced luminous ceiling system, 
write Department G-4. 


i ; 
= XC EL propvucts ine. 


. -” World leader in honeycomb 


Executive Offices: 2332 Fourth St., Berkeley, California 
Distribution throughout the United States and Canada *Trademark of Hexcel Products Inc, 
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Hines Curved Panels make a graceful clerestory in a residence in Madison, Wisconsin. Architect: Emil Korenic, A. |. A 


NEW LOW COST WAY TO 


Span a hundred feet or more with lightweight beams 
in almost any shape your imagination suggests. Or 
enclose an entire building in just a few hours with 
insulated panels that serve as subfloor, walls and 
roof. These are only a few of the construction feats 
possible with Hines Plywood Components. 

This modern way to build permits both esthetic 
effects and construction economies that can’t be 
achieved with conventional methods. Hines field 
engineers will be glad to give you free assistance in 
estimating and engineering for use of Hines Ply- 
wood Components. 

Hines manufactures these components under con- 
ditions rigidly supervised by inspectors of the Ply- 
wood Fabricator Service, Inc., sponsored by the 
Douglas Fir Plywood Association. (In addition, Hines 
maintains its own fully equipped quality control 
laboratory.) And Hines provides reliable delivery. 
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BOX BEAMS—Structural members made by combin- 
ing laminated lumber flanges and plywood provide 
high strength-to-weight ratio. Span up 120’. Can 
be manufactured in a variety of decorative shapes to 
precise specifications. Dimensionally stable. Basic 
efficiency of concept gives low in-place costs. 


STRESSED SKIN PANELS— Most versatile plywood 
component is made of plywood laminated to seasoned 
lumber framing with hollow core that can be filled 
with insulation during fabrication. Panels are rigid 
and suitable for use as subfloors, roof decks or walls. 


CURVED PANELS—The beauty of the arch combined 
with up-to-date efficiency. Hines Curved Panels are 
manufactured to exact radius, easily span up to 16’. 
Available filled with insulation. Strong, but light- 
weight and easy to assemble. 





GANG-NAIL* GUSSETS MAKE HINES TRUSSES EXTRA RIGID 
Hines Trusses are built with patented Gang-Nail metal 
gussets and superior grades of kiln-dried Douglas Fir 
and Western Hemlock for the highest quality. Use Hines 
Trusses to speed building, save labor costs, reduce lum- 
ber waste, and eliminate interior bearing walls. 


¥ * 


In building at Rochelle, Illinois, Hines Box Beams span 35’. Stressed Skin Panels form roof deck. Architect: Gene C. Jackson. 


GET DESIGN FREEDOM 


Send today for free technical data 


Just call or write the man from | | N ES 


Edward Hines Lumber Co. Sowmills at Hines, Westfir, Dee and Bates, 
Oregon. Other plants: Plywood, Westfir; Hardboard, Dee; Millwork, Baker and 


Hines, Oregon. Engineering and Development Division: Hood River, Oregor 


Edward Hines Lumber Company 
200 South Michigan Avenue, Chicago 4, Illinois 


Please send me full technical data on Hines Plywood 
Components and Gang-Nail Trusses. 
Name 


Address 


City : ‘ _Zone State__ 
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i\ TICULAR 
WAYS 
IN WHICH 
WE MAY 
LP 


Y0 


in hospital 
at 


C/S Sun Controls 


in extruded aluminum 

for the patient’s comfort, soft 
diffused light, vision without 
glare, and a pleasing climate 


C/S Solar Grilles 


in extruded aluminum 

with permutable patterns that 
provide infinite variations, in 
rhythm, light, color and texture 


C/S Brick Size Vents 
and Blocks 


in cast aluminum 

as air-intakes for unit air-condi- 
tioners and for the ventilation of 
anesthetic storage rooms—espe- 
cial neatness, ruggedness, effi- 
ciency and economy. 


C/S Door Louvers 


in extruded aluminum 

specifically designed for the mod 
ern hospital to be repeatedly re- 
movable and replaceable—quickly 
and easily—to facilitate cleaning 


and disinfection. 
write us 
CONSTRUCTION 


¢ West Grant Street, 
Escondido, California 
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of $485 million to 87 firms. Last year 
58 companies were planning to allo- 
cate $464 million for 88 projects in 
73 communities of 25 states. 

The continued upswing in an- 
nounced expenditures for the con- 
struction of new laboratories is es- 
pecially significant, M.C.A. said, for 
to a large degree they equate the 
prospects for continued growth with 
the results of successful research. 
The industry long has been the 
leader in privately-financed research 
and its total research budget last 
year topped $600 million. 

The three-year figure of $220.5 
million for laboratory construction 
in this year’s survey shows a sub- 
stantial rise over the $157.2 million 
last year, and the $107.2 million the 
year before. The industry has been 
marketing more than 400 new prod- 
ucts annually during the past sev- 
eral years. 


Two New Soil Study Projects 
Announced by BRAB 


The Building Research Advisory 
Board announced a new national 
study of soil fills for single and multi- 
story residential properties. This is 
another in a continuing series of re- 
search studies carried on by BRAB 
for the Federal Housing Administra- 
tion. It comes under a contract be- 
tween FHA and the National Acad- 
emy of Sciences—National Research 
Council. 

Two specific considerations in soil 
fills will be the objective of the 
Board’s study. The first deals with 
the design and construction of pro- 
posed non-hydraulic soil fills and the 
evaluation of underlying strata to 
support fills. The second phase will 
evaluate existing non-hydraulic and 
hydraulic soil fills, including the 
underlying soils supporting fills. 

Project director for BRAB is John 
Wilkes. 

Another 
study 


earth 
Suilding 
Institute was a project 
sponsorship of the Interna- 
Cooperation Administration 
carried out at the Texas Transpor- 
tation Institute. This is evaluating 
existing methods of earth construc- 
tion, such as adobe bricks, rammed 


development in 
announced by the 
Research 
under 
tional 


continued on page 390 
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“It’s wise to 
specify the 
Miracle ‘Thin-Net’ 
method of setting 
Clay Tile’? 


TO BE suRE of over-all performance, 
specify Miracle—the quality adhesive. 
Let’s take a look at the record. Miracle 
is tried and true over the years. Proof? 
Miracle tile installations can be found 
in subways, tunnels, hospitals, office 
buildings, schools and government proj- 
ects all over the world. Swimming pools 
in the Dominican Republic, hospitals in 
Switzerland, hotels in Canada, projects 
in the Arctic — all easily installed by 
the Miracle ‘Thin-Set’ Method. 

In addition, Miracle Adhesives Corpo- 
ration offers architects and contractors 
full cooperation in providing specifica- 
tions and details for all types of tile 
installations — showers, baths, sink 
tops, roof decks, promenades, facings, 
ceiling work. 


MIRACLE 
ADHESIVES 
CORPORATION 


250 Pettit Avenue, Bellmore, L. I., N. Y 





20 years of 
Auto-Banking 
experience... 
your service! 


at 


The first drive-in window specifically designed for 
motor-banking service was installed by Mosler in 
1940. Ever since, architects have drawn on Mosler’s 


Now, Mosler has put much of this 
valuable experience in a 16-page, 
carefully detailed brochure that’s 


new installations, points out pitfalls 
and lists a variety of design features 
that make for efficient, comfortable 


unparalleled experience in Auto-Banking to solve a 
great variety of knotty problems arising from the 
need for modern, practical, drive-in facilities. 


yours for the asking. It describes 
types of installations, related facili- 
ties, covers conversions as well as 


The Mosler Safe Company 
Dept. AR-460, 320 Fifth Ave., New York 1, N. Y. 
Send me information on“AUTO-BANKING PLANS MANUAL" 
YOUR NAME 

TITLE 

COMPANY 


ADDRESS. 


motor banking...all based on actual 
experience. Above are sample pages. 
Send for complete brochure, today. 

ARCHITECTURAL RECORD 


April 1960 387 





os 
—ow 
rrte 
4 
er 
4 


‘7 
“a a6 


: 
ya 


: 
Prre. 
4 


: 
48 


: 
4 


ek 
+39 
Sra 
‘Aner 
enone dee eee 
ia = aes eA 
He adaaedadea 


ideaded adda 


* 


> 
Hh 
~ 
ra psy 


.,s a 8 S&S = «= @ 
: 
re ane 
re 


fi 


4 
| 
“aH ea we eee 


* 
ores : 
. 


‘ 
da 
‘- 
c% 


, 


IN NATURAL OR COLORED METALS 


provide an ideal combination— 
high design potential... 
low-budget installation __........ 


charcoal-gray enamel are 
functionally and attractively 
used in this new motel at 
Plymouth, Mich., General 
Contractor: Don Primo Co. 





Even used with dissimilar 

building materials (as shown in this 
rear view of the Hines Park Motel) 
Mahon Curtain Walls integrate easily 
for modern design expression. 


The design flexibility of Mahon Metal Curtain Walls 
gives you a practical answer to many architectural 
and construction problems. Walls for the long runs 
of a giant industrial plant... for the touch of 
individuality in small commercial buildings or for 
the vast sweep of modern, multi-story buildings 


MAHON 
BUILDING PRODUCTS 


® Aluminum or Steel Curtain Walls 
in natural or colored metals) 

® Rolling Steel Doors (Standard 
or Underwriters’ labeled) 
Metalclad Fire Walls 
Underwriters’ rated) 
M-Floors (Stee! Cellular 


... exterior walls that glisten in clean metal or 
glow in dynamic color... walls that decorate, pro- Sub-Fleers 
aa Long Span M-Deck (Cellular or 
tect and solidify. Mahon Curtain Walls will meet Open Beam 
: Roof Deck 
r nt. They can rected Steel 
_ oes ere ut 7 : be erecte “7 ® Acoustical and Troffer Forms 
to 60 feet in height without a horizontal joint... Acoustical Metal Walls. 
vertical joints are invisible. Quality Metal Walls Partitions and Reet Decks 


a Permanent Concrete Floor Forms 
from Mahon cost no more when specified nor do 


savings stop with installation—maintenance is CONSTRUCTION 
low, Curability is long. To learn how Fiberglas- SERVICES 
insulated Mahon Curtain Walls fit into your project, 
contact your local Mahon representative, write for 
descriptive catalog or see Sweet's Files. 


® Structural Steel-Fabrication 
and Erection 


® Steel Fabrication-Weldments 


RIBBED FLUTED FLUSH or FLUTED 
—field ; —field ll 

tructed e t ted wan , S x 
constructe . . constructe _ & PREFAB PANELS 


— 


THE R. C. MAHON COMPANY / DETRO/T 34, M/CHIGAN 


— 
Manufacturing Plants— Detroit, Michigan and Los Angeles, California. 
Sales-Engineering Offices in Detroit, New York, Chicago, Los Angeles and San Francisco. 


< st 
: : Pe. 
| | 
Representatives in all principal cities 


SPEEDING AMERICAN CONSTRUCTION WITH METAL BUILDING PRODUCTS, FABRICATED EQUIPMENT AND ERECTION SERVICES 





ARCHITECTS 


demanded it... 


ay 


created it... 


IHustrated 
Catalog No. 303 


Rs + + + 


Crestwood 


by ENDICOTT 


the church seating with 
an important PLUS! 


Church architects have been demanding a 
pew with ends that wouldn't warp or crack 
—a problem that has plagued the industry 
for years. The new CRESTWOOD by Endicott 
is especially designed and constructed for the 
church that cannot control temperature and 
humidity seven days a week! 


The beautiful oak veneered pew ends con- 
tain a specially developed core, which 
eliminates warping and cracking, provides 
greater strength as well as greater screw hold- 
ing qualities. After being submerged in water 
for more than two weeks, these cores ab- 
sorbed less than 1/10 of 1%-—so little it 
could hardly be measured. 

Pew ends available in Contemporary, 
Gothic and Colonial styles—also all types 
of backs and seats, including Endicott’s 
time-tested CUSHION-EZE upholstered foam 
cushioning. 


MAIL COUPON TODAY FOR 
MORE INFORMATION 


eee == 7 


Please send me, without obligation, illustrated 


literature on Crestwoon by Endicott. 


Name 


Address pene 


City a ESS oo 


DEPT. ARO4 


eee eeereeeee=4 


SUH a 


AKE « INDIANA 
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earth, and others. New methods of 
using earth for construction of dur- 
able and attractive homes will be 
developed. The information is ex- 
pected to be of particular interest to 
countries of the Far and Middle East 
where the purchase of conventional 
materials for housing is not econom- 
ical, but where natural earth for the 
purpose is readily available. 


FHA Accepting Applications 
On Nursing Homes 


All FHA field offices now have been 
given authority to accept applica- 
tions from approved mortgagees for 
mortgage insurance on proprietary 
nursing homes. 

Nursing home mortgage _ insur- 
ance is, actually, a new venture for 
the FHA. Commissioner Julian H. 
Zimmerman noted that the program 
had been put together after many 
hours of thorough analysis and plan- 
ning. He had the advice of industrial 
authorities serving on advisory com- 
mittees. 

“It is aimed at effecting the re- 
habilitation of sound existing nurs- 
ing homes as well as the construc- 
tion of new ones,” Mr. Zimmerman 
said. 

The new insurance plan was au- 
thorized in the housing act passed 
by Congress last year. FHA said it 
would help provide nursing home 
capacity and related medical serv- 
ices for people of all ages—conva- 
lescents and others—who are not 
acutely ill or in need of hospitaliza- 
tion but who do require such care 
and services. 

Under the law, any such nursing 
home, to be eligible for the govern- 
ment mortgage insurance, must be 
for the accommodation of such per- 
sons. It must also be licensed or reg- 
ulated by the state—or authorized 
state subdivision—in which it is lo- 
cated. The skilled nursing care and 
related medical services must be 
prescribed by, or performed under 
the general direction of, persons li- 
censed to provide them in accord- 
ance with the laws of the state. 

Within the statutory limits of 
$12.5 million, the maximum insura- 
ble mortgage amount is 75 per cent 


continued on page 398 


SHORTEST SPAN 
TO 


PEAK 
PERFORMANCE 


DOCKBRIDGE 
AUTOMATIC LOADING RAMP 


Specified Most Frequently Because of Installation 
Ease, Adaptability and Proficiency 


You can stake your reputation on “DOCKBRIDGE”’ 
with utmost confidence. Throughout industry this 
fully-automatic, truck activated loading ramp is 
keeping trucks rolling and producing — eliminating 
wasted man hours. It accepts trucks up to 16” 
above and down to 10” below dock level. Pro- 
vides for full cross traffic when not in use. No 
need for costly, complicated hydraulics or jury- 
rigged mechanisms. Only self-contained package 
ready to install in a prepared dock pit 17%” 
deep. Where pit is impractical, addition of four 
sturdy legs make “Dockbridge’’ a free-standing 
unit. Adaptable to either existing dock or new 
construction. Three models available: 6’ x6’, 
6’ x 8’, 6’ x 10°. Write for free catalog. 


7% AMERICAN 


DOCKBRIDGE, INC. 


241 West Oklahoma Avenue, Milwaukee 7, Wis. 
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nurse Jones ‘visits’ 12 critical patients 
every two minutes... automatically 


An exclusive feature of DuKane Audio-Visual 


Nurses’ Call Equipment makes it possible for a 
nurse to “listen in” through sensitive electronics 
to the critical patients under her supervision. 
Simply by pressing a button, she sets in motion 
an automatic audio-scanning circuit which faith- 
fully “makes the rounds” between personal visits. 


DuKane 


CORPORATION 


This is only one of dozens of refinements in 
today’s most advanced hospital communications 
system. 

To help you learn about the new DuKane 
system, a color sound film is available on request. 
It tells in 9 minutes what would ordinarily take 
hours of your valuable time. 


Department AR 40, DuKane Corporation, St. Charles, Illinois 


Please tell us more about DuKane’s Audio-Visual Nurses’ 
Call Equipment. 


a i ‘ ree Title. 


Institution____ 


City_ ee 
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OMFORT 
ONDITIONING. 


Comfort Conditioning . . . with Light and Air... is 
the result of the combined research and engineering 
know-how of Day-Brite Lighting, Inc. and the Bar- 
ber-Colman Company. 


The successful blending of these two prime comfort 
factors, provides the much needed solution to a 
growing problem in interior design . . . the competi- 
tion between acoustical material, air distribution, 
and lighting elements. 


Trim, functional design, combined with the finest in 
comfort lighting and air distribution. 


Two basic sizes, 12” x 48” and 24” x 48” ...a 
wide choice of lighting enclosures . . . louvers, plas- 
tic, glass... supply or return... compatible with 
all basic ceiling systems. 


Units can be used individually or in combination with 
lighting fixtures equipped with matching enclosing 
elements. 


DAY: BRITE 


BARBER-COLMAN COMPANY DAY-BRITE LIGHTING, INC. 


ROCKFORD, ILLINOIS ST. LOUIS, MO., SANTA CLARA, CAL. 


TWO GREAT NAMES IN ENGINEERED LIGHTING AND AIR DISTRIBUTION. 
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Air passes through separate chamber completely isolated from 
ANT TET t4-a ll See del iPro MT: Lol hl ee OTT dt tea) 
performance ...No reduction in luminous area. 


For complete selection and application data, write today for your copy of the new 
24-page book ‘‘Comfort Conditioning with Light and Air'’. .. Day-Brite Lighting 
Inc., 6260 N. Broadway, St. Louis 15, Mo. or Barber-Colman Co., Dept. B, 1101 
Rock Street, Rockford, Illinois 


“Patent No, 2564334 
other patents pending 


from one end of the kitchen to the other.. 


sd 7 
r—— 7 is ay . yp 
ree ae a P : hk Available fer ether 
mAh ES 3 gy , Firebox Type Boilers 
oe 


ae) 

‘ eel Pensinger CCTs , we (above) or Scotch 
es SD } Type Boilers (shown 

at left). 


SA : 
PLAN A COMPLETE “SQ 
WATER SERVICE SYSTEM with  Yf 


BY Stream-Mated JOHNSON Forced Diaht BURNERS 


For firing with Oil only . . . Gas only . . . or Combination Oil or 
WATER FIXTURES Gas. Wired, tested and completely assembled at the factory ready 
for easy, inexpensive attachment to any boiler or heat receiver. 
more sanitary, durable, trouble-free They provide smoother, more efficient combustion regardless of 
stack conditions and firebox pressure variations. Powered by the 
famous Johnson Mod. 53 Burners, 
these “packaged” units are available 
for any heating need, in sizes from 
28HP to 560HP. 


When you pick the most practical S. T. JOHNSON CO. 


arene for ee new ne ee 940 ARLINGTON AVE, CHURCH ROAD 
itchen, pick the most practica 
water fixtures to complement it. Sey Sy Soa er, OU. 
Leading food facility architects, 
specifying engineers, and plumbing 
contractors — the men who know — 
specify T&S quality-built fixtures 
to make that big difference in the 
smooth-operating efficiency of every 
type of kitchen, large or smal). 
Heavy duty construction, finest 
materials, precision engineering, : 
quality control, guaranteed a ' ' 
satisfaction...all these are plus =] lig htweig ht 
features you get with every T&S oe ; ti 

unit at no premium in cost. ae 

Insist on a complete T&S p astic 
stream-mated system for integrated 


water service on a par with the cold sto rage 
kitchen you have planned. , 
doors 


T&S SPECIFICATION MANUAL : — 
FREE to kitchen planners! - +. In white 


TTT TTD This complete T&S manual of plumbing fixtures and colors 
MANUAL and specialties helps you design an entire 
kitchen layout for most efficient water service. 

It contains full specifications and roughing 

data of water units for every purpose to save 

time, steps and money in your planning. Write 


oF colt tadey for your personel, registered copy. e New JAMOLITE Plastic Door is a flush- 
fitting door weighing !'; as much as steel 
covered doors. Use of newest plastic materials 
assures rigid, stable construction, lower cost, 
attractive appearance, improved insulation. 


A 


See your dealer or write for Product Bulletins on y ‘ , ‘ 4 . 
cunaanes @ Ghaes Hesahe © wales Manees 4 tame ; New bulletin contains complete data. Write to 


vURTTLG Mabeees © SPOAY Nees © ACCOREGRIED ; Jamison Cold Storage Door Co., Hagerstown, Md. 


LAB-FLO LABORATORY SERVICE FIXTURES 


T&S BRASS & BRONZE WORKS, INC. 
128 MAGNOLIA AVE., WESTBURY, L.!., N.Y 7 


Telephone: EDgewood 4-5104 
COLD STORAGE DOORS 
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As functional as it is attractive... 


New H. J. Heinz research center is another 
endorsement for Transite’ Vent Pipe! 


Visit the H. J. Heinz Company’s new Research Center and 
Architects and Engineers: you see a strikingly attractive structure . . . and every bit as 
Skidmore, Owings & Merrill ‘ ! e ¢ ° 
Partner in Charge: Gordon Bunshaft functional! Here—every design detail, every material 
Co ltants Mechanical . . . ss 
Shean: tease: Sete & Celine ' used contributes to greater scientific productivity. 
General Contractors: . 


George A. Fuller Company F Within the many laboratories—equipped to test 
: foods for taste, aroma, color, appearance—there’s 
a marked accent on cleanliness. Every piece of 
equipment is planned to prevent con- 
tamination, to stay clean and rust free. 
That’s why corrosion-resistant Transite 
Industrial Vent Pipe was chosen to 
vent every one of the Research Cen- 

ter’s laboratories. 


Whether used indoors or out, Transite 
offers you many advantages. Made of 
asbestos-cement, Transite retains its 
original, attractive appearance. Saves 
on upkeep because it never needs paint- 
ing or preservative coating. Saves on 
maintenance because it resists the at- 
tack of most gases, mists, fumes and 
dusts . . . is unaffected by weather. 
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For further information on Transite 
Industrial Vent Pipe, write to Johns- 
Manville, Box 14CO, New York 16, 
N. Y. In Canada, Port Credit, Ontario. 
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DODGE REPORTS 
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EFFECTIVE USE 
OF SPACE 
AND TIME 


as practiced 

at VAN KEUREN, 
DAVIS & COMPANY, 
Architects and Engineers, 
Birmingham, Alabama 


The studied utilization of space in the offices 
of Van Keuren, Davis & Co. reflects a concern 
for economy and simplicity of design which 
has been a key factor in the success of this 
noted Birmingham firm. Clients are impressed 
by the smoothly functioning office, which 
relies on its Dodge Reporter to help main- 
tain an efficient communications network so 
necessary to uninterrupted work flow. 

Van Keuren, Davis & Co. considers Dodge 
Reports the most effective and economical 
way of “getting the word around” to contrac- 
tors and suppliers, and are impressed by the 
attention they command throughout the 
industry. 

Competent bidders are informed at just 
the right time by this daily construction news 
service ... helping to eliminate costs of addi- 
tional publicity and extra administrative 
work on the architect’s part. Dodge-informed 
salesmen are better prepared to discuss spe- 
cific projects of current interest ... are often 
able to offer timely suggestions on new prod- 
ucts and services. 

Together with plans and specifications 
filed in Dodge Plan Rooms nearest construc- 
tion sites, the Reports help establish a broader 
bidding and quoting base...expedite contract 
awards, buying decisions and building. 

Van Keuren, Davis & Co. sums up a profit- 
able relationship by saying: “The Dodge 
Reporter is always welcome here” ... further 
confirmation that DODGE REPORTS ARE 
A VALUABLE COMMUNICATIONS 
LINK BETWEEN THE ARCHITECT 
AND THOSE WHO SERVE HIM. 





SEE a demonstration by a specialist 


CONCRETE FLOOR TREATMENT 


Ny) 


NE PRODUCT 


ONE APPLICATION 


4-WAY PROTECTION 


Flick-Reedy Plant, Bensenville, Illinois 


Ue 
aU 


for FREE demonstration or literature address 
WEST CHEMICAL PRODUCTS INC., 42-46 West St., Long Island City 1, N.Y. 
Branches in principal cities * IN CANADA: 5621-23 Casgrain Ave., Montreal 


AVOID BUCKLING & WARPING 
OF MAPLE FLOORING 


with EDGE GRAIN 
CONNOR’S “LAYTITE’ 


(According to 
Forest Products Laboratory) 


Use “LAYTITE” EDGE GRAIN for: 


y% LESS EXPANSION AND CONTRACTION 
ye MORE YEARS OF HARD WEAR 

% LIGHTER AND MORE UNIFORM COLOR 
ye LESS DIFFICULTY IN HUMID AREAS 


CONNOR Forest Products Since 1872 
SCHOOL AND GYM FLOORS OUR SPECIALTY 
See Sweet's File Specs #1345/CO. ® U.S. Pat. Off. 


CONNOR LUMBER AND LAND CO. 


PHONE VI - 2-2091 
P.O. BOX 810-G * WAUSAU, WISCONSIN 


ee 


1—CURES 
2—HARDENS 
3—SEALS 
4—DUSTPROOFS 


WEST CONCRETE FLOOR TREATMENT 
is a quick drying formu- 
lation. Even spreading. 
Easily applied by un- 
skilled labor. It enables 
newly-laid wet concrete 
to retain 95% of its mois- 
ture. This permits curing 
and hardening while 
sealing and dustproofing 
the surface. Meets ASTM 
Specification C-309. 
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orth Choice of Stainless Steel 
or Genuine Porcelain 
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REFRIGERATOR CO. 


GRAND HAVEN MICHIGAN 
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ALBRO 


means Curtain Wall, 
Windows and Architectural 
Metalwork, in... 


ALUMINUM, BRONZE, 
STAINLESS STEEL 


Over thirty years of metalwork 
specializaticn assure you of 
exact interpretation and pre- 
cise fabrication by Albro of 
your every design require- 
ment. For more information, 
mail this coupon today or see 
Albro’s catalogs in Sweet’s. 


ALBRO METAL PRODUCTS CORPORATION 
944 Longfellow Avenue, New York 59, N.Y. 


Albro Metal Products Corp., Dept. Y. 
44 Longfellow Ave., N. Y. 59, N. Y. 


9 
Please send me Albro’s catalogs. 


Name 


™ 4 
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SS 


Lee 


Washington Topics 


of the FHA-estimated value of the 
property or project when proposed 
improvements are completed. The 
maximum interest rate is 514 per 
cent; the FHA mortgage insurance 
premium, half of one per cent. The 
mortgage is amortized over a period 
not exceeding 20 years. 

FHA explained that it cannot in- 
sure a nursing home mortgage with- 
out first receiving from the state 
agency involved certification that 
the home is needed and that reason- 
able minimum standards for licens- 
ing and operating nursing homes 
are in force in the state. It also must 
have assurance that such standards 
will be applied and enforced with 
respect to every nursing home on 
which FHA provides mortgage in- 
surance. 

Mortgagors may be corporations, 
trusts, partnerships, or individuals 
approved by the agency and regu- 
lated by charter or agreement. Proj- 
ects can be either new or rehabili- 
tated homes consisting of not less 
than 20 beds each. The mortgages 
may include advances made during 
construction. 

Said Commissioner Zimmerman: 
“Our minimum property standards 
for nursing homes apply to all new 
construction projects and, with spe- 
cified minor requirement, to all re- 
habilitation projects. They include 
standards for site and building plan- 
ning, for construction and materials, 
and for mechanical equipment. They 
specify fire protection standards 
that all structures in the project 
must meet with respect to fire-resist- 
ant construction and to fire protec- 
tion and detection systems.” 

FHA advised sponsors interested 
in developing nursing home projects 
under the Section 232 program to 
present their proposals to officials of 
the FHA office serving the area in 
which they plan to locate, and to 
take this step before making formal 
application for an insured mortgage. 
The proposal should contain enough 
detail for the office to determine 
whether or not the project is feasible 
and the sponsors are acceptable. It 
should include full information 
about the property, about a definite 
care and service plan for occupants, 
and about the sponsor’s qualifica- 
tions to develop and carry the proj- 
ect. 
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SPECIFY 


ACCESSORIES 


the very finest for 


HOSPITALS 
INSTITUTIONS 

& PUBLIC 

BUILDINGS 


FOR SPECIAL APPLICATIONS, SUCH AS 
IN THE ILLUSTRATION ABOVE, YOU CAN 
SPECIFY A PARKER ACCESSORY TO SOLVE 
THE PROBLEM. 


% Heavy duty 114" bors with 
forged posts. All SOLID 
BRASS triple plated chrome 
over nickel and copper. 
Flexible lengths—used with 
or without center supports 


Corner or angle sections 
(90° or 135°) available. 
Inside or outside corner 
application. Used vertically 
or horizontally. 


New back plate recesses in 
back of posts. Designed to 
provide ease of installation 
and to assure rugged wall 
mounting. 


Parker heavy duty grab bars or railings 
with attendant accessory attachments can 
be used in any combinations for bath tubs, 
showers, toilet rooms, hallways and for 
other special applications. Also available 
with other models for standard grab bar 
use. When you specify Parker you specify 
quality and lasting performance. 


WRITE FOR NEW ILLUSTRATED CATA- 
LOG OF COMPLETE LINE OF CAB- 
INETS, ACCESSORIES AND MIRRORS 
FOR USE IN HOSPITALS, INSTITU- 
TIONS AND PUBLIC BUILDINGS. 


“Phe CHARLES PARKER CO. 


50 HANOVER ST., MERIDEN CONN. 
Sor rr mee Ps 





“Holophane 


is to be 


ATLAS POWDER COMPANY 
expresses high satisfaction with 
their new lighting system. When 
Atlas designed the relighting of their 
Central Engineering Department, 
Holophane Specification No.7559-C 
showed how to provide 170 foot- 


candies maintained illumination. 


ATLAS POWDER COMPANY 


WILMINGTON 99, DELAWARE 


November 13, 1959 


Mr. C. C. Keller 
Holophane Company, Inc. 
342 Madison Avenue 

New York 17, New York 


Dear Mr. Keller: 


We have completed the installation of the Holophane 
Fluorescent Lighting System, designated as 6404-64, in our 
Central Engineering Department. The maintained illumination 
level is 170 foot candles. 


The installation has proved very satisfactory from 
the visual comfort and the illumination level. The graceful 
styling lends itself beautifully to our surroundings with 
particular reference to the shallowness of the unit. 


Holophane is to be congratulated in designing such 
a ‘unit from the mechanical and electrical angle. With the 
ballasts mounted at far sides and opposite corners, it 
provides cooler and safer operation together with a better 
weight distribution with respect to installation. 


The unit is constructed in such a manner that all 
parts are readily accessible from an installation and maintenance 
standpoint. It is our opinion that we cannot offer any 
constructive criticism or suggestion in order to make this a 
better unit. 


Very truly yours, 
ATLAS POWDER COMPANY 


CENTRAL ENGINEERING DEPARTMENT 
TECHNICAL SERV. SECTION 


R. G. RUDROW, MANAGER 
ELECTRICAL GROUP 


HOLOFLUX®—Recessed 2 Foot Wide Luminaire 
featuring PRISMALUME® (Prismatic Acrylic Plastic) 


Noni os ee with prismatic border; in four foot 
——- ~ continuous runs...Distinctive design integrates 
a contemporary interiors...Prismatic construction 

vides highest utilization of light, minimum brightness ss 


congratulated...” 


Central Engineering Dept., Atlas Powder Company. 
Installed by Hatzel and Buehler, Inc. 


The entire Holophane organization—particu- 
larly the engineers and craftsmen responsible 
for the development of Holoflux units — is 
gratified to acknowledge the plaudits from 
Atlas Powder Company . .. Recognition of sin- 


cere endeavor spurs greater effort and further 
accomplishment. 


HOLOPHANE COMPANY, inc. 
Lighting Authorities Since 1898 
342 Madison Ave., New York 17, N. Y. 
THE HOLOPHANE CO., LTD., 418 KIPLING AVE. SO , TORONTO 18, ONT. 
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The corridor of a Fred Har- 
vey Oasis Restaurant on 
Tri-State tollway near Chi- 
cago, illustrating the dra- 
matic, decorative treatment 
possible with Steeldome 
construction. The exposed 
concrete waffle ribs of the 
ceiling are painted charcoal 
gray, sounding a new note 
in decor motif. 


Architect & Engineer 

Pace Associates 
General Contractor 

Ragnar Benson, Inc 


Straight-up view of two-way 
concrete joist construction 
formed with Steeldomes. 
The exposed concrete has 
been painted and the voids 
treated with acoustical tile. 
Voids also provide a new 
convenience for the place- 
ment of lighting fixtures, 
ventilators and intercom 
equipment. 
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Wide open space, free of 
columns, is economically 
attained in the general res- 
taurant area with Steeldome 
construction. Here again 
the fresh, new decorative 
scheme is made possible by 
attractively painting the ex- 
posed concrete waffle de- 
sign ceiling, adding charm 
to the room. 





A NEW WORLD 
OF DECOR OPPORTUNITY 
IN CONCRETE JOIST CONSTRUCTION 


Ceco Steeldomes Make Possible Unusual Decorative Ceiling Treatments 
... While Providing Wide Open Spaces 


In many an architect’s office, you’ll hear talk about the exciting new effects in ceiling orna- 
mentation now possible with Ceco Steeldomes. 

Not only are architects talking .. . they are using Steeldomes to take advantage of this 
new world of decor in concrete joist construction. The reason is that Steeldomes create 
smooth surfaces in the concrete ceiling, giving an unblemished, high quality finish. This is 
because each Steeldome is made in one piece and is removed from the hardened concrete by 
compressed air. The decorative treatment can be applied directly to the exposed waffle ceiling. 

Steeldome construction offers the architect many basic advantages, such as wide column 
spacings, the rigidity of monolithic concrete, and economy. Now this added feature of high- 
style decor makes Steeldomes even more desirable. 

So on your next building project use Ceco Steeldomes. Consult a Ceco specialist in the 
planning stage for the exciting possibilities. Ceco Steel Products Corporation. Sales offices, 
warehouses and fabricating plants in principal cities. General offices: 5601 West 26th Street, 


Chicago 50, Illinois. 


IN CONSTRUCTION PRODUCTS CECO ENGINEERING MAKES THE BIG DIFFERENCE 


Steelforms / Concrete Reinforcing / Steel Joists / Curtainwalls, Windows, Screens, Doors 
Cecoframe Buildings / Roofing Products / Metal Lath 


TOTAL MANUFACTURING FOR THE BUILDING INDUSTRY FROM RAW TO FINISHED PRODUCTS 


Expansive? Yes! Expensive? No! 


CECO STEEL PRODUCTS CORPORATION 
5601 West 26th Street, Chicago 50, Illinois 


Please send catalog No. 4001-N including Ceco Steeldome cone 
struction. 


CO 
firm 

address. 

—————— 


L_| If student, check here for special data. 
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GRAVITY OPERATED 
* 


STANDARDIZED 
(available left 
or right) 


QUICK, EASY 
INSTALLATION 


Yes ... the finest panic devices are those 
made by Detroit Hardware Mfg. Co. 
Modern styling combined with time- 
tested action, quality materials and few 
moving parts assure you long and depend- 
able service. Detroit panic devices are 
MPM ALe UEC UCR mer UCL aa) 
MME nt Mea Le Teme acelia) 
latches can be independently locked to 
insure security at all times. Detroit panic 
devices are easily mounted keeping in- 
stallation costs to a minimum. Find out 
more about these high quality, depend- 
able panic devices from your Detroit 


Hardware representative. = 5] 


Vehott Hardware 
; UT KA ALL ¥ 


cD 
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A Washington Report 
continued from page 54 
Act provisions. This shows that on 
January 1, 1960, there were through- 
out the country 290,979 beds of this 
type. But under Hill-Burton stand- 
ards for fire, safety, sanitation, func- 
tional layout, and desirability of lo- 
cation, only 58 per cent of these could 
be rated acceptable. A total of 120,- 
838 beds was “‘nonacceptable.” 

It should be noted that the figures 
do not include all facilities providing 
nursing home care, as most states ex- 
clude from their inventories all un- 
licensed homes of three or less beds. 
The total bed count, however, has 
risen from an estimated 200,000 in 
1954. 

Despite the rate of growth in re- 
cent years, the states estimated total 
need on January 1 to be 427,171 beds 
based on the planning ratios of one 
to four beds per thousand popula- 
tion. (Federal Hill-Burton regula- 
tions allow the states to program 
from one to four beds per thousand 
population, according to their indi- 
vidual views of need.) 

The Public Health Service figures 
show that of the 257,030 additional 
new beds now needed, 120,838 would 
be to replace existing unsuitable beds 
and the other 136,192 to fill unmet 
demands for care. It was pointed out 
that the 427,171 beds would provide 
1.47 bed per thousand population, a 
conservative figure based on a 1957 
study. This study produced replies 
from physicians indicating a need of 
four beds per thousand population if 
ability to pay or shortages of facili- 
ties no longer limited the patient’s 
ability to receive care. 

Said the McNamara subcommit- 
tee: “‘Assuming that present con- 
cepts of institutional care for the 
chronically ill and disabled in nurs- 
ing homes do not change significant- 
ly in the next decade, it is obvious 
that larger capital outlays for new 
facilities are required to provide 
as a minimum safe, clean efficient 
facilities in which the sick and elder- 
ly may receive care and live with a 
modicum of dignity and comfort. 

“‘Where these monies are to come 
from is a major question in itself. It 
is likely that both private and public 
investment will be required to solve 
this problem. Particularly is this true 
in view of the demand for higher 
standards of construction, increas- 
ing cost of building, and higher costs 
of borrowing money.” 


A POOR 
MICROPHONE 


Often, an architect’s acoustic concept is 
unjustly blamed for poor public address 
system sound quality...the real trouble- 
maker is frequently an improperly se- 
lected microphone. 


SHURE | HAS 


MICROPHONES 
TO SOLVE 
THESE PROBLEMS: 


FEEDBACK “HOWL” 
OVER-SIBILATION 

me 202 @). 11. Ich 

RANDOM NOISE PICK-UP 
RAPID VOLUME FLUCTUATION 
VOICE TIMBRE DISTORTION 


Among the dozens of superb professional 
quality Shure Microphones, one is certain to 
meet your exact needs: in sensitivity, pick-up 
pattern, type, and style. 


UNIDYNE SLENDYNE 
Uni-Directional, Omni-Directional 


GRADIENT 
Bi-Directional 


Write on letterhead for Professional Folder, 
Catalog and Microphone Specifications 


SHURE BROTHERS, INC. 
222 Hartrey Avenue, Evanston, Ill.,.Dept. 18-D 





See why 

Pittsburgh Corning Products 
make the things you build 
look better, last longer, cost less 
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example: PC 4x12 Glass Blocks 
give dignity a new flair 
at Media Savings & Loan 


[he retreat from cold austerity in bank design has called for a growing exercise of the architect’s creative 
authority over his materials. That, in turn, has called for materials which offer the architect increased 
latitude in their design use. That is what the PC 4 x 12 is all about. Design authority. 


Here—in a striking dimensional variation of the PC Glass Block—the architect has been given almost 
limitless capacity to inject new visual vitality into the daylight wall. Take for example the design by 
architects Clifford E. Garner—Arthur B. White, Associates, Philadelphia, Pa., for the Media Federal 
Savings and Loan Assn. Building, Media, Pa. Creative interpretation of the light transmitting wall 
presents an attractive contemporary flair without sacrificing the characteristic dignity of the building. 
Like the new Sculptured Glass Modules described on page four of this advertisement, the PC 4 x 12 


represents Pittsburgh Corning’s constant attention to the architect’s need for materials which free design 
from purely mechanical constriction. 


PITTS BURGH : CORNING 





example: 


FOAMGLAS insulation to insure 
permanent flatness, constant U-value 
for curtain wall panels 


There is an excellent reason why FOAMGLAS insulates all the curtain wall panels shown here. Only 
FOAMGLAS insulation brings so unusual a combination of benefits to the designer of curtain wall 
panels. For instance, FOAMGLAS is completely impervious to water and vapor, so its insulating value 
can never change. This insures that a panel will retain a constant U-value for the life of the building it faces. 


And consider this: when an architect specifies a flat surface, curtain wall panels must remain completely 
flat—without oil canning or dimpling. FOAMGLAS offers a matchless combination of strength, rigidity 
and dimensional stability to insure permanent flatness . . . and add substantial stiffening to the laminated 


panel. Further, this all glass insulation is incombustible. 


Remember: only cellular glass insulation can provide this valuable combination of panel benefits. And 
FOAMGLAS is the only cellular glass insulation. 


Only FOAMGLAS insulation combines complete resistance to water and vapor with high compressive strength and complete dimensional stability. 


PITTSBURGH CORNING 





Witt 


A. JEFFERSON MEMORIAL HOSPITAL, Pine Bluff, Arkansas 

Architects: Reed & Willis & Whittenberg, DeLong and Davidson, Pine Bluff 
and Little Rock, Ark, 

Panel Fabricator: Architectural Porcelain Division, Caloric Appliance Corp., 
Topton, Pa. 


B. FORD CENTRAL OFFICE BUILDING, Dearborn, Michigan 
Architect: Skidmore, Owings & Merrill, New York, N. Y 

General Contractor: Bryant & Detwiler Co., Detroit, Mich 

Panel Fabricator: Ingram-Richardson Mfg. Co., Beaver Falls, Pa. 
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C. EXECUTIVE HOUSE, Chicago, Illinois 
Architect: Milton M. Schwartz & Associates, Inc., Chicago, III 
Panel Fabricator: Haskelite Mfg. Corp., Grand Rapids, Mich. 


D. RCA CHERRY HILL OFFICE, Camden, New Jersey 

Architect: Vincent Kling, Philadelphia, Pa. 

General Contractor: Turner Construction Company 

Panel Fabricator: Ingram-Richardson Mfg. Co., Beaver Falls, Pa 


E. GULF OIL CORPORATION, Bala-Cynwyd, Pennsylvania 

Architects & Engineers: George M. Ewing & Co., Philadelphia., and Welton 
Becket, FAIA & Associates, Los Angeles, Calif. 

Curtain Wall Contractor: Williams & Williams Products Corp., New York, N. Y. 

Panel Fabricator: Seaporcel Metals, Inc., Long Island City, N. Y. 
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example: new Sculptured Glass 
Modules for design vitality 
through an artful use of 
architectural light and shade 


This bulletin discusses and illustrates Sculptured Glass Modules— Pittsburgh Corning’s latest contribution 
to the vitality of building design. Inside or out, a wall or partition can now gain full textural impact 
from the artful interplay of light and shade. Patterns pressed deep into the surface of each module create 
nearly endless capacity to achieve a variety of effects hitherto impossible. And a single material carries 
the effect on both sides of a wall, partition or panel. Four patterns in 12 colors and clear are currently 
available—on architects’ specifications only. Check coupon for your copy. 


PITTSBURGH CORNING CORPORATION 

Dept. B-40, One Gateway Center, Pittsburgh 22, Pa. 

Please send me descriptive literature on the products checked below. 

[] FOAMGLAS Roof Insulation [] PC GLASS BLOCKS 

{.] FOAMGLAS Low Temperature Insulation (] The PC 4 x 12 Block 

(] FOAMGLAS Insulation for Industrial Piping (1) PC Color Glass Blocks 

[] FOAMGLAS STAY-DRY Pipe Insulation [] FOAMSIL®, the Acid-proof 
for Building Service Lines Insulating Refractory 

[] FOAMGLAS Insulation for Curtain (C PC Sculptured Glass Modules 
Wall Panels 


Name 
Company 
Address 


Zone State 


CORNING 





PARTS 5 


HOT WATER 
all 


© 40,948 B.T.U. to 
2,000,000 B.T.U. Out- 
put. 

© All units meet the re- 
quirements of the 
ASME Boiler and Pres- 
sure Vessel Code. 


® 
PRECISION Fheetie HOT WATER HEATING BOILER 


© Complete unit ready for installation with cir- 
culating hot water system and water chiller for 
year-round air-conditioning. 

© Conversion easily accomplished where other 
type fuels now used. Suited for homes, churches, 
apartments, hotels, motels, hospitals, commercial 
buildings, swimming pools, snow melting and do- 
mestic hot water. Temperature Range 60 to 250 
degrees. 

e Every unit tested and inspected. 

Write for color brochure and prices. 


‘CISION parts corporation 
400-AR North Ist. Street 


Nashville 7, Tennessee 


No ducts! No noise! No chimney! No odors! No flame! 


COMPLETE REFRIGERATION 
SYSTEM ON 14” x 46 
ame Lela 
FOR MANY SIZES 
Smaart ae 
Sr CR) ae tC 


coolers 
be 
ya 


} or combinations 


gee 


a 
wa “is 
Aluminum or steel sectional construction 


Sanitary! Strong! Efficient! You can assemble any size cooler, 
freezer or combination in any shape from standard sections. Add 
sections to increase size as your requirements grow. Easy to dis- 
assemble for relocation. 


ARCHITECTS: see 8 pages of engineering data in Sect. 26/A of 
Sweet's Catalog. 


Bally Case and Cooler, Inc., Bally, Pa. 


Get details — write Dept. AR-4 for FREE book. 


anne Into Your 
oe Save! 


. About our 
factory-built 
Sewage Pump 
Stations for 
installation in 
Municipal and 
Suburban 
Sewerage 
Systems 


SMITH & LOVEL ESS pump stations 
available in standard sizes for capacities 
from 100 GPM to 4500 GPM per pump 
with two or three pumps per station. 
Even larger capacity stations are built to 
order. Proved in over 1200 installations 
from coast to coast. Alaska and Canada. 


. . About our 
complete line 
of factory-built 
Pneumatic 
Ejector Lift 
Stations for 
installations 
requiring low 
capacities 


SMITH & LOVELESS pneumatic ejec- 
tors like the “Mon-O-Ject” offer you a 
universal selection of lift stations to 
meet your requirements. Our complete 
line of ejector lift stations ranges from 
small, single-dwelling sewage ejectors for 
the home to large, duplex units like the 
“Du-O-Ject” for stand-by dependability. 


. About our 
factory-built 
Treatment 
Plants for 
Motels and 
Factories, 
Schools and 
Small Sub- 


divisions 


SMITH & LOVELESS factory-built 
“Oxigest"” sewage treatment plants pro- 
vide a low-cost, dependable treatment 
facility with minimum annual mainte- 
nance. Available in single units to serve 
from 10 to 100 homes —or can be in- 
stalled in parallel, as needed, to serve a 
growing subdivision 


Write today for our Free Engineering Data Manual 
on Sewage Lift Stations and Sewage Treatment Plants 
Address: Department 150 for Details 


(2479) 


Smith & Loveless 


DIVISION — UNION TANK CAR COMPANY 


<- 

SS y, 
PLANT 

LENEXA, KANSAS P. O. BOX 8884 « KANSAS CITY 15, MO 
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LENOX HILL HOSPITAL, NEW YORK, WN. Y. 


Architects: Rogers and Butler, New York. N. Y 
H. J. Stojowski, in charge of design 


When he chooses any of Seaporcel’s superior 
products, today’s quality-conscious architect is 
assured of receiving the finest materials that 
skilled craftsmanship can produce 


The attentive supervision of our research, de 
sign, engineering and estimating staff with three 
decades of top-level experience is his guarantee 
that he is buying the best in architectural por 
celain products 


Our nationwide dealer organization; our licen 
sees in 23 countries throughout the free world; 
our complete engineering and erection depart- 
ments are additional reasons why Seaporcel offers 
versatile, expert service everywhere 


For example, pic 

Ye" Asbestos tured here is a detail 

Honeycomb of the formed Sea- 

Core ~ 

porclad panel used 

24 Ga in the Lenox Hill 

Zinc Coated Hospital shown 
Stee! Back ers 

above. This panel 

allows tremendous 

flexibility of design, 

as do all Seaporcel 


products 
| 


16 Ga. Porcelain 
Enamel Face 


Formed Panel 
Bolted To ~ 
Laminated Pane! 
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Required Reading 


continued from page 72 


Two 


undertaken by the publishers of 
Milan Today to show the work of the 
individual architects “who have con- 
tributed to the development of this 
Milan.” Mr. Minoletti would seem to 
be a good choice for the start of such 
a series. Though his work is perhaps 
not as well-known in this country as 
that of some of the other Milanese 
architects, he displays the versatility 
and range of interests we have come 
to expect from the Italians—build- 
ings, display design, ship and plane 
interiors, a prefabricated bathroom, 
and some interesting, if abortive, 
plans for dealing with Milanese traf- 
fic. All text and captions are written 
in English, as well as in Italian, 
French, German and Spanish. 

Mr. Pedersen’s book on the Danish 
architect Arne Jacobsen is a revised 
edition of an earlier work, replacing 
projects with stories on the com- 
pleted buildings, and adding material 
on new projects. The author hints in 
his introduction that Mr. Jacobsen 
finds architecture easy; whether this 
is true or not, certainly his buildings 
all have the grace which makes a dif- 
ficult accomplishment look easy— 
from his early houses, through hous- 
ing projects so human in scale and 
detailing (particularly the row hous- 
ing) that Americans are likely to feel 
a twinge of conscience, to the clean- 
lined SAS hotel and Christenson fac- 
tory. Although written in Danish, 
the book carries a full English trans- 
lation, and captions are all in both 
Danish and English; plans, unfortu- 
nately, are keyed in Danish, but are 
still fairly readable. 


How to See Architecture 


EXPERIENCING ARCHITECTURE. By 
Steen Eiler Rasmussen; translated 
by Eve Wendt. Published jointly by 
Technology Press, Massachusetts In- 
stitute of Technology, Cambridge 39, 
and John Wiley & Sons, Inc., 440 
Fourth Ave., New York 16. 251 pp., 
illus. $4.50. 


Though it was written with a hypo- 
thetical 14-year-old in mind, this book 
continued on page 414 


the complete survey of multiple dwellings 
APARTMENTS 
and DORMITORIES 


rrr rrr TT) 


by the editors of Architectural Record 
238 pp, large 8% x 115” size 
over 275 photographs 
over 200 other illustrations 


only $8.95 


The latest, most complete source of 
information on this building type. In 
expertly-authored text and over 475 
illustrations, are shown some 51 mul- 
tiple dwellings of all sizes, plus addi- 
tional material on social and technical 
considerations. 


Opens with a general section on build- 
ing multiple dwellings. Here are dis- 
cussed the economics of shelter, housing 
patterns, and technical studies on heat- 
ing, elevators, cost-saving apartment 
designs, and engineering details. 


The next four sections are arranged as follows: 


COMMUNITY-SCALE PROJECTS 

LARGE PROJECTS 

SMALL PROJECTS 

CAMPUS DORMITORIES AND 
APARTMENTS 


Thus the entire range of multiple hous- 
ing is covered, from huge apartment 
cities housing thousands of families, to 
small apartments for 2, 4, or 10 fami- 
lies. In the campus section are shown 
dormitories for men and women, and 
apartments for faculty members and 
married students. 


Every one of these projects is the work 
of a gifted architect — some of these are 
famous, some are not yet. They include 
Edward D. Stone, Mies van der Rohe, 
Frank Lloyd Wright, and Walter Gropius. 


Order your copy of this comprehensive work 
today, on ten-day free trial, using the coupon 
below. 


DODGE BOOKS, F. W. Dodge Corp. 
119 W. 40th St., New York 18, N.Y. 


Send my copy of APARTMENTS AND 
DORMITORIES for 10 days free use. At 
the end of that time, I will either remit 
$8.95 plus postage, or return the book 
without obligation. 





A ventilating system that 
GROWS with the school 


designed for modular construction—easy, economical future expansion 


Lennox Comfort Curtain system lowers initial 
costs for school heating and ventilating by 
providing only the heating capacity needed at 
time of construction. As expansion occurs, new 
units of the Comfort Curtain system can be 


added easily and economically. This modern 
Comfort Curtain system of ventilating, heating 
and air conditioning schools adapts to in-the- 
room, two-room remote, central, hot water, 
heat pump, or electric heat source. 


Only Lennox gives your school ALL 6 of these benefits 


. Ventilating-Heating-Cooling—Even in winter, heat 
gain from students, lights and the sun often provides 
more warmth than needed. Comfort Curtain’s pro- 
vision for abundant outside air, as needed, creates 
perfect comfort. 


. Temperature Constantly Controlled—Lennox- 
designed controls of superior quality hold tempera- 
tures to a fraction of a degree, have night setting 
for fuel savings. No extra cost for controls. 
Balanced Air Distribution—Carefully maintained 
air velocity through the discharge openings intercepts 
and diverts cascading columns of cold air off the 
windows, stops drafts completely. 


World leader in 
indoor comfort for 
homes, business, 
schools, and industry 


4. Flexibility of Design and Planning— You originally 

specify only such heating-ventilating units as are 
currently needed, add more as the school is expanded. 
Ease and Economy of Installation—The minimum 
of structural provision needed for Comfort Curtain 
reduces initial costs, while ease of installation reduces 
over-all expenditure. 
Minimum Maintenance—The minimum mainte- 
nance required by Comfort Curtain can be obtained 
through local service organizations at a correspond- 
ingly economical cost. 


Write Lennox, 484 S. 12th Ave., Marshalltown, Iowa, 
or invite a Lennox engineer to call. 


AIR CONDITIONING 
AND HEATING 


© 1960 Lennox Industries, Inc., founded 1895; Marshalltown and Des Moines, Ia.; Syracuse, N. Y.; Columbus, O.; Decatur, Ga.; Ft. Worth; Los Angeles; Salt Lake City. 
In Canada: Toronto, Montreal, Calgary, Vancouver, Winnipeg. 
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AVA I L A B he E. N OW —the only comprehensive manual to cover 


all the media and techniques of architectural rendering 


Arch 


itectural Ren 


Covers all aspects 
of technique — 


© IMAGERY 

@ PERSPECTIVE 
© COMPOSITION 
®@ LIGHT 

© COLOR 

© EQUIPMENT 


Covers all media 
in detail— 


©@ PENCIL 
@ PEN AND INK 
® SMUDGE CHARCOAL 
© CHINESE INK 
@ WATER COLOR 
© TEMPERA 
© AIR BRUSH 
© PASTELS 
© COMBINATIONS 
OF MEDIA 


dering | 


ARCHITECTURAL 
RENDERING 


the techniques of contemporary presentation 


by Albert O. Halse, A.I.A. 


277 pages - 8%, x 1154” size 
over 300 illustrations and line drawings 
17 PAGES IN FULL COLOR 
$15.75 


Here is a masterful, major treatise which explains in text and choice 
illustrations every technique and medium used in architectural ren- 
dering today. For anyone whose work requires knowledge of the 
methods of delineation, it offers something new and complete in its 


field. 


Never before has so much information on rendering been amassed 
in a single volume. Every aspect of the subject receives attention here: 
interiors, exteriors, nature; perspective, lighting, reflections, textures; 
all of the media in detail; how to buy materials, and how and when to 
use them; professional tricks of the trade. Introductory chapters 
contain a history of rendering, a study of color and light, and basic 
information applicable to all rendering. Many detailed exercises guide 
you in techniques. Many examples of renderings in each medium give 
you direct access to expert solutions of a variety of problems. A special 
section of professional renderings done in various media has been 


included. 


ARCHITECTURAL RENDERING is a delight to the eye as well as 
an invaluable reference. Its magnificent illustrations, 17 of them in 
full color, cover all of the steps of rendering, from pencil strokes to 
finished products. It is remarkable for its thoroughness, reliability, 
and convenience. 


PRACTICAL 
CLEAR - COMPREHENSIVE - DETAILED 


MAIL THIS COUPON TODAY 
FOR IMMEDIATE DELIVERY 


Albert O. Halse, A.I.A., one of the 
foremost teachers of delineation in 
the United States, has had 30 years 
of experience as a designer, archi- 
tect, and professional renderer, and 
has been a successful color consult- 
ant and interior designer as well. For 
13 years he has taught delineation 
at the School of Architecture, Colum- 
bia University, during which time he 
has been able further to develop, 
test, and prove the theories and prin- 
ciples of delineation set forth in this 
book. He is well known also as a 
practicing New Jersey architect, and 
he was recently honored by the 
Architects’ League of Northern New 
Jersey for his distinguished service to 
the profession of architecture. 


Dodge Books, F. W. Dodge Corporation 
119 W. 40th Street, New York 18, N. Y. 


Send me .... copies of ARCHITECTURAL RENDERING @ $15.75. 
After ten days’ free use, I will either remit payment, including postage, or 
return the book(s) without obligation 


SAVE MONEY! Enclose payment and Dodge pays postage, 


same return privilege. 





for dishwashers + glasswashers 
peelers + mixers and accessories 


LOOK T0 
BLAKESLEE 


catalog number 


~26b 


© 
in the 1960 


SWEETS ARCHITECTURAL FILE 


6. S. BLAKESLEE & CO. it tunis Avs 


New York e Los Angeles « Toronto 


6. 5. PLAN ESLER & CO 


Your Choice for Convenience 
in PITTSBURGH 


Patong PITTSBURGHER 
Right in the heart of the 
Golden Triangle 400 outside 
rooms with TV and every 
comfort of modern hotel 
design. General Forbes 
Lounge and Dining Room 
JACKTOWN rn : oti — See 
ty port Limousine an axi 
MOTOR HOTEL Bobetas 
The very finest ac- 
commodations. 60 
air-conditioned 
rooms with TV, tele- 
phone, combination 
tile baths. Excellent 
dining room. Facili- 
ties for group parties 
15 to 500. 
Route 30 Irwin, Pa. 
1 mile West of Irwin Interchange 


UNderhill 3-2100 


Forbes Avenue Below Grant 
ATiantic 1-6970 


5 KNOT? r HOTEL PITTSBURGHER MOTEL 


1 yd \) Opposite Greater Pittsburgh 
\ v) Airport on beautiful Airport 
) A\ Parkway West. 56 luxurious, 

ae {> air-conditioned rooms with 
( ) tile bath, TV, private phone. 
DHOTELE< 


Courtesy car to and from air- 
. port. 
Joseph F. Duddy, z AMherst 4-5152 
Gen. Mgr. 


* Teletype Service. For immediate confirma- 
tion of reservations at no charge . . . tele- 
phone any Knott Hotel—or teletype PG -29. 


Route 30, Lincoln Highway, Shortest Route to Pittsburgh 


QUALITY SLIDING GLASS DOORS THAT LOOK YOU 


ne 


TRE 
RYE 


If frames could be turned inside out, you'd be 
amazed at the way some makers cut quality. Thin 
wall sections, inadequate weathersealing, weak 
corner construction, etc. — price-cut features often 
not apparent — in time cause client dissatisfaction 
and needless service expense. For doors with the 
constitution to look you square in the eye year after 
year (and the same goes for Miller dealers!) specify 
Miller quality aluminum doors: #1000 series for inter- 
changeable 1” or 5/8” dual, or 1/4” or 3/16” single 
glass; #625 series for 5/8” dual glass; #187 series 
for 1/4” or 3/16” single glass. 


“BUILT TO LAST A HOUSE TIME" FEATURES 


@ Heavy-walled box type aluminum extrusion 
frames. @ Heavy-tred threshold. © All-season 
weather seal. @ Full grip ‘‘Magic Touch’’ hardware. 
@ Track hugging, easily adjustable rollers. @ insect 
resistant, external screen. @Lustrous weather-pro- 
tected Alumilited finish. 


Write for catalog. See Sweet's Arch. File 16d/Mi, or 
Sweet's Light Construction File 5a/Mi. Dealers in 
principal cities. 


Miller Sliding Glass Door Co., Inc. 
3216-AR Valhalla Dr., Burbank, Calif. 


Member of Sliding Glass Door & Window Institute 
Member of Building Contractors Association 
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REPUBLIC STEEL LOCKERS 


... architect preferred for all around performance 


/ BONDERIZED FINISH 

V POSITIVE AUTOMATIC LOCKING 
’ BAKED-ON ENAMEL FINISH 

J SNAG-PROOF CONSTRUCTION 
V ENGINEERING VENTILATION 
V ATTRACTIVE COLORS 

V LOW MAINTENANCE 

V TAMPER PROOF 


Republic Steel Lockers meet practically every archi- 
tectural requirement for good planning. 

Big and roomy interiors are designed for con- 
venience and comfort. Built-in shelves for storing books 
and personals. Built-in louvers assure free-flow ventila- 
tion—keep locker interiors fresh. All steel construction 
—fire proof. 


Bonderized, too! This exclusive Republic feature pro- 
vides a superior base for the baked-on enamel finish. 
Offers protection against rust and corrosion. Restricts 
bumps, scratches, abrasions of everyday service to the 
site of the injury. Reduces maintenance costs. 


Available in a wide selection of colors, sizes, and 
styles for built-in installations, or free-standing floor 
models for back-to-back planning. Selection of popular 
locking devices. 

Consult your Republic representative. He will help 
you with your locker planning and assume rull respon- 
sibility for complete installation. Call, or write today. 





REPUBLIC BOOKSHELF UNITS solve library planning problems. Sturdy, steel 
shelving is adjustable to any book height. Available in sizes 36” wide, 
9%" or 12%" deep, and either 84” or 90” high. Also special counter size 
42” high. Choose from six popular colors. Immediate delivery from con- 
venient warehouse locations. Call your Republic representative, or write 
for complete information. 


MODERN TRUSCON BUILDING PRODUCTS FOR CLASSICAL BEAUTY. Truscon 
Donovan Steel Windows were used in the construction of the beautiful 
Wheat Street Baptist Church Education Building, Atlanta, Georgia. Donovan 
Awning Type Windows offer the architect unique advantages of lighting 
and ventilation without drafts, and maintain the depth and dignity of 
church and institutional construction. Architect: Edward C. Miller; Contractor: 
Barge Thompson, Inc. Write for information. 


REPUBLIC ELECTRUNITE” TUBING, rounds, squares, rectangles, offers architects 
and engineers a building material with unlimited freedom in design. Both 
beautiful and functional. Greater strength, less weight, easy to handle. 
Smooth, unbroken surfaces resist moisture and corrosion. No sharp corners 
or bare edges. Easy to join with other members. Weldable. ELECTRUNITE 
Carbon Steel Tubing available in rounds up to 6” O.D., squares up to 5”, 
rectangular sizes in peripheries to 20” with wall thickness to .259”. Stain- 
less round tubing available in sizes to 5” O.D., square and rectangular sizes 
to 16” peripheries. Wide range of wall thicknesses. Write for data. 


. 


REPUBLIC STEEL 
Werltts Whites Range 
of Slaualard, Steels avid Sle Pheclkiog 


REPUBLIC STEEL CORPORATION 
DEPT. AR-9350 
1441 REPUBLIC BUILDING + CLEVELAND 1, OHIO 


Please send additional information on the following 

products: 

OC Republic Steel Lockers 

0) Truscon Donovan Steel Windows 

0 Republic ELECTRUNITE Tubing for structural applica- 
tions 


0 Republic Bookshelf Units 


Name. ’ Title 
Firm 


Address 








City Zone State 





JAY-PANS 


America’s Finest 
Forming Medium for 


CONCRETE 
Seo] Fale). 


" 
PN had Te 


oS Se 


bh 
P \ 
yes TT athe 3 


Tr) 


ECONOMICAL! Although priced com- 
petitively with conventional forms, Jay- 
Pans give you more for your money! 
Always new . . . custom built they 
eliminate drippage, and the vertical sides 
mean good savings in concrete, as well 


as a nice, smooth appearance 


LABOR-SAVING! Jay-Pans are tailored 
for any job, and when cutting is neces- 
sary, all that is required is a saw or 
pocket-knife. Sand is never placed under 
a Jay-Pan pour, and jobs stay on sched 
ule because there are always enough 
Jay-Pans on the job site. Lightweight, 
easy to use, Jay-Pans end chipped floors, 
save both time and men! 


WEATHER-RESISTANT! These are not 


‘ 


regular “paper” pans. Jay-Pans are made 
of “freezurboard’—a patented, heavy 
duty asphalt-impregnated material similar 
to asphalt roofing, which is saturated 
with asphalt. Millions of square feet of 
federal government, state, and private 
projects have proved the reliability of 


Jay-Pans under all weather conditions. 


ALL SIZES! Tapered, adjustable, long- 
span, waffle, or cored slab, Jay-Pans 
give a clean job . come in all stand 
ard sizes as well as practically any other 
size you need to fit your most economi- 


cal module. For Full 


Free 


Information 


LAWRENCE 
PAPER 
COMPANY 


Construction 


Products Division, 


at Trae ee ee 
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Lawrence, Kansas, 


Required Reading 


continued from page 408 


How 


is not in the slightest condescending 
and should be most helpful to the 
adult layman who is more interested 
in learning how to look at architec- 
ture than in learning a few handy 
names to drop. It is likely to enter- 
tain even architects themselves, since 
Mr. Rasmussen is not only an enthu- 
siastic user of his own eyes, but is 
able to convey some of the charms 
and rewards of this activity. His 
imagination in selecting illustrations 
of his points is flexible and free- 
wheeling (an actor in Renaissance 
costume riding a bicycle to illustrate 
unsuitability ; Venetian facades 
linked with the Tugendhat house to 
illustrate color planes). Recommend- 
ed, without prejudice, to either older 
children or eager clients. 


The Flowering of Rococo 


FROM BAROQUE TO ROCOCO: AN INTRODUC- 
TION TO AUSTRIAN AND GERMAN ARCHI- 
TECTURE FROM 1580 To 1790. By Nicholas 
Powell. Frederick A. Praeger, Inc., 64 
University Pl., New York 3. 248 pp., 
illus. $10. 


A good, general, English-language 
survey of the baroque and rococo 
architecture of Austria and south- 
ern Germany would certainly be wel- 
come, but this book does not fill the 
bill. The coverage is exceedingly de- 
tailed—each page bristles with 
names and places—so that most of 
the chapters are mere catalogs of 
buildings, divided according to re- 
gion, date, and use. Background for 
the period is slighted or submerged 
in the welter of factual data, and it 
is hard for the reader to gain any 
real historical perspective. More- 
over, the clumsy handling of the 
black-and-white photographs (rele- 
gated to a separate 64-page section 
in a sequence that does not follow 
their mention in the text) makes the 
book hard to use even as a reference 
work, much less in the way the au- 
thor suggests, as a guide for the 
“art traveler.” 

Recommended (mostly for its in- 
dexes of architects, stuccatori, pa- 
trons, iconography, and the like) to 
specialists only. -—-ARTHUR FISHER 


how to write your 
weatherstripping 
specs faster, 

\ easier 


4 
x 
S 


W 


eA 


tt 


a 
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Send today for your copy of Zero’s new 
28-page catalog. Design and instal- 
lation detail illustrations are drawn 
FULL-SIZE for easier visualization and 
incorporation directly into your plans 
with a minimum of scaling. Also contains 
important application data and 

many useful suggestions for writing 
weatherstripping specifications. 


Weather stripping for: 


* doors * windows 

* saddles 
lightproofing 
soundproofing 
sliding doors 

* saddles for 
floor hinged doors 


ZERO WEATHER STRIPPING Co., Inc. 
453 East 136th St. 

New York 54 

Phone: LUdlow 5-3230 
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CROWN ZELLERBACH 


building 


With dignity, elegance of detail, refinement of 
proportion, complete with rich materials yet 
restrained in their use... planned and executed by 
men of vision and public conscience . . . an 
environment of delight where men and buildings 


are not in conflict. 


and 
CURTIS-ALLBRITE 


lighting fixtures 


Crown Zellerbach selected Curtis-AllBrite 
97248 RS Unitized Luminaires Architects: Hertzka and 
Knowles associated with 


for its new headquarters building. Skidmore, Owings and 
7 Merrill, San Francisco 


These remarkable new area luminaires General Contractor: Haas 
and Haynie, San Francisco 


combine ease of access to service plenums Electrical Contractors 

: : s , 7 : Ets-Hokin and Galvan 

with good lighting and air diffusion—all in associated with Chas. A 

: ; ie Langlais Co., San Francisco. 
a single fixture. The C-A unitized fixture 
concept enables architects and consulting 
electrical engineers to provide good lighting 
and quick access without removing the 
fixture or disturbing ceiling construction. 
Over the years, C-A has proven its ability to 
meet the most rigorous architectural 
requirements. Our engineering facilities are 
always available to help solve your lighting 
problems, In San Francisco, PLaza 5-7077; 
in Chicago, POrtsmouth 7-6100. 


aD 
CURTIS ZO ALLBRITE 


LIGHTING, INC. 


352 SHAW ROAD, SOUTH SAN FRANCISCO, CALIFORNIA 
PLANTS: SAN FRANCISCO * CHICAGO 
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MORE ADVERTISING ACTION IN ARCHITECTURAL RECORD 


Building’s Busiest 
Magazine 
Marketplace! 


Architects and engineers have taken these actions recently as the result of advertising in Architectural Record>* 


““New G. E. ‘27’ range-oven to be used in 800 house 
projects due to advertisement; helped to sell builder 
on use thereof.” ARCHITECT—NORFOLK, VA. 


“Specified Tectum Roof Decking as an incombus- 
tible roof deck material; also as sidewall insulation for 
warehouse structure.” ENGINEER—CHINA LAKE, CALIF. 


“‘l am installing a Modernfold sound reduction type 
folding partition in an office building for Martin Co. 
at the test center here. I saw the ad in the June 1959 
Architectural Record, when deciding how best to 
divide a conference room.” 

ENGINEER—COCOA BEACH, FLA. 


“We first tried Kentile as a result of advertising.” 
ARCHITECT—OKLAHOMA CITY, OKLA. 


“Advertisement of Halsey Taylor wall mount water 
cooler led me to specify installation of same because 
of simple mounting and attractiveness. Also dimen- 
sions and mounting height were included in adver- 
tisement.” ARCHITECT—BIRMINGHAM, ALA. 


“Specified American Standard toilet fixtures after 
seeing advertisement on ‘Norwall’ toilets, ‘Sherrilyn’ 
lavatory and ‘Contour’ tub.” 

ENGINEER—GARDEN GROVE, CALIF. 


“‘Wrote to Republic Steel regarding steel tubes for 
structural members.” ENGINEER—COLUMBUS, OHIO 


“Mosaic Tile Company and American Olean Tile 
Company advertisements led me to use tile facing 
on walls behind food counters.”’ 

ARCHITECT—NEW YORK, N. Y. 


“In a bowling lane building I specified an Armstrong 
acoustical ceiling which I noted in an advertisement 
in your magazine.”’ ARCHITECT—SPOKANE, WASH. 


“T have discussed Crane Company’s wall hung flush 
tank water closet with a plumbing engineer and a 
contractor. Later specified for a residence.” 
ARCHITECT—CHICAGO, ILL. 
“On a job we are presently doing, I am specifying 
Mahon insulated ribbed wall (aluminum), using in- 
formation obtained from them as the result of an ad 
in Architectural Record.’”’ ENGINEER—HOUSTON, TEX. 


‘Saw Wooster ad for thresholds, wrote to them for 


information; also contacted local agent.”’ 
ENGINEER—ST. LOUIS, MO. 


‘“Noted advertisement on ‘Perma Cushion’ gym floor 
system. Wrote manufacturer and included in current 
University of Nevada gym building.” 

ARCHITECT—LAS VEGAS, NEV. 
“An ad for Gibson ‘Ortho 66’ lighting fixtures in the 
January ’59 issue interested me. I checked on it, con- 
tacted Gibson and recommended use of fixture in 
New Jersey school.” ENGINEER—N. J. 


“Specified Peelle Rolling Doors on last school job.” 
ARCHITECT—LEWISTON, IDAHO 


“Specified ‘Romany-Spartan’ tile as a result of an ad 
in the Record.” ARCHITECT—PASADENA, TEX. 


‘The striking color ad on page 181 of “Record Houses 
of 1959” caused us to consider Micarta for a mural in 
an Office building we are designing.” 

ARCHITECT—HIGH POINT, N. C. 


Note: ¥ A random selection from hundreds of signed statements on file at 119 West 40th Street, New York 18, N. Y. 
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HOW ARCHITECT AND 
ENGINEER SUBSCRIBERS 
ACT ON ADVERTISEMENTS 


Percentage of respondents taking various types 
of action in response to advertisements in 
Architectural Record.* 


1. Communicated with manufacturer 
2. Discussed product with associate 


3. Turned to Sweet’s Catalog Files 


for more information 45.1% 


4. Specified—or recommended use 
of—the product 36.0% 


5. Tore out or filed advertisement— 
or otherwise took note of 
product for future use 


6. Communicated with dealer or 
distributor 


7. Gave time to a manufacturer's 
salesman who called 


Took no action 


Took one or more actions 


3 TYPES OF ACTION 
ON THE AVERAGE 


Percentage of 
Respondents 


Number of Types 
of Action 


9.9% 
16.5 
18.8 
24.8 
$2.1 

9.5 

4.8 

3.6 


100.0% 


(average) 


NO oh WNrF O 


*Based on Continuing Readership Research during 1959. For details, consult 
your Architectural Record representative. 


50.0% | 


47.7% 


For advertising action 
in 1960 


Architectural 
Record is 
5 Ways Your Best Buy 


1. Largest architect and engineer paid cir- 
culation—documented by June 1959 ABC 
Publishers’ Statements. (By far the highest 
renewal percentage—and the lowest cost per 
page per 1,000 architects and engineers, too!) 


2. Top verifiable building market coverage— 
documented by Dodge Reports. 


3. Preferred readership by architects—and 
engineers in building—documented by over 
140 studies SPONSORED BY BUILDING PRODUCT 
MANUFACTURERS AND ADVERTISING AGENCIES. 


4. Editorial leadership in quantity and in 
quality—over 40 editorial awards, including 
5 out of 6 awards to architectural magazines 
by The American Institute of Architects. 


5. Year after year more building product 
manufacturers and their advertising agencies 
serve more architects and engineers with more 
pages of advertised product information in 
Architectural Record than in any other 
magazine. It’s building’s busiest magazine 
marketplace! 


Architectural 


119 West 40th Street, Neu, York 18, New York, OXford 5-3000 
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PROFITABLE WAYS FOR ARCHITECTS 10 
USE THE DOW BUILDING COST CALCULATOR 


It’s the easy, time-saving, authoritative way to... 


* Figure building costs in minutes...save hours ¢ Advise your clients of cost variants in different 
and even days over other methods localities 


* Make reliable advance budget estimates ¢ Find historical cost data covering 150 metro- 


act 5 politan areas ... bring old estimates up-to-date 
* Get costs within contractors’ normal bidding 


ranges * Keep abreast of changing cost patterns through- 


out the country 


* Check the reasonableness of contractor bids * Get results recognized as authoritative by courts 


* Take local price variations into account of law 
wherever you plan to build * Make reliable replacement cost appraisals 


With the Dow Building Cost Calculator and Valuation Guide, you can quickly prepare authoritative 
building cost estimates. The Calculator is in a continuous state of revision reflecting changes in material 
prices and labor rates. You stay up to date by receiving revisions or supplements every three months, 
or oftener. The Building Cost Calculator is issued by F. W. Dodge Corporation, the foremost construc- 
tion information authority. 


NOW...A SPECIAL 10-DAY FREE TRIAL OFFER 


Just mail this coupon to try it. If you 
F. W. Dodge Corporation don't think it’s worth the low cost of 
119 West 40th Street, New York 18, N. Y. $32 for a year's subscription (including 


Please send me the new Dow BUILDING COST CALCULATOR. I understand that the handsome starting book plus quar- 
after using it for ten days, I may return it and be under no obligation. If I keep it + oe 
you may bill me for $32* to cover the CALCULATOR and quarterly supplements terly revisions and supplements), return 


for an entire year. it and be under no obligation. 


ee 


Dow 


Fem BUILDING COST 
Street & No. nnn CALCULATOR 


a ieee and valuation guide 


*plus 3% sales tax in New York City, Florida, Californio, South Carolina; 


2% sales tax in Washington, D. C. F. W. DODGE CORPORATION 
; 119 West 40th St., New York 18, N. Y. 
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FRESH LOOK IN CURTAIN WALLS 
__...VOUR OWN PATTERNS IN REMOVABLE 


Stylon Corporation, Milford, Mass. 
Western Subsidiary: Redondo Tile Co. W AT € al C o i L & 
Redondo Beach, California. 


e Complete Drainability 
e Easily Cleaned 
nn ¢ High Heat Transfer 


Completely drainable and easily cleaned, Aero- 
fin Type “R” coils are specially designed for 
installations where frequent mechanical clean- 
ing of the inside of the tubes is required. 


The use of 5%” O.D. tubes permits the coil to 

, re drain completely through the water and drain 

“ connections and, in installations where sediment 
PROCESSING. is a problem, the coil can be pitched in either 
‘ & " direction. The simple removal of a single gas- 

HEATING keted plate at each end of the coil exposes every 
VOGT PACKAGE UNIT tube, and makes thorough cleaning possible 


om either end. 
STEAM GENERATORS 7 
are available in capacities of 10,000 The finned tubes are staggered - the direo 
pounds of steam - hour and above tion of air flow, resulting in maximum heat 
oe forcec _— or sone transfer. Casings are standardized for easy in- 
ara with gas or onl, or combination . 2 > 
gas-oil burners. Completely shop as- stallation. Write for Bulletin No. R-50. 
sembled and require only piping, 
electrical, and stack connections to 


place in operation. Available in three 

standard pressures of 175, 250, and & 

375. pounds S.W.P. Pressure ‘tight 

steel casings permit outdoor opera- 

tion, if desired. Correo Req TION 
— 
——— 


Send for Bulletin PSG-3, Dept. 24A-BAR 
F 101 Greenway Ave., Syracuse 3, N.Y. 


—) HENRY VOGT MACHINE CO. © Louisville, Kentucky 


SALES OFFICES: New York © Camden, N.J. © Chicago * Cleveland © St, Lovis : 
Cincinnati * Dallas © Charleston, W. Va. apparatus. List on request. 


Aerofin is sold only by manufacturers of fan system 
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Current Trends in Construction 
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F.W. DODGE CORPORATION 


Total 


ontracts include residential, nonresidential, heavy engineering contracts 


. Beatie: 


NONRESIDENTIAL CONTRACTS 
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F.W. DODGE CORPORATION 


ARCHITECTURAL RECORD April 1960 


EVERY TIME the stock market acts up, it is very tempt- 
ing to say that its gyrations can be ignored, because it 
isn’t, after all, a part of the real world we live in. There’s 
a little truth in this, too, because the market is influenced 
by many peculiar factors of its own making which don’t 
have much relationship to the economy in general. None- 
theless, the market may be influenced by real, tangible 
business conditions—and it may also influence the actions 
of businessmen and consumers. Thus the shakeout which 
characterized the market in the first quarter of 1959 prob- 
ably had some real economic causes, in addition to the 
purely technical quirks which send the Dow-Jones average 
up and down; and it also contributed to some psychologi- 
cal tremors in other areas of the economy. 


WHY did the market get the jitters? Technicians will ex- 
plain it in terms of “stilt formations,” yield ratios, over- 
bought-itis and similar mumbo-jumbo. An _ economist 
might point to some other factors. One is tight money, 
which made bonds considerably more attractive as in- 
vestments than they had been, thereby causing some 
stockholders to switch from stocks to bonds. A similar 
result might have been produced by a feeling that infla- 
tion has been slowed, at least temporarily, thus reducing 
emphasis on stocks as a hedge against the declining value 
of the dollar. 


ON TOP OF THIS, the course business seemed to be tak- 
ing was a source of concern. Housing had been expected 
to decline, but very high hopes were held for a boom in 
the rest of economy. Steel and auto production, and con- 
sumer spending, by failing to live up to these rosy ex- 
pectations, were a disappointment. As noted in this col- 
umn last November, there were two schools of thought 
about what would happen at the end of the steel strike. 
One group (the great majority) expected a big upsurge 
in everything as the economy made up for lost time. The 
other group expected the gap in steel production to result 
in a hiatus in the nation’s normal growth trend. As we 
said then, “the truth probably lies somewhere in between.” 
And that’s about the way it has been—a good quick re- 
covery from the effects of the strike, but no big upsurge. 
This really should be grounds for rejoicing, but to those 
who expected more, it has been a disappointment. They 
will get over it, as they begin to realize that things aren’t 
so bad after all. 


STOCK OWNERSHIP has been spreading rapidly in 
recent years. According to a 1957 survey, 11 per cent of 
all spending units (roughly the same as families) owned 
some stock. But among families headed by professional 
men (including architects) stock ownership reached 29 
per cent, the highest for any occupational group. Stock 
ownership also was widespread in the 1920’s, but there 
is this big difference: investment, rather than specula- 
tion, seems to be the dominant interest of today’s stock- 
holder. 


GEORGE CLINE SMITH 
Vice President and Chief Economist 
F. W. Dodge Corporation 





ATPENN Mf, 
engineers burn the ‘wamme 
midnight oil 


DESIGNING Penn’s LOW CONTOUR DYNAFAN 


cuts 50% off normal 
THE roof echauster heights 
BEST 


YET PROVIDES MORE ENGINEERING ADVANCES 
THAN MOST CONVENTIONAL VENTILATORS... 


| N Low, streamlined and quiet is the Penn LC Dynafan .. . the 
industry’s first major advance in a roof ventilator. Here 


is the one unit that helps engineers satisfy architectural 
ROO F demands for roof-top unobtrusiveness while providing ad- 
vanced design characteristics. 


The Low Contour Dynafan is a product of Penn’s progres- 
VE NT] LATO RS sive engineering. Innovations such as side saddle mounting 


of motor parallel to the wheel reduced the unit’s total 
height. Straddle mounting of bearings cut vibration and 
deflection. These and other important features in the LC 
Dynafan offer you a powerful exhauster that has been 
winning complete architectural approval. You would do 


well to get all the facts now and specify the LC Dynafan 
for your next job. 


Write for Bulletin PD 42-LC 


) 
AY 


4" 


=i ie VENTILATOR CO., inc. 


PHILADELPHIA 40, PENNA. 


] 
» 


A leading manufacturer of Powered and Gravity Roof 
Exhausters and Accessory Equipment for over 30 years. 


Representatives and Distributors in Principal Cities 
Charter Member of AMCA 
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FIFTH EDITION—Just Published 
BOECKH’S MANUAL OF APPRAISALS 


If advance cost planning is a part of your 


architectural problem, then this book and its 
supplement service “Building Costs” should be 


part of your “Kit of Tools.” Here is a service 


program that has been helping architects and builders 
develop costs of proposed projects for more than 


a quarter of a century. 


YOU CAN FIGURE 


BUILDING COSTS 
Quickly and Accurately 


For laymen or experts, the most 
comprehensive and quick method yet published, 


ip 
tl 


over 100,000 individual unit costs, more 
than 300 buildings with hundreds of variations, all 
easily convertible to local conditions through 


“Building Costs!” 
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BUILDING COSTS 


A comprehensive monthly supplementary service 


pte 


Yu 


ii 
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giving you up to the minute news and 
analysis of market conditions, plus the fatest cost 


indexes for the major metropolitan areas of 
America and Canada to convert the estimating 


Manual to local cost conditions. 


see eee ee SS SSS SS SS SSF SF SS SF SF SF SF SSS SC FC SS SSF SS SF SF SSS SSS SC SSS SSS SF SF SSF SCF SSS SSS SESS SSS SSeS eee eee 
Please send me full descriptive literature on your estimating and cost planning services. 


SEND TODAY FOR BROCHURE TO 
NAME 
FIRM NAME 





—. H. BOECKH & ASSOCIATES 
Consulting Valuation Engineers 
1406 M Street, N. W. 
Washington 5. D. C. 
ary__ 


STREET__ sine 
once cc 
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THE SECOND TREASURY OF CONTEMPORARY HOUSES 


Taam 


| 


| THE § i 
‘CONTEMPORARY HOUSE 


44 distinguished houses 
presented in superb photographs, 
plans, drawings, and text 


only $7.75 


selected by the editors of Architectural Record 


over 400 photographs, plans, and drawings * 8 pages 
in full color > 232 pages ° large 8% x 11% size 


PRACTICALITY... 


You can’t afford to miss this book if you are interested in houses. For here 
are practical ideas on planning, construction, decorating, and money-saving 
details that will make any house more economical to build, more pleasant 
to live in, and easier to sell. The houses it presents range from the inexpen- 
sive to the luxurious, yet all contain a wealth of ideas that can be incorpo- 
rated into any house, no matter what the price. You also will see how apply- 
ing broader principles of good design has resulted in houses that truly suit 
the needs and desires of their owners. 


THE SECOND TREASURY OF CONTEMPORARY HOUSES shows 
you many kinds of houses. It shows you houses built on small city lots (a 
plot in Long Beach, California, for example, measures a mere 30 by 80 feet) 
that achieve a sense of spaciousness and privacy unequalled by many ordi- 
nary houses with three times the area. It shows you beautiful country houses, 
luxuriously appointed, with space-saving ideas applicable to the smallest 
plan. It shows you houses built around a family, around the hobbies and 
professions of their owners, to suit the restrictions of highly-zoned neigh- 
borhoods and still offer the best in contemporary design. It shows you houses 
where creative landscaping and gardens have resulted in amazing unity of 
house and site. It describes the latest lighting, heating, kitchens, and bath- 
rooms. It will help you plan a house for future additions without detracting 
from its present attractiveness or utility. 


Some of the houses, though contemporary in design, display traditional 
furnishings to striking advantage. Others have been simplified to the point 
of containing a large proportion of built-in furniture while maintaining a 
sense of comfort and individuality. Whatever price range interests you, you 
will find beauty, convenience, and cost consciousness reflected constantly 
in the pages of this new treasury. 


AUTHORITATIVE DESIGN ... 


profit from the ideas of America’s leading house architects and designers: 
Marcel Breur, Richard J. Neutra, Eliot Noyes, The Architects Collaborative, 
Paul Rudolph, and more than 40 others. 


Every house here has proved its worth by its appearance in the outstanding 
Record Houses annuals of 1956, 1957, and 1958. You will see many houses 
that have won awards in competition from the American Institute of Archi- 
tects, House and Garden, and a number of other authoritative sponsors. You 
will see some houses designed by architects for themselves, as well as many 
designed for their clients. 


BEAUTY... 


Designed to the standards set by the first Treasury of Contemporary Houses, 
this handsome book contains 44 houses, shown with 


e floor plans 

¢ photographs of interiors, exteriors, details 
clear text explaining special requirements and solutions 
drawings of construction features of many of the houses 


DODGE BOOKS, F. W. Dodge Corporation 
119 West 40th Street, New York 18, N.Y. 


Send me .... copies of THE SECOND TREASURY OF CONTEMPO.- 
RARY HOUSES @ $7.75. Within ten days after receipt, I will either remit 
payment, plus postage, or return the book(s) without obligation. 


Save money. Enclose payment, Dodge pays postage. Same return privilege. 
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These symbols tell you 


which advertisers’ catalogs 
are INSTANTLY ACCESSIBLE 
in your office 


The great majority of Architectural 
Record advertisers employ Sweet’s Cat- 
alog Service to maintain their catalogs 
continuously in architectural, engineer- 
ing and building-contractor offices. 


By doing so, these manufacturers make 
it easier than is otherwise possible for 
you always to have instant access to 
further information about their prod- 


ucts or services. 


The above symbols* are included in 
the facing Advertisers’ Index as a quick 
guide to which advertisers’ catalogs are 
in your Sweet’s File—classified by 
product type, indexed, up-to-date, and 
always ready for use whenever you 


want them. 


Sweet's Catalog Service 
Division — F. W. Dodge 
Corporation 
119 West 40th Street | 
New York 18, N. Y. 


“A (Architectural Catalog File) 
1C (Industrial Construction Catalog File) 
LC (Light Construction Catalog File) 


MODERN 
IN 
DESIGN 


LEASING TO THE EYE 
EFFICIENT TO USE 


THE RIGHT 
AMOUNT OF 
LIGHT AT THE 

RIGHT LOCATION 
FOR THE PATIENT, 
NURSE OR DOCTOR. 


DUAL INCANDESCENT. 
VENTILATED FOR 
COOLER OPERATION 
AND LONGER 


LAMP LIFE. 


THREE-WAY PULL SWITCH OPERATES LAMPS 


DIRECT—INDIRECT—DIRECT & INDIRECT 


This new Multi fixture provides the ideal type of illumination 
required for hospital room lighting, also excellent for motel, 
hotel and bedroom lighting. It is cast aluminum with a finely 
grained surface, finished aluminum bronze or with primer coat 
to be finished to match any room color motif. Designed for 
cool operation it can be mounted directly to an outlet box or 
on the wall and serviced by a cord and plug. Convenience 
receptacle is located in the side of the unit. 


MULTI CEILING TYPE 
FIXTURES WITH HINGED 
OPAL GLOBE AVAIL- 
ABLE IN FIVE SIZES. 

FOR GENERAL 
ILLUMINATION OF 
CORRIDORS, KITCHEN 
AREAS,. SERVICE 
ROOMS, ETC. 


' ay 
For further details on this unit and other Muifti 


fixtures for commercial and industrial lighting, 
see our catalog in Sweets or write today. 


E ELECTRIC. MEG. INC. 


4237 W. LAKE ST mer TEL 


SACRAMENTO 2-1900 





TIME thousands of racing fans 


crowd the Detroit Race Course at Livonia, Mich. Fourteen Barber-Colman 


OVERdoors handle the flow of entry and exit traffic conveniently and effi- 


ciently. An integral part of the design of the spectator stands, dependable 


eal ed ood ery 


Architect: Giffels and Rossetti, Inc., Detroit 
OVERdoors deliver perfect year-round performance—smooth, trouble-free 
operation. Precise, tight closure affords maximum protection against weather 
and intrusion. Maintenance of doors is minimum. There is a reliable 
OVERdoor application for nearly every type of industrial, commercial, and 
residential structure. For complete data on OVERdoors, Electric Operators, 


Radio Door Controls, see our catalogs in Sweet’s or write to 


THE MARK OF QUALITY 


BARBER BARBER-COLMAN COMPANY 
AE Dept. PO4, Rockford, Illinois 
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The Russwin Stilemaker, Comet Design 


Award-winning design. Styled and proportioned to please the steel, aluminum, and brass or bronze. Polished or satin finishes. 
eye... fit the hand. Heavy-duty cylindrical construction. Tamper- Write for information to Russell & Erwin Division, The Ameri- 
proof security features. Russwin quality throughout. In stainless can Hardware Corporation, New Britain, Connecticut. 


from russwin...new concepts 
in doorware design...new beauty 
for doors in your buildings  aysswiy 





You pay no more for unequalled SLOAN quality... 


Flush urinals Automatically 


witH THE Sloan 
Flushing System 





ae 
This Flush Velwe is 
. automatic 
0O NOT TOUCH | 





In public and semi-public toilet rooms, the Sloan Automatic Flushing 
System provides important benefits for both user and owner. It is the 
most ideal method of urinal operation ever devised. 

Pioneered through Sloan research, the system: 


* Eliminates the need of user operation * Encourages better housekeeping 
of the toilet room * Assures more hygienic conditions 


The Sloan Automatic Flushing System provides accurate electric clock 
timing; is dependable in operation and trouble-free . . . while saving 
tremendous quantities of water. The Sloan Urinal Flush Valve is actu- 
ated by a Motor Operator (illustrated above); the flushing cycle is 
controlled by any one of several Timers (explained in captions below). 
Thousands of installations in satisfactory daily service prove the Sloan 
Automatic Flushing System. Here is another product packed with 
that bonus of quality you expect from Sloan. And, since you can have 
Sloan quality at no extra cost, why not make sure you get it. 
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SINGLE CIRCUIT TIMER for DOOR-OPERATED 

flushing one Flush Valve TIMER 

(or two simultaneously). 9 employs door switch ae "y DAY-NIGHT TIMER 
THREE CIRCUIT Fe (not furnished) which tor large number of Flush 
TIMER for sequential oleate Ait eae aera . Valves. Controls urinal 

flushing of three Flush Sere toilet room. Flush: : Flush Valves for each toilet 

Valves. Either one con- ing occurs within suc- smal room in sequence at five 

nected to light switch so ceeding five minutes ee minute or one hour intervals 

that flushing occurs only waitin aucceneive dear : Mm according to traffic hours of 


when light is on and toilet openings have no effect. the building. 
room ready for use 
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SLOAN Moat VALVES 
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SLOAN VALVE COMPANY ¢ 4300 WEST LAKE STREET « CHICAGO 24, ILLINOIS 
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